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aD ) Dear Customer, 


BRACKE Bracke Manufacturing wants to personally thank you for your wonderful 

patronage as we embark on another strong fiscal year. Not only are we excited 

to have new customers; we are thrilled to continue with the support of our loyal customers. We are 

pleased to have delivered record results, despite an inconsistent global economic environment: 

our results have underscored the effectiveness of our vision and strategy, coupled with our strong 

execution. We have consistently delivered on the commitments we made - to our customers, 
partners, employees, and you. 


We are excited to announce our newest catalog, Catalog 2017 Volume 10 includes over 
15,000 unique items that are available from stock. Our latest catalog offers a vast array of high 
quality, standard and special RF and Microwave components up to 65 GHz. As a result of our 
decades of successful experience in innovation, design and manufacturing, we are able to offer you 
an unparalleled breadth of RF and microwave products of the highest quality. We have accelerated 
our own speed of innovation to stay ahead of transitions and help our customers meet their current 
and future business goals. 


Our ultramodern facility is located in Irvine, California, where we maintain our design, 
manufacturing and warehouse space. Our state of the art designs and technologies, coupled with 
our extensive off the shelf inventory, allows us to deliver products that meet all of your specifications 
within your project deadlines. As a solution-minded company we remain focused on bringing you 
the knowledge that you expect and the excellent customer service that you deserve. Our “on- 
demand’ vast inventory allows us to same day ship and overnight ship most items in the catalog, 
with few exceptions. 


Regardless of what you are in the market for today, the enclosed catalog is worth exploring. 
Our unique approach brings together a commitment to service; quality, selection, delivery that we 
believe is the key to our customer’s success now and in the future. In our view, we are the only 
company in the industry that can deliver on this approach. Please take the opportunity to look at 
our catalog and let us know how we can be of service to you. 


Best Regards, 


Be eee 


Lawrence H. Pasternack 
LawrencePasternack@brackemfg.com 


Bracke Manufacturing, LLC 
PO Box 12319 

Newport Beach, CA 92658 
www.brackemfg.com 
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RF & Microwave Components 


SMA 
SMA-Non Magnetic 
SMA-Field Replaceable Connectors, Contacts & Hermetic Seals 
SMA-Reverse Polarity _ 
SMA-Reverse Thread 
SMA-27 GHz 
SMB-50 Ohm 
SMB-75 Ohm 
SMB-Mini 75 Ohm 
SMC-50 Ohm 
SMC-75 Ohm 
SMP. 
Spade Lugs 
SSMA 
SSMB 
SSMC 
Stacking Tips 
Standard Stacking Banana 
TNC 
TNC-Reverse Polarity 
PS 


RF & Mi ave Components 


135 


DC Bias Attenuators 133 
75 Ohm F, BNC, N, SMA, TNC 


Fixed Attenuators . 
1.85mm, 2.4mm, 2.92mm, 7mm , 7/16 Din, 75 Ohm BNC, 132-134 
75 Ohm F, 75 Ohm N, BNC, Mini SMP, SMA, SMB,SMP, TNC) 

Pushbutton Attenuators 136 

Rotary Bench Mount Attenuators 100 

Toggle Attenuators 


7/16 Din, 75 Ohm SMB, 75 Ohm SMC, 7mm, BNC, C, F, HN, Pr 

N, SC, SMA, SMB, SMC, SSMA, TNC, UHF west spouse 

——____________— DC Blocks” #} }3§=—Eese : 
2.92mm, 75 Ohm BNC, 75 Ohm F, 75 OhmN, BNC, N, SMA, 
TNC 

‘Detectors — 
BNC, N, SMA 


Low Loss 
Precision 
Standard 


| Directional Couplers — 
Broadband 
Dual 
Octave 
‘High Power 


Equalizers 


4.1/9.5 Din 
7/16 Din 
Alligator Clips 
Banana Plugs 


Hardware _ 
: Hermetic Seals-F r| 
Hybrids-90° 


BNC-75 Ohm 
BNC Twinax 
G 


Impedance Matchi 
BNC, N, SMA, TNC 


: isolators 
'~ Insulated Spade Lugs Limiters 
MCX Molded Breakc 
MCX-75 Ohm ecceeeemeeni - 
MHV ; |PatchCords © 
Mini 75 Ohm SMB —— 
Mini SMP Phase Trimme: 
Mini UHF ee nee 
Miniature Alligator Clips ‘Rotary Joint 
Miniature Stacking Banana Adapters 
MMCX COnnecare 
PowerDividers 
BNC, N, SMA, TNC 
Resistive 
2.92mm, N, SMA, TNC 
ee 
Safety Hooks ‘eit os 
Ss 171 7mm, BNC, N, SMA, TNC 
SHV 164-165 _ (Continue On Next Page) 
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RF & Microwave Components PG# RF & Microwave Components 
Surge Protectors : i 
: n 
BNC, F, N, Replacements 143 Jere & Conditions 
i BSA AE 143 Crimping Tools, Crimping Kits, Coaxial Cutting, Preset Torque 


Terminations 130-131 Wrenches 


Feedthru 
BNC, N, SMA, TNC 130 
High Power 
7/16 Din, BNC, N, SMA, TNC 134 2.92mm, N, SMA i 
Low Frequency Coax Adapter End Launc 
7/16 Din, 75 Ohm BNC, 75 Ohm F, 75 Ohm N, 75 Ohm 2.92mm, N, SMA _ 
SMB, 75 Ohm SMC, BNC, C, HN, N, SMB, SMC, TNC, UHF Coax Adapter with O-Ring 
Precision N 
4.85mm, 2.4mm, 7mm, 7/16 Din, 75 Ohm N, BMA, BMMA, 
BNC, N, SMA, SMP, TNC 


Waveguide Adapters 
Coax Adapter 


Connector Type PG# Connector Type PG# Connector Type 


7/16 DinMaleto: BNC Female to: 


| 7/16 Din Female gee BNC Female 33 


Connector Type PG# 


1.85mm Male 10, 18 
2.4mm Male 10, 57 
2.92mm Male 10, 57 
3.5mm Male 57 


SMA Male 57 
54 


7/16 Din Male BNC Male ogo 
21 


_7/16 Din Male Right Angle | BNC Male Right Angie to ie 


— BNC Male yer Og MICK se se 
22 
72 


~ SMA Male i 68 AROS a 
75 Ohm BNC Female Bulkhead to: PONTE » 


BNC Male Right Angle _ 
| _50 
49 


10-32 Maile Right Angle to: 


10-32 Male 
10-32 Male Right Angle 


10-32 Male to: 


4 
10-32 Male whe 54 
10-32 Male Right Angle 54 
BNC Male 72 
SMA Male 
2.4mm Female to: 


1.85mm Male 
2.4mm Female 
2.4mm Male 
2.92mm Male 
SMA Male 


10-32 Male On 
75 Ohm BNC Female to: Alligator Clips. MCX Plug 
se Be ae kr MCX Plug Right Angle 

75 Ohm BNC Female 93 _Banana Plugs ee 

75 Ohm BNC Male 49 ‘BNCFemale mmr 
75 Ohm BNC Male Right Angle to: BNC Female Bulkhead | MCX PI 

| 
75 Ohm BNC Male 50 BNC Male APSO BNC Male 


j BNC Male Right Angle MCX Plug 
75 Ohm BNC Male Right Angi 49 = oe 
4 SS a GR874 ee eae: MCX Plug Right Angle 


75 Ohm BNC Male to: Se _MCX Plug ee ei SMA Male 
75 Ohm BNC Female Miniature Alligator Clips UMCX Plug 
75 Ohm BNC Female Bulkhead Miniature Stacking Banana Plugs _ Ny AA 
75 Ohm BNC Male MMCX Plug 
75 Ohm BNC Male Right Angle NMale hs 

_ 75 Ohm F Male } Reverse Polarity SMA Male 
75 Ohm N Male i Safety Hooks 

_75 Ohm SMB Plug _SMA Male a 
75 Ohm SMC Plug A SMA Male Right Angle. 
Mini 75 Ohm SMB Plug 78 SMB Plug _ f 


75O0hmNMale to: SMC Plug "75 Ohm BNC Male 


75OhmBNC Male 71 Srandare Stacking pee Mini 75 Ohm SMB Plug 
gag ana a cs ii 
Pillay. 4. aaa : Mini 75 Ohm SMB Plug Right 
_75 Ohm F Male | 77 UHE Male ini lug Rig 
75 Ohm N Male 50 yee 4 sae 


Tow MHV Male 
SHV Plug 


1.85mm Male 
2.4mm Male 


2.92mm Female Bulkhead - Unterminated Wires i(ié‘(g!Sé*SB ie 
2.92mm Male é diab seeindldi BNC Twinax Jack Bulkhead to: | em 
3.5mm Female Bulkhead to: pre 8 
75 Obm SMC Plugto: BNC Twinax Jack to: : SMA Male ae 
3.5mm Female to: 
Aran Clos no BNC Twinax Plug to: BNC Male | 
theta z 
1.85mm Male 67 em wee —- BNC Twinax Jack Bulkhead | 54 
3.5mm Female 17 Banana Plugs to: ee _ BNC Twinax Plug 54 
3.5mm Female Bulkhead 17 Alligator Clips | 69 Ct > 
3.5mm Male BananaPlug 18 - - MMCX Plug 
4.1/9.5 Din Male to: ne Acie au TE Male to: ee es dees tat da) 
4.4/9.5 Din Male BNC Female Bulkhead Rear Mount és — 
< vf i to: : ae 75 Ohm BNC Male | ; 
ale NM hte 
nate 75 Ohm N Male BNC Male 
Din Ee g BNC Female Bulkhead Right Angle — MMCX Plug } 
ES oe Front Mount to: — GR874 to: : MMCX Plug Right Angle 
Cranes BNC Male Se 
78 Din Male Bignt Angie to: BNC Female Bulkhead to. GR874. fs) pia 
—_—e —— 
TM 
= Bracke Manufacturing, LLC ae 049 feted 
* one ; : 
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Cable Assembly Finder 


Connector Type Connector Type Connector Type . Connector Type 


h to: SMA Female to: 
N Female f N Male — 7 BNC Male 
N Male Right Angle NMale es QMA Male ; SMA Male 


QN Male _SMA Female _ ea “SMC Jack Bulkhead _ 
_SMAMale f 15, 27 SMC Plug 
rep UMCX Plug SMC Plug Right Angle % 
Nm x, SMP Female Right Angle to: 

NMaleLowPIM FENG Male - JJpgmanemes Bi t70) SMP Female 

QMA Male SMA Female Bulkhead _ SMP Female to: 

QN Male Ai SMA Female Bulkhead Right 
-QN Male Right Angle _ Angle 

SMA Male 


SMA Male 
— 8.9, SMP Female ‘3 
SMA Male SMP Female Right Angle 


N Female Bulkhead : : Rs : SMA Male Right Angle __|5,7, 8, aug ~ 
N Male - , UMCX Plug SSMA Male Right Angle to: 
'N Male Rig oltkeca a SMA Femal SMA Male to: SSMA Male 37 


1.85mm Male SSMA Male Right Angle 36 


N Female Bulkhead Low PIM 10-32 Male 
>, : _2.4mm Male ~ 


N Male Low PIM F arity . Male to: P= SMA Male 
: Reverse Polarity SMA Male to 4.4/9.5 Din Male SN 


fale. - SSMA Male 
BNC Male 7/16 Din Male sae 
= = - SSMA Male Rig 
S N Male _ Aenea i BNC Male 
4.1/9.5 Din Male Reverse Polarity SMA Female MCX Plug : 
7/16 Din Male pert a “Mini UHF Male ; SSMB Plug 
BNC Male Reverse Polarity SMA Male MMCX Plug oak SSMB Plug Right Angle 


GR874 a toe | i2, N Female Bulkhead 
Mini UHF Male Bese 


UMCX Plug N Male aiebes SMA Male 
== —— SSMB Plug 
SSMB Plug Right Angle 


N Female Bulkhead Sach ‘ j ' i N Male Low PIM ps 
Angle to: NMO Mount Female 

F QMAMale | 

N Male Right Angle : i : QMA Male Right Angle BS ca / SSMC Plug 

NMO Mount Female -QNMale | Ws) SSMC Plug Right Angle 

— SMAMale : Reverse Polarity SMA Male _ 

QN Male Right Angle i Reverse Polarity TNC Male - 

Reverse Polarity SMAMale |” —| | Reverse Thread SMAMale | 67 | | -SMAMale 

Reverse Polarity TNC Male at x SMAFemale +~—~—«*(:, 45, SSMC Plug 

SMA Female To ‘Reverse Thread SMA Female . — te 
‘Buikhead to: SMA Female Bulkhead 


Fe 


SMA Male eis tS See 
SMA Female Bulkhead Right BNC Male 58 


TNC Male Rever esi) 8 Se 
: SMA Male 


si : : BNC Male 
N Female Bulkhead Low PIM N Male 
N Male Right AngleLowPIM | 12 | SMB Plug An Reverse Polarity SMA Male 
SMC Plug ec ! SMA Male 
TNC Male ty Hoo ‘SSMAMale 
BNC Male 8 SSMB Plug | UHF Male to: 
sc SSSA Plug ; 
. P| UMCXPlug ci 
a -——— aes MCX Jack Bulhead 
ve Female Bulkhead Rear 77 SMB Jack Bulkhead to: MCX Plug 
unt SMB Plug MCX Plug Right Angle +} 
angie Sere oat : : SMB Plug Right Anal s Reverse Polarity SMA Female He 
a er 2 Hole Panel 33 lug Right Angle to: Reverse Polarity SMA Female 
— << ; — SMB Jack Bulkhead Bulkhead L 
SMA F Hole Panel Mount to: SMB Plug Reverse Polarity SMA Male 
{ Reverse Thread SMA Female 
SMA Female Bulkhead to BNC Male Reverse Thread SMA Female 


= = 
N Male Low PIM | ate gals allie 11,2 N Male Low PIM 
SMA Male SMP Female Es 
i or TNC Male 
TNC Male 

Ohad anepey- me pag 3 SMB Plug Right Angle MMCxX Plug Right Angle 

cSt ue SMA Female 4 Hole Panel sj SMB Plug Right Angle cvebelngaid SMA Male 
mm hae all + ht 
i SMB Plug to: : oe 


a a ieee SMA Male a 
QMA Male Ri le 16, = 
eran SMA Male : SMB Jack Bulkhead Reverse Thread SMA Male 
SMA Male Right Angle po Lee Right Angle 
UMCX Plug ‘ : ae Ba : SMAFemale 
QMA Female . —— —— SMG Jack Bulkhead to: SMA Female Bulkhead 
SMA Female Bulkhead SMA Female Bulkhead Right 
rors ee to: SMC Plug A ca ae 
SMA Male ae > Plug Right Angle SMA Male 
seri Gils Rigel Ara an — Right Angle SMC Plug Right Angle to: SMA bese Fah Angle 
2 SMC Jack Bulkhead ; TW 
SMC Plug Unterminated Wires to: __ 
SMC Plug Right Angle BNC Male 
TM 
> Brac i 
> ke Manufacturing, LLC A bar 
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18 GHz Precision Cable Assemblies 


CS SY EE 


$70 i a RA he 
wc 
360 A | gS 70s : 
5 50 1.20 3 
8 40 1.15 S 
2 : 
o 
#30 1.10 
20 poste 1.05 
BY set eee ne 1.00 
OH) Bs 2 10 11. 12.) 03d oieete 775, 38 Tae GT RS Cte A se eer Seer. a7) te 
Racy in GHz Frequency in GHz 


Electrical Properties Mechanical Properties i ; 


Velocity of 0 sa Nominal RF nbd Srice Bend | Temperature} Inner Dielectric Outer Jack 
Propagation | Frequency Vatbe. Capacitance | Shielding P Radius Conductor Conductor 


1900 Min -50°C + .036” 116” 125" .150” 
69.5% 35 GHz 29.4 pf/ft | <90dB | 50 Ohm 905°C Dia. Dia. Dia. Dia. 


N Male to N Male 
18 GHz 


Part# BM95001.% | |pat# BM95003.*% 


Inches 1-24 25-49 Inches 1-24 25-49 
$55.00 | $51.70 
$57.70 | $54.24 


N Male to SMA Male 


18 GHz 


TNC Male to 
SMA Male 


TNC Male to 
TNC Male 


N Male to N N Female Bulkhead 
Female Buikhead to SMA Male 


$60.40 | $56.78 18 GHz 18 GHz 
$71.30 | $67.02 $61.30 | $57.62 
$73.10 | $68.71 $63.10 | $59.31 
| $75.80 | $71.25 $65.80 | $61.85 Inches 1-24 25-49 | |inches 1-24 25-49 
| $78.50 | $73.79 $68.50 | $64.39 6 | $75.00 | $70.50 
$80.30 | $75.48 $70.30 | $66.08 12 | $77.70 | $73.04 $77.70 | $73.04 
$83.90 | $78.87 $73.90 | $69.47 $80.40 | $75.58 Ea $75.58 | 
| $89.30 | $83.94 $79.30 | $74.54 $83.10-| $78.11 eee 
$94.70 | $89.02 $84.70 | $79.62 $85.80 | $80.65 
$100.10 | $94.09 $90.10 | $84.69 $88.50 | $83.19 Ba 
$105.50 | $99.17 $95.50 | $89.77 $93.90 | $88.27 a 90 zoo 27 
108 | $110.90 | $104.25 $100.90 | $94.85 $104.30 $99.30 | $93.34 $99.30 | $93.34 
120 | $116.30 | $109.32 | | 120 |$106.30 | $99.92 $109.70 | $103.12 | | 72 |$104.70 | $98.42 $109.70 | $103.12 > $98.42 
Replace x* with ANY Replace £* with ANY Replace x* with ANY Replace ** with ANY Replace ** with ANY Replace we with ANY 


length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 
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26.5 GHz Precision Cable Assemblies 


Attenuation dB/100 ft. 


0 1.00 
Ct re so 47e5eno 7S) 9. 10. 10 12638).04 0 16"17 18 19.20 2h 92223. 24, 25:26 
Frequency in GHz Typical VSWR Curve 


BM95008= Black Solid / BM95006= Black Dashed 


100 

0 
~o COME. CSR eee 
8 7 1.35 
3 0 | | | 130 
5 99 Ry 125$ 
3 40 Bere: 
is tS 

as UES ME 

e' LE Se 105 

: PEP ETE EE EET TT TT [ica swe cue} 5 99 


89DWURBM 5 67 28 19 022 BMA 26 
Frequency in GHz 


RF, Impedance 
Shielding |"? 
‘1 695% | 35GHz oe 29.4 ptt. | <90dB | 50 Ohm 


ees SA 5.6.7 


Electrical Properties 


Nominal 
Capacitance 


Outer 
Conductor 


Inner 
Conductor 


BRACKE 


BI) 


26.5 GHz 


_26.5 GHz 


26.5 GHz 


1-24 


Inches 


SMA Male to SMA Male to SMA eat wlteah SMA Male to SMA ang fea Spe 
py sree Male Right Angle Right Angle Female Bulkhead Female Bulkhead 


26. 5 GHz 


lpehes - 24 


Pe [sor | $28] | 
| 12 | $48.70 | $45.78 $67.70 | $63.64 
$51.40 | $48.32 40 | $66.18 
| 20 | $52.30 | $49.16 .30 | $67.02 
| 24 | $54.10 | $50.85 40 | $68.71 
| 30 | $56.80 | $53.39 $75.80 | $71.25 
| 36 | $59.50 | $55.93 $78.50 | $73.79 
| 40 | $61.30 | $80.30 | $75.48 
48 | $83.90 | $78.87 
60 | $70.30 60 | $89.30 | $83.94 
72 | $94.70 | $89.02 
84 | $81.10 “84 | $100.10 | $94.09 
$81.31 | | 96 | $105.50 | $99.17 
108 ; 108 | $110.90 | $104.25 
120 | $97.30 | 120 | $116.30 | $109.32 $103.30 | [$123.42 


Replace ** with ANY 
length in Inches 


PO Box 12319 


Bracke Manufacturing, LLC 


Newport Beach, Ca 92658 


Replace ** with ANY 
length in Inches 


Replace ** with ANY. 


length in Inches 


Fax 


Phone 949.756.1600 


Replace * with ANY 
length in Inches 


949.756.1601 


Replace ** with ANY 
length in Inches 
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Velocity of 
Propagation | Frequency 


BRACKE 


18 GHz Non-Magnetic Precision Cable Assemblies 


6 


BM95014= Black Solid / BM95013= 


7 


8.9 


Black Dashed 


07 2 AS 
PEEL LL TT erase 


1.00 


Bin 2 


Frequency in GHz 


Electrical Properties 


Max 
Operating 
Voltage 


N Male to N Male 
18 GHz 


Pate BMO50I2 = 
6 


Nominal RF 
Capacitance | Shielding 


N Male to N 
Female Bulkhead 


Impedance 


1.00 
7 10° it 12 3) 14. 15-16) eee 
Frequency in GHz 


10.242 12 13, 440054. 16. 4oceee 


Mechanical Properties 


Bend | Temperature Inner t : Outer | 


Min -50°C + .036” .140” 165” 
1 Inch 20526 Dia. Dia. Dia. 


N Female Bulkhead 
to SMA Male 


length in Inches 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


length in Inches 


| $50.00 | $47.00 6 | $100.00 | 6 | $90.00 | $84.60 | 
12 | $54.80 | $51.51 | | 12 | $104.80 | $98.51 12 | $94.80 | $89.11 
18 | $59.60 | $56.02 | | 18 | $109.60 18 | $99.60 | $93.62 
24 | $64.40 | $60.54 | | 24 | $114.40 | $107.54 $104.40 | $98.14 
30 | $69.20 | $65.05 | | 30 | $119.20 | $112.05 x 
36 | $74.00 | $69.56 | | 36 | $124.00 | $116.56 
48 | $83.60 I $78.58 | | 48 | $133.60 | $125.58 
60 [ $93.20 | $87.61 | | 60 | $143.20 | $134.61 4 
72 |$102.80 | $96.63 | | 72 |$152.80 [$143.63 | | 72 | $117.80 | $110.73 
Replace ** with ANY Replace ** with ANY Replace x* with ANY Replace x* with ANY 


length in Inches length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


www. brackemfg.com 
sales@brackemfg.com > 


26.5 GHz Non-Magnetic Precision Cable Assemblies 


BM95018= Black Solid / BM95017= Black Dashed 


100 
ec! (AREA e eae ee 


a0) PRR 140 
8 70 eye td | A SB ek Ow HE 1.35 
= 6h ah as) 
= 50 8 ll FY 1.25 § 
B 40 GEFs oe LT 1208 
3 30 aaB850Ean E4115 
§ 20 aA | TY ip 
ma, ee Lal aye 
1.00 
© 1 23.4.5 67 8 9 101112131415 161718 19 2021 22 23 24.25 26 
Frequency in GHz 
100 -BM95015= Black Solid / BM95016= Black Dashed 
Jeti SSR RRR 
Bo ee eee 
EO! 0 (Roe eee 
IES LRRD Ree 
Ccott tt Ett ttt tt eet g 
Bay eee tel oh Leet del bd a 
2 30 ptt et eee er if 
$0 4teb] Lert Tr eet tt tt a 10 
Zio kee tI 1 os 
eT IT TTT PP TE EE ET Tp ivpicatvswe curve } 490 


oO 


01234567 8 9 1011121314151617181920212223242526 
Frequency in GHz 


Electrical Properties 


‘ Max : 
Velocity of } Cut off 6 ’ Nominal RF 
i ang Capacitance} Shielding ee 
Voltage 


Inner : . Outer 
Radius Conductor Dielecinc Conductor Jacket 


Min -50°C + .036” 116" .140” 165° 
1 Inch 205°C Dia. Dia. Dia. Dia. 


SMA Male to SMA Male to SMA pi sars Dangle es SMA Male to SMA 
SMA Male Male Right Angle Si ” ‘Aric a" Female Bulkhead 
26.5 GHz 26.5 GHz pal 26.5 GHz 


26.5 GHz 


re BM95015.== 


Inches 1-24 inches 1-24 25-49 | 

6 | $110.00 | $103.40 
12 | $114.80 | $107.91 

18 | $119.60 | $112.42 
20 | $121.20 | $113.93 
24 | $124.40 | $116.94 
30 | $129.20 | $121.45 
36 | $134.00 | $125.96 
| $137.20 | $128.97 


Part # BM95017.=* 


Inches 1-24 inches 1-24 25-49 | inches 1-24 25-49 | 


Part# BM95016.2* 


Inches 1-24 25-49 


Inches 1-24 


$101.20 | $95.13 
$104.40 | $98.14 
$109.20 | $102.65 
6 [$114.00 | $107.16 
$117.20 | $110.17 
$123.60 | $116.18 
$133.20 | $125.21, 
$142.80 | $134.23 
| | $152.40 | $143.26 

$162.00 | $152.28 
$171.60 | $161.30 
120 [$181.20 | $170.33 
Replace ** with ANY 
length in Inches 


24 | $99.40 
30 | sto. 20 
“36 | $109.00 | $102.46 
40 | $112.20 | $105.47 
48 | $118.60 | $111.48 


60 | $128.20 | $120.51 
72 |$137.80 | $129.53 
84 | $147.40 | $138.56 
96 | $157.00 | $147.58 
108 | $166.60 | $156.60 


120 | $176. 20 | $165.63 


Replace ** with ANY 
length in Inches 


60 | $153.20 | $144.01 
_72_| $162.80 | $153.03 
84 | $172.40 | $162.06 
96 | $182.00 | $171.08 
108 | $191.60 | $180.10 
120 |$201.20 | $189.13 
Replace ** xx with ANY 
length in Inches 


$107.54 
[$116.56 
$133.60 | $125.58 
$143.20 ($134. 61 


Replace ** with ANY 
length in Inches 
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Radius 


BM95028= Solid / BM95027= Dashed 


oe 


Attenuation dB/100 ft. 


See O89) S40" ad 


BM95026= Solid / BM95025= Dashed 
0 


Attenuation dB/100 ft. 


Max 
Operating 
Voltage 


Bend Temperature Inner 


Range Conductor 


Capacitance | Shielding 


N Male to SMA Male 
18 GHz 


Part# BM95026.** 


Dielectric 


Re Impedance 


Mechanical Properties 


Outer 

Conductor 
Min 4 A .036” 116” 145" 170” 
SMA Male to 


SMA Female 
26.5 GHz 


ee ee *K 
Part# BM95033."~ 
Inches 1-24 25-49 Inches 1-24 25-49 

6 6 6 


N Male to N Male 
18 GHz 


Pat'# BM95025.*¢ 


1 
42.7394 45 16 17 18-19 20 23 20 eee 
Frequency in GHz 


8 9 10 1 
Frequency in GHz 


SMA Male to SMA Male to SMA | | SMA Male Right 


SMA Male Male Right Angle Sect 


Pat # BM95028.2% | |p 


Inches 1-24 25-49 
| $6¢ $56.40 
12 | $62.70 | $58.94 
$65.40 | $61.48 
$68.10 | $64.01 
$70.80 | $66.55 
$73.50 | $69.09 
48 | $78.90 | $74.17 
60 | $84.30 | $79.24 
72 | $89.70 | $84.32 


Replace ** with ANY 
length in Inches 


nches 1-24 25-49 | 
$120.00 | $112.80 
$122.70 | $115.34 | 
$125.40 | $117.88 
$128.10 | $120.41 | 
$130.80 | $122.95 


$138.90 | $130.57 
$144.30 | $135.64 | 


72 =|$149.70 | $140.72 | — 


Replace ** with ANY 
length in Inches 


36. 
48 | $103.90 
60 | $109.30 
72 | $114.70 | $107.82 
Replace ** with ANY 
length in Inches 


N Male to N Male TNC Male to N Male to 
Right Angle SMA Male SMA Female 
18 GHz 18 GHz 18 GHz 


Part # BM95029.2* | lpart# 


Inches 1-24 25-49 Inches 1-24 25-49 


Inches 1-24 25-49 


$75.00 | $70.50 $75.00 | $70.50 $85.00 $100.00 | $94.00 | 6 | $85.00 | $79.90 
12 | $77.70 | $73.04 12 | $77.70 | $73.04 $87.70 12 | $102.70 | $96.54 | 12 | $87.70 | $82.44 | 
18 | $80.40 | $7558 || 18 | $80.40 | $75.58 $90.40 | $84.98 18 | $105.40 | $99.08 | 18 | $90.40 
24 | $83.10 | $78.11 24 | $83.10 | $78.11 $93.10 | $87.51 24 | $108.10 | $101.61 | 24 | $93.10 | $87.51 

-—-+— —> + 

$85.80 | $80.65 | | 30 | $85.80 | $80.65 $95.80 | $90.05 | | 30 | $110.80 |$104.15 | | 30 |$100.80 | 30 | $95.80 | $90.05 
36 | $88.50 | $83.19 36 | $88.50 | $83.19 | $98.50 | $92.59 36 | $113.50 | $106.69 36 | $103.50 | $97.29 36 | $98.50 | $92.59 
48 | $93.90 | $88.27 48 | $93.90 | $86.27 | $103.90: | $97.67 48 | $118.90 | $111.77 48 |$108.90 | $102.37 48 | $103.90 | $97.67 
60 | $99.30 | $93.34 || 60 | $99.30 | $93.34 $109.30 | $102.74 | | 60 | $124.30 | $116.84 | | 60 | $114.30 | $107.44 | | 60 | $109.30 | $102.74 | 
72 |$104.70 | $98.42 72 |$104.70 | $98.42 ‘| $114.70 | $107.82 72 | $129.70 | $121.92 72 |$119.70 | $112.52 | | 72 [$114.70 | $107.82 | 
Replace ** with ANY Replace x* with ANY Replace xx with ANY Replace x* with ANY Replace ** with ANY Replace ** with ANY | 

length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


BRACKE 


Bracke Manufacturing, LLC 


PO Box 12319 


Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


: ; 
: 
www.brackemfg.com — ; 
we 


, 


8 i 


Poe oct 0h 20g 00 es a DE Ge 1,30 & 35 

| obi 1.25 & 0 

ao] 

bit Huss 

ee bonged 

<> me i BP 
So SOS 

LersaciagS) 67 8S) ao) 11 12 13,94 15 16 47° 18+ 4 


Electrical Properties 


Velocity of 
Propagation 


18GHz | 1700 RMS 
Nominal RF 
25.0 ptt | <90dB | 500hm 


0 1 2 3 4 5 6 PS 8 
Frequency in GHz 


Frequency in GHz 


Max 
Operating 
Voltage 


SMA Male to 
SMA Male 
18 GHz 


SMA Male to SMA 
Male Right Angle 
18 GHz 


Cut off 
Frequency 


yg 10 


N Male to N Male 


pai ig 


18 GHz 


Fett BM95019.* 
Inches 124 2548 | 


VSWR 


N Male to SMA Male 
18 GHz 


Attenuation dB/i00 ft. 
S8SS8S88 


ew 
ooo 


0 


_ BM95023= Black Dashed 


Attenuation dB/100 ft. 
oBBBYSESSSSS 


=) 


BRACKE 


qT 


Frequency in GHz 


PO Box 12319 


Newport Beach, Ca 92658 


6 |$120.00 | $112.80 $180.00 | $169.20 $85.00 | $75.00 | $70.50 

12 | $127.80 $120.13 12 $187.80 | $176.53 12 _| $92.80 | $87.23 12 | $82.80 | $77.83 

18 $135.60 | $127.46 18 | $195.60 | $183.86 18 | $100,60 $94.56 18 i $90.60 | $85.16 

Bend Temperature Inner 24 | $143.40 | $134.80 $203.40 | $191.20 24 | $108.40 [$101.90 24 | $98.40 | $92.50 
Radius Fi oe agh Reet 30 | $151.20 | $142.13 $211.20 [$198.53 $116.20 | $109.23 30_| $106.20 $99.83 
Min 051” 36 | $159.00 | $149.46 36 | $219.00 | $205.86 | | | $124.00 $116.56 36 | $114.00 $107.16 
ech Dia: 48 | $174.60 | $164.12 48 | $234.60 | $220.52 48 | $139.60 | $131.22 | | 48 | $129.60 | $121.82 
60 | $190.20 | $178.79 60 | $250.20 | $235.19 60 | $155.20 | $145.89 60. | $145.20 | $136.49 

72 | $205.80 | $193.45 72 | $265.80 ['s249.85 72 | $170.80 | $160.55 72 (| $160.80 | $151.15 

Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 


1.00 
0123 45 67 8 9 101112131415 1617 18 19 20 21 22 23 24 25 26 
Frequency in GHz 


M 
Bracke Manufacturing, LLC 


length in Inches length in Inches length in Inches length in Inches 


Electrical Properties 


j Max 
nee of Cut off Operating 
Topagation | Frequency Voltage 


2.92mm Male to 
2.92mm Male 


SMA Male to 
SMA Male 
26.5 GHz 


$110.00 
12_| $116.30 
18 | $122.60 
24 | $128.90 
30 | $135.20 
36 | $141.50 
$154.10 
60 | $166.70 | $156.70 
72 |$179.30 | $168.54 


Replace x* with ANY 
length in Inches 


www.brackemfg.com 
sales@brackemfg.com 


$103.40 
$109.32 
$115.24 
$121.17 
$127.09 
$133.01 


$96.30 
18 |$102.60 | $96.44 
24 | $108.90 | $102.37 
30 | $115.20 [$108.29 
36 | $121.50 | $114.21 
48 | $134.10 | $126.05 
60 | $146.70 | $137.90 
72 |$159.30 | $149.74 


Replace ** with ANY 
length in Inches 


$90.52 


Mechanical Properties 
Bend Temperature Inner 
Radius Range Conductor 
Min 4 at 036 
812 Inch | 48°C * 204°C 
: ; Outer 


.106” Dia. 141" Dia. .160” Dia. 


— 


9 


Phone 949.756.1600 
Fax 949.756.1601 


Attenuation dB/100 ft. 
3 


GN eG a 
er to ie Pe ee 
[AS TT TT oT er 
ee ere 
eT 

Bon Ww 


40 thru 65 GHz Ultra Precision Cable Assemblies 


Set oe rede) 
a GN GR SUL 
SECC EET Frreaivanrcune] * 


1,00 
9 12 15 18 21 24 27 30 33 36 39 42 45 48 51 54. 57 60 63 66 


Frequency in GHz 


Beam 


VSWR 


i 

ae=— ame fi 

eh a He 

0 2 4 6 8B 10 12 14 16 18 20 22 24 26 28 30 32 34 36 386 40 42 44 46 48 50 

BM95036 Frequency in GHz 

(00 1.50 
270 1.45 
4 Gs) 
A ie 
= 
@ 180 1.30 
2 A at 
Ot A he: 
eit |b ae 
< SS 

60 P 1.10 

a tid CN Ga I ST 

COTTE ETL T Pine va cure 


Attenuation dB/100 ft. 


G2 4 


‘ BM95037 


Attenuation dB/100 ft 


Attenuation dB/100 ft. 


=) 


BRACKE 


TM 


Frequency in GHz 


—_— 4 oe 
E=— AMSA a Re 
SEE Fi var cure] 


1 
6 8 10 12 14 16 18 20 22 24 26 28 30 32 34 36 38 40 42 44 46 48 50 


Frequency in GHz 


SSH RRBEa 
2 See 
AL 


Se 


Frequency in GHz 


Bracke Manufacturing, LLC 


PO Box 12319 


Newport Beach, Ca 92658 


1.00 
10 12.14 16 18 20 22 24 26 28 30 32 34 36 38 40 


VSWR 


00 


VSWR 


Bi 
& 
vswR 


1,00 


10 12 14 16 18 20 22 24 26 28 30 32 34 36 38 40 


Cut off 
Frequency 


Velocity of 
Propagation 


Nominal 
Capacitance 


1.85mm Male to 
1.85mm Male 
65 GHz 


Inches 1-24 25-49 


69.5% | 65GHz 1200 RMS | 
RF 

Shielding 

29.4 pit | <90dB } 50 Ohm | 


Max 
Operating 
Voltage 


Mechanical Properties 
Bend Temperature Inner 
Radius Range Conductor 
Min é 5 .019” 
: F Outer 
.062” Dia. 


1.85mm Male to 
2.4mm Male 
50 GHz 


.080” Dia. .098” Dia. 


1.85mm Male to 
2.92mm Male 
40 GHz 


length in Inches 


Cut off 
Frequency 


69.5% 65 GHz 
Nominal RF 
Capacitance | Shielding 
29.4 pfift <90 dB 


2.4mm Male to 
2.4mm Male 
50 GHz 


Velocity of 
Propagation 


$327.00 _| $307.38 | 6 | $297.00 [$279.18 | 
12 | $331.80 | $311.89 | | 12 | $316.80 | $297.79 $301.80 
18 | $336.60 | $316.40 | | 18 | $321.60 | $302.30 $306.60 | $288.20 
24 | $341.40 | $320.92 | | 24 | $326.40 | $306.82 $311.40 | $292.72 
30. | $346.20 |$325.43 | | 30 [$331.20 | $311.33 | | 30 | $316.20 | $297.23 | 
36 | $351.00 | $329.94 | | 36 $315.84 
48 | $360.60 | $338.96 $345.60 | $324.86 
60 | $370.20 | $347.99 $355.20 | $333.89 | | 60 | $340.20 
72 | $379.80 | $357.01 | | 72 [$364.80 [$342.91 | | 72 | $349.80 | $328.81 
Replace ** with ANY Replace ** with ANY Replace x* with ANY 


Max 
Operating 
Voltage 


40 GHz 


length in Inches 


_ Mechanical Properties 
Bend Temperature Inner 
Radius Range Conductor 
~ Min’ | 48°C + 204°C 
1 Inch 
’ ; Outer 


2.92mm Male to 
2.4mm Male 


length in Inches 


.020” 
Dia. 


2.92mm Male to | 
2.92mm Male 
40 GHz 


length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


Inches 1-24 25-49 

$198.00 | $186.12 $186.00 | 6 | $150.00 | $141.00 | 
12 | $201.60 | $189.50 | | 12 | $189.60 12 | $153.60 | $144.38 | 
18 | $205.20 |$192.89 | | 18 | $193.20 18 
24 | $208.80 | $196.27 | | 24 | $196.80 | $184.99 | | 24 | $160.80 | $151.15 | 
30 |$212.40 | $199.66 | | 30 | $200.40 | $188.38 | | 30 
36 | $216.00 | $203.04 | | 36 | $204.00 | $191.76 | | 36 | $168.00 | $157.92 | 
48 | $223.20 | $209.81 | | 48 [s2tt0 $198.53 | | 48 | $175.20 
60 | $230.40 | $216.58 | | 60 | $218.40 | $205.30 
72 [$237.60 [$223.34 | | 72 |$225.60 |$212.06 | | 72 
Replace ** with ANY Replace x* with ANY 


- 


length in Inches 


Replace * with ANY 
length in Inches 


www.brackemfg.com — 
sales@brackemfg.com 


Low Loss Cable Assemblies 


'N Male Low PIM to 
N Male Low PIM 


N Male Low PIM to N Female 
Bulkhead Low PIM 


fa LK 


LMR-240-Uitra-Flex 


965.** | [pat BM91967.** 


Impedance 


LMR-100A 
Part# BM91975.2% 


50 


Part # BM91977.2% 


Impedance 


Impedance 


Coax Dia. | 


110" 


Coax Dia. 


Coax Dia. 


Impedance BO as 
.240” 
2 


Coax Dia. 
Inches 1-24 25-49 


0. 
# of Shields 2 


Inches 1-24 25-49 


: uid 
# of Shields 2 


Inches 1-24 25-49 


# of Shields 


# of Shields 
Inches 1-24 


$27.00 


2 
25-49 
$25.38 


# of Shields 
Inches 1-24 


$27.00 


_— 
240" 
2 


50 
.240" 
# of Shields 2 


25-49 Inches 1-24 25-49 


$25.38 


$27.84 | 


$26.17 


$26.28 


12 | $33.00 | $31.02 
24 | $33.84 | $31.81 


$34.68 


$28.68 


$26.96 


$28.92 


$27.18 


$35.52 


$29.52 


$27.75 


$29.88 


$28.09 


36 
48 
60 


$36.36 


$30.36 


$28.54 


| 
3 


$27.96 : 


$30.84 


$28.99 


Replace ** with ANY 
length in Inches 


$31.20 


$29.33 


Replace ** with ANY 
length in Inches 


LMR-400 


$31.80 


Replace xx with ANY 
length in Inches 


LMR-400-Ultra-Flex 


LMR-600 


Inches 1-24 


7 Part# BM91981.** | |pat# BM91983.™* | |Pan# BM91985.** 
50 Impedance 50 impedance 50 "Impedance 50 Impedance 
Per ae Coax Dia. 405" Coax Dia. | 590” Coax Dia. | 405” Caax Dia. 405” Coax Dia. 590” 
| # of Shields | 2 # of Shields 2 # of Shields 2 # of Shields 2 # of Shields 2 

25-49 | |Inches 1-24 25-49 Inches 1-24 25-49 

12 | $55.00 | $51.70 | $29.14 | [ 12 | $33.00 | $31.02 | | 12 | $50.00 | $47.00 

24 | $57.40 $53.96 $32.32 | $30.38 | | 24 | $35.28 | $33.16 || 24 | $52.40 | $49.26 

36 $59.80 | $56.21 $33.64 | $31.62 36 $37.56 | $35.31 36 $54.80 | $51.51 

48 | $62.20 | $58.47 $34.96 | $32.86 || 48 | $39.84 | $37.45 || 48 | $57.20 $53.77 

60 $64.60 | $60.72 $36.28 | $34.10 60 $42.12 | $39.59 60 $59.60 | $56.02 

72 $67.00 | $62.98 72 $37.60 | $35.34 72 $41.74 7. $62.00 $58.28 


Replace ** with ANY 
length in Inches 


length in Inches length in Inches 
SMA Male to SMA Male 
Right Angle 


Impedance | 50 


Replace ** with ANY 
length in Inches 


LMR-100A 
Pat# BM92014.** 


Replace * with ANY 
length in Inches 


LMR-240 


Part# BM92016.** | |pat# BM92018.2* 


2 
Replace ** with ANY 
length in Inches 


SMA Female Bulkhead to 
SMA Male Right Angle 


LMR-240-Ultra-Flex 


| Coax Dia | 110" | | Coax Dia. | 


#ofShields [| 2 i 
nches 1-24 25-49 


# of Shields 


Inches 1-24 nches 1-24 


Inches 1-24 25-49 


Impedance Impedance 50 Impedance 50 Impedance 50 
Coax Dia. Coax Dia. 110” Coax Dia. .240” Coax Dia. | .240" 
# of Shields # of Shields 2 # of Shields 2 # of Shields 2 


Inches 1-24 25-49 


Inches 1-24 25-49 


$26.32 | | 12 | $30.00 | $28.20] | 12 
$25.23 $26.84 | $27.11 || 24 | $30.96 | $29.10| | 24 
$29.68 | $27.90 || 36 | $31.92 | $30.00] | 36 | $34.40 
$26.81 | $28.69 | | 48 | $32.88 | $30.91] | 48 
$29.48 $33.84 | $31.81 | | 60 


72 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


= 


BRACKE 


Replace ** with ANY 
length in Inches 


TM 
Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


Fax 


$30.27 


Replace ** with ANY 
length in Inches 


$34.80 


Replace ** with ANY 
length in Inches 


Phone 949.756.1600 
‘949.756.1601 


$32.71 72 


Replace xx with ANY 
length in Inches 


www.brackemfg.com 
sales@brackemfg.com 


et ll 


Low Loss Cable Assemblies 


N Male Low PIM to N Male N Male Low PIM to SMA Male 
Right Angle Low PIM 


impedance = | [impedance _[_ "Impedance 50 | [-impedance [50 | |_impedance | 50__—| 
Coax Dia. | .110” Coax Dia. 2 Coax Dia. .240” |e oe Coax Dia. | 24082 |i ie Cane Dig, .t1 )S1240" a] 
# of Shields 2 # of Shields # of Shields 2 # of Shields #ofShields | 2 _—'| | #ofShields | 2 ‘| 
Inches 1-24 25-49 Inches 1-24 ae Inches 1-24 25-49 Inches 1-24 ‘e -49 Inches 1-24 25-49 Inches 1-24 25-49 


oes See. Seay 
oe See, $0424 


$93.60 
crt 80 ser 71 : 
ees xx aed ANY 
length in Inches 


| 12 | $28.00 | $26.32 | 
oe ee 
| 36 | $29.92 | $28.12 | 
Fea eae [a 
$31 Ba re 93 
| 72 | 


Replatio xx — ANY 
length in Inches 


LMR-400-Ultra-Flex 


$40.00 | $37.60 
$40.84 | $38.39 
$41.68 | $39.18 
$39.97 
$40.76 
$41.55 


$26.00 | $24.44 
33 $26.84 | $25.23 


36 | $27.68 | $26.02 


36 | $41.92 
48 | $42.88 


F 1993.24 | Ipar# BM91995.22 


impedance | _ EOI Graton 


. = ee 
Coax Dia. 405” 
# of Shields 2 


Coax Dia. | 405” | 


Impedance 50 
| CoaxDia. [ 405” Coax Dia. 405” Coax Dia. .590" 
# of Shields # of Shields 2 # of Shields 2 #ofShields [| 2 | 


Inches 1-24 25-49 


| $50.28 | $47.26 | 
| 36_| $52.56 | $49.41 | 


| 48 | $54.84 | $51.55 | 
20 | | 60 | $57.12 | $53.69 | 
| 72 | $59.40 | $55.84 | 


length in Inches length in Inches 
Reverse Polarity SMA Male to 
TNC Male 


Inches 1-24 25-49 


1-24. 25-49 


Inches 


Inches 1-24 25-49 Inches 1-24 25-49 


Revese Polarity SMA Male to 
SMA Male 


Impedance | 50 


Impedance Impedance 


Impedance 


p L SxS ad AN 
| CoaxDia. | .240” _| 


nee Dia. ia. 240” 
# of Shields 2 


50 
Coax Dia. .240” Coax Dia Coax Dia. 110" CoaxDia. | 240° | 
|_# of Shields | 2 # of Shields 2 # of Shields 2 #ofShields [| = 2 ~—_—i| | #ofShields | 2 i 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 


| 12 | $31.00 | $29.14 | 

| $32.20 | $30.27 | 
| 36_| $33.40 | $31.40 | 
| 48 | $32.52 | 


$34. 
Replace * with ANY 
length in Inches 


www.brackemfg.com 
sales@brackemfg.com 


$28.00 | $26.32 
24 | $28.84 | $27.11 


48 | $30.52 
60 | $31.36 
| 72 | $32.20 | 


$30.72 
$31.51 
$32.30 


Replace x* with ANY Replace ** with ANY 
length in Inches length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


48 | $31.60 
60 | $32.80 


Replace x* with ANY Replace ** with ANY 
length in Inches length in Inches 
TM 


- Bracke Manufacturing, LLC 
=) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


12 


Low Loss Cable Assemblies 


N Male Low PIM to TNC Male | N Male Right Angle Low PIM to 
; N Female Bulkhead Low PIM 


LMR-100A LMR-240 


part # BM90282. . Part# BM91997."" | |Part# BM91999."* | 001. 
| Impedance | 50 i — 20 Impedance 50 Impedance 50 50 
Coax Dia. | _.240” Coax Dia. | _.110” Coax Dia. .240” Coax Dia. .240” 

#ofShields | = 2 ~__—*'| | #ofShields | =2 ~_'| ‘| #of Shields 2 # of Shields 2 # of Shields 2 # of Shields 2 

nches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 nches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


$45.00 | $42.30 
$45.84 $43.09 


12 | $47.00 | $44.18 
24 | $48.20 | $45.31 


60 | $51.80 


$45.00 | $42.30 
$45.96 | $43.20 


$46.92 


Replace ** with ANY 
length in Inches 
LMR-400 LMR-400-Ultra-Flex 


Part# BM92003.** | | 192005 
Impedance 50 
Coax Dia. 405" Coax Dia. 405” 
# of Shields 2 # of Shields 2 


Inches 1-24 25-49 25-49 


24 | $32.20 | $30.27 


36 | $33.40 | $31.40 
48 | $34.60 | $32.52 
60 | $35.80 | $33.65 


Replace x with ANY 
length in Inches 


36 
48 


$46.68 | $43.88 
$47.52 | $44.67 
$48.36 | $45.46 


$49.20 | $46.25 


$30.92 

$31.88 

60 | $32.84 

| 72 | $33.80 | $31.77 | 
length in Inches 


$29.00 | $27.26 
| 24 | $29.96 | $28.16 
| 36 | 


48 
60 | $30.36 | $28. 
| 72 | $31.20 | $29.33 | 


Replace £* with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


| 36_| $41.64 | $30.14 | 
| 48 | $42.96 | $40.38 | 
| 60 _| $44.26 | $41.62 | 
| 72 | $45.60 | $42.86 | 


Replace ** with ANY 
length in Inches 


$52.96 | $49.78 $57.84 | $54.37 
$54.28 | $51.02 $60.12 | $56.51 
$55.60 | $52.26 $62.40 | $58.66 


Replace x* with ANY Replace ** with ANY 
length in Inches length in Inches 


Replace * with ANY 
length in Inches 


LMR-240 


50 


263.7% 
50 Impedance 50 "Impedance 
Coax Dia. 405” Coax Dia. 240” CoaxDia. | —_.240” 
| #ofShields | 2 | | #ofShields | —=2 _| | #ofShields 2 # of Shields 2 # of Shields 2 


Inches 1-24 25-49 Inches 1-24 25-49 


$41.36 
$42.60 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24, 25-49 


12 | $44.00 | $41.36 
24 | $45.32 | $42.60 


Inches 1-24 25-49 


| 12 | $40.00 | $37.60 | 
$40.96 


| 24 | $40.96 | $38.50 | $43.20 | $40.61 

| 36_| $41.92 | $39.40 $43.84 

| 48 | $42.88 | $40.31 | $45.08 

| 60 | $43.84 | $41.21 | $46.32 

| 72 | $44.80 | $4211 | | 72 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


www.brackemfg.com 
sales@brackemfg.com 


Replace ** with ANY Replace * with ANY 
length in Inches length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


13 


Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches 
™ 


ed Bracke Manufacturing, LLC 
=) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Low Loss Cable Assemblies 


N Male Right Angle Low PIM to SMA Male to Reverse 
N Male Right Angle Low PIM Polarity TNC Male 


LMR-240 
Part # BM92009.** 


Part# BM90293.=* 
50 


Impedance Impedance 4 50 Impedance Impedance [impedance | 50 _—| 
Coax Dia. 110” Coax Dia. | 240" Coax Dia. Coax Dia. 110" Coax Dia. .240” Coax Dia. 40 
# of Shields 2 # of Shields 2 # of Shields # of Shields 2 # of Shields 2 # of Shields 

Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


12 12 | $32.00 | $30.08 | | 12 
24 24 | $32.84 | $30.87 Ea 
$38.24 36 36 | $33.68 | $31.66 
48 | $41.52 | $39.03 48 48 | $34.52 | $32.45 48 
60 | $42.36 | $39.82 60 60 | $35.36 | $33.24 6 


$34.60 | $32.52 
$35.80 | $33.65 
| 72 | $37. 


10 
72 


72 $40.61 72 72 | $36.20 72 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace * with ANY Replace +* with ANY 


length in Inches length in Inches length in Inches length in Inches 


LMR-400 
Part# BM90279.2% 


length in Inches 


LMR-400-Ultra-Flex 


length in Inches 


Impedance 50 Impedance | 50 Impedance | 50 Impedance 50 
Coax Dia. .405” Coax Dia. 405” Coax Dia. Bi _.405" Coax Dia. 405” 
# of Shields 2 # of Shields 2 # of Shields 2 # of Shields 2 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


$53.00 |\ $49.82 $37.00 | $34.78 

$54.32 | $51.06 24 | $38.32 | $36.02 

$55.64 | $52.30 36 po $37.26 

$56.96 | $53.54 48 | $40.96 | $38.50 $45.84 | $43.09 
60 | $58.28 | $54.78 $42.28 | $39.74 $48.12 | $45.23 
72 | $59.60 | $56.02 $43.60 | $40.98 


Replace ** with ANY 
length in Inches 


2 
Replace x* with ANY Replace x* with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches 


QN Male to SMA Male 


LMR-240-Ultra-Flex LMR-240-Ultra-Flex 


Part # BM92015.**| |pan# 8M92017.2# 


impedance 50 Impedance 50 impedance. “Impedance 50 | Impedance | 50 
Coax Dia. 240” Coax Dia. .240” Coax Dia. 405” Coax Dia. : Coax Dia. .240” | Coax Dia. [) 405%" | 
# of Shields 2 # of Shields 2 # of Shields 2 # of Shields | . 2 # of Shields 2 #ofShields [| 2 | 


Inches 1-24 25-49 
$29.00 | $27.26 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


Inches 1-24 25-49 
12 


$25.38 


Inches 1-24 25-49 


24 | $27.96 $26.28 $30.20 | $28.39 $28.96 $31.20 | $29.33 | | 24 | $47.32 | $44.48 | 
36 | $28.92 | $27.18 $31.40 | $29.52 $29.92 | $28.12 so120 | $20.88 | 36 | $48.64 | $45.72 | 
48 | $29.88 | $28.09 $32.60 | $30.64 $30.88 : $29.03 $33.60 | 48 | $49.96 | $46.96 | 
60 | $30.84 | $28.99 $33.80 | $31.77 $31.84 | $29.93 $34.80 | 60 | $51.28 | $48.20 | 
72 $29.89 $35.00 | $32.90 $32.80 | $30.83 | | 72 | $36.00 | $33.84 || 72 | $52.60 | $49.44 | 

length in Inches length in Inches length in Inches length in Inches 


= Bracke Manufacturing, LLC 
= PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


Low Loss Cable Assemblies 
SMA Male to SMA Female SMA Male to SMA Male 


LMR-240 LMR-240-Ultra-Flex 


vt# BM92046.* | |pat# BM91960.** | |pat# BM92050.2# 


Y Impedance |. 50. Impedance ; 50 Impedance 50 Impedance 50 Impedance ~ 50 F 
Coax Dia. .240” CoaxDia. | .110" Coax Dia. | ..240” Coax Dia. 240” 
# of Shields # of Shields 2 # of Shields 2 # of Shields 2 # of Shields 2 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
2 $28.00 3 _ $26.00 | $24.44 12 $26.32 


nches 1-24 © Inches 1-24 25-49 


$28.84 $26.96 | $25.34 | | 24 _ $27.45 
$29.68 | $27.90 $27.92 | $26.24 | | 36 


48 | $29.88 | $28.09 $30.52 | $28.69 $28.88 
4 60 | $30.84 | $28.99 $31.36 | $29.48 $29.84 
| 72 | $33.20 | $31.21 || 72 | $31.80 | $29.89 | 72 | $32.20 | $30.27 $30.80 


Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches 


LMR-400-Ultra-Flex 


Replace ** with ANY Replace * with ANY 
length in Inches length in Inches 


LMR-400 


ee #k 
Part# BM92052.** BMS 
Impedance _| SOs Impedance | 
Coax Dia. 4405" Coax Dia. ; 
# of Shields 2 # of Shields 2 


Inches 1-24 25-49 Inches’ 1-24 25-49 


Replace ** with ANY 
length in Inches 


#of Shields | 2 | 


25-49 


72 


Replace x* with ANY 
length in Inches 


Reverse Polarity SMA Male to Reverse 
Polarity SMA Female Bulkhead 


Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches 


Reverse Polarity SMA Male to 
Reverse Polarity SMA Male 


LRIRSEAD <4} | LMRReAO iret tex 
Part# BM92004.** | |part# BM92006.2% 


Impedance 50 _Impedance | _—‘50 Impedance 50 


nce | 50 __—'| |_Impedance | 50 
! CoaxDia. [| .110” | .240” Coax Dia. 110” Coax Dia 240" Coax Dia. .240” 
#ofShields | 2s: |_ # of Shields 2 # of Shields 2 # of Shields 2 # of Shields 2 


Inches 1-24 25-49 Inches 1-24 25-49 nches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


Bt ee | ae 12 12 | $29.00 | $27.26 | | 12 $29.14 
| 24 | $28.84 | $27.11 | | 24 24 $29.96 | $28.16 $30.27 
| 36 | $29.68 | $27.90 | 36 $30.92 | $29.06 $31.40 
| 48 | $30.52 | $28.69 $29.97 $32.52 
| 60 | $31.36 | $29.48 $33.65 
$32.20 | 72 | 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY Replace * with ANY Replace x* with ANY 
length in Inches length in Inches length in Inches 


Replace ** with ANY 
length in Inches 


TM 

<< Bracke Manufacturing, LLC 
at PO Box 12319 

BRAcKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 
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Low Loss Cable Assemblies 
SMA Male to TNC Male TNC Male to TNC Male 


LMR-240-Ultra-Flex 
{Impedance | 50 


Part# BM90: 


LMR-100A - 


f impedance 50 


LMR-240-Ultra-Flex 


impedance impedance 50 impedance : ‘Impedance 50 
Coax Dia. | — .110” Coax Dia .240” Coax Dia. 240” Coax Dia. 110” Coax Dia. a .240” 
# of Shields 2 # of Shields 2 # of Shields 2 # of Shields 2 # of Shields 2 #ofShields | 2 | 
1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 nches 1-24 25-49 -| |Inches 1-24 25-49 


| 24 | $29.20 | $27.45 
| 36 | $30.40 | $28.58 | 

60 | $32.80 
| 72 | $34.00 | $31.96 | 


| $27.96 | $26.28 
$28.92 | $27.18 
$29.88 $28.09 
$30.84 | $28.99 
$31.80 | $29.89 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


LMR-400 LMR-400-Ultra-Flex 
Part # BMg0288.2* Pan # BM90290.** 
50 


Replace ** with ANY 
length in Inches 


LMR-400 
Partt# BM92027.=* 


. 72 ; i 
Replace ** with ANY Replace #* with ANY 
length in Inches length in Inches 


Impedance 


Impedance Impedance Impedance 50 | te S6OO\ 

Coax Dia. 405” Coax Dia. |  .405” Coax Dia. | _.405" | CoaxDia. | © 405". || 

# of Shields # of Shields 2 # of Shields | 2 #ofShields | 2 i 
nches 1-24 25-49 nches 


Inches 1-24 25-49 Inches 1-24 25-49 
12 


| $48.00 | $45.12 12 
24 S028 | $47.26 24 
36 $52.56 | $49.41 36 | $46.64 
seeee | $51.55 48 | $47.96 
$57.12 | $53.69 60 | $49.28 
72 | $59.40 | $55.84 72 i 5 


Replace ** with ANY 
length in Inches 


72 A zy 
Repiace x* with ANY Replace x with ANY 
length in Inches length in Inches 


LMR-100A LMR-240 
Pat# BM92020.**| |par# BM92022.**| Jeane BM92024.**| | | lpan# Bh 
Impedance 50 Impedance 50 Impedance Impedance Impedance + — 
Coax Dia. -110” Coax Dia 240” Coax Dia. 240” Coax Dia. .405” Coax Dia. 
# of Shields 2 # of Shields 2 # of Shields # of Shields #ofShields [ 2 
Inches 1-24 25-49 nches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 


$27.26 
$28.16 $30.27 $50.32 | $47.30 $53.28 | $50.08 
$29.06 $31.40 $51.64 | $48.54 $55.56 | $52.23 
$29.97 $32.52 $52.96 | $49.78 $57.84 $54.37 
$30.87 | | 60 $33.65 $54.28 | $51.02 $60.12 | $56.51 
72 $31.77 $34.78 | | 72 |. $55.60 | $52.26 $62.40 


Replace x* with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 
TM 


= Bracke Manufacturing, LLC Ph 949.756.1600 
=) | Po Box 12319 Pe ssstea 
Fax 949.756.1601 
16 
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BRACKE Newport Beach, Ca 92658 


Replace ** with ANY | — 
length in Inches 
og 


at be fs at? 


3.5mm Female Bulkhead to 
3.5mm Male 


2.92mm Female Bulkhead to 
2.92mm Male 


RG402-Alum 
M91536 
# of Shields 1 
Inches 1-24 25-49 
| 12_|$120.00 | $112.80 | 
24 | $124.20 | $116.75 
$128.40 | $120.70 
$132.60 | $124.64 
$136.80 
$141.00 | $132.54 
Replace ** with ANY 
length in Inches 


eM 


RG402-Flex 


Part? BM91537.2% | 


Impedance BO ey 
Coax Dia. 141" 
# of Shields 1 


Inches. 1-24 25-49 
12 |$120.00 | $112.80 
24 | $124.80 | $117.31 
36 | $129.60 | $121.82 
48 | $134.40 | $126.34 


60 | $139.20 | $130.85 
72 | $144.00 | $135.36 
Replace ** with ANY 
length in Inches 


Im 

| CoaxDia. | 141" 
#ofShields | 1 J 
nches 1-24 25-49 


Impedance 50 fi Impedance Impedance 
_Coax Dia. | 141" Coax Dia. Coax Dia. 
# of Shields | 1 # of Shields # of Shields 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 


$180.00 | $169.20 $169.20 | | 12 | $180.00 | $169.20 
24 | $183.60 | $172.58 $173.15 | | 24 | $184.80 | $173.71 


36 | $187.20 | $175.97 | $188.40 |$177.10 | | 36 | $189.60 | $178.22 
48 | $190.80 | $179.35 | $192.60 | $181.04 | | 48 | $194.40 | $182.74 
$194.40 | $182.74 |$196.80 |$184.99 | | 60 |$199.20 | $187.25 
$198.00 | $186.12 $188.94 | | 72 | $204.00 


Replace ** with ANY 
length in Inches 


RG405-Alum RG405-Flex 


BM91551.2*| |parte BM91552.%*. 


~ Impedance | Impedance 50 Impedance 50 
Coax Dia. _| 4 Coax Dia. .085” Coax Dia. .085" 
# of Shields 1 # of Shields 1 # of Shields 1 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 | $170.00 | $159.80 $161.68 12 | $172.00 | $161.68 
24 | $173.00 | $162.62 | $176.20 $165.63 $176.80 | $166.19 


$ $126.34 


$129.72 


Replace x* with ANY 
length in Inches 


Im) pedance 50 
Coax Dia. _.085" 
# of Shields 1 


Inches 1-24 25-49 
12 


# of Shields 4 
$86.48 
$90.43 
$94.38 
$98.32 
$102.27 


36 [$176.00 | $165.44 $169.58 $181.60 | $170.70 
48 | $179.00 | $168.26 $173.52 fuses $175.22 
60 | $182.00 | $171.08 | $177.47 $191.20 | $179.73 
72 | $185.00 | $173.90 $181.42 $196.00 | $184.24 


$101.60 | $95.50 
$106.40 | $100.02 
$111.20 | $104.53 
| $116.00 | $109.04 


Replace ** with ANY 
length in Inches 


_ | Replace ** with ANY 
4 length in Inches 


RG402/U 


RG402-Flex 
Part# BM91553.*% Ms 


Part# BM91555.=* 


peda edance 0 Impedance | Impedance SOs Impedance 50 
Coax Dia. Coax Dia. 141° Coax Dia. 141" Coax Dia. 141” Coax Dia. 141" Coax Dia. 141” 
#ofShields | 1 |): |_ # of Shields 1 # of Shields | 1 # of Shields 1 # of Shields 1 # of Shields 1 
Inches .1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


| 12 | $85.00 | $79.90 | | 12 | $87.00 | $81.78 | 12 [$140.00 | $131.60 00 [$131.60 | | 12 [$140.00 | $131.60 
| 24 | $88.60 | $83.28 | | 24 | 24 {nee [$134.98 eres terseas 24 Sad $136.11 
36 [$147.20 |$138.37 | | 36 | $148.40 aes 36 | $149.60 | $140.62 
48 | $95.80 | $90.05 48 | $150.80 | $141.75 $152.60 | $143.44 $145.14 


$156.80 | $147.39 
$161.00 | $151.34 


Replace ** with ANY 
length in Inches 


$149.65 
$154.16 


Replace ** with ANY 
length in Inches 


48 | $154.40 
$106.20 60_| $159.20 


) 60 | $154.40 | $145.14 
$111.00 | $104.34 


72 | $158.00 | $148.52 


Replace ** with ANY 
length in Inches 


RG405/U 
Part # BM91556.** 


| 60 | $99.40 | $93.44 
$96.82 


Replace ** with ANY 
length in Inches 


RG405-Alum 
BM 


} ~ Impedance Impedance _| 50 impedance - 

. Coax Dia. _| 085" Coax Dia. Coax Dia. | _.085" Coax Dia. 085" 

} ' # of Shields 1 # of Shields # of Shields 1 # of Shields 1 # of Shields 1 

| Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
4 12 | $72.00 | $67.68 $72.00 | $67.68 $160.00 | $150.40 $150.40 $160.00 | $150.40 


$153.22 
$156.04 
$158.86 


$76.20 | $71.63 
$80.40 | $75.58 
$84.60 | $79.52 
$88.80 | $83.47 
72 | $93.00 | $87.42 


Replace x* with ANY 
length in Inches 


TM. 

° Bracke Manufacturing, LLC 
=) PO Box 12319 

BRACKE Newport Beach, Ca 92658 


$163.00 
$166.00 
$169.00 
se80 02 $161.68 
72. | $175.00 | $164.50 


Replace ** with ANY 
length in Inches 


24 | $164.80 | $154.91 
36 ee $159.42 

$174.40 | $163.94 
$179.20 | $168.45 
$184.00 | $172.96 


Replace ** with ANY 
length in Inches 


www.brackemfg.com 
sales@brackemfg.com 


$76.80 | $72.19 
om $76.70 
$86.40 | $81.22 
$91.20 | $85.73 
$90.24 


7 $154.35 
$158.30 
$162.24 
$166.19 
72 $170.14 


Replace ** with ANY 
length in Inches 


—— 


Replace ** with ANY 
length in Inches 


see ys ~~ 


Phone 949.756.1600 
Fax 949.756.1601 


Ser 


3.5mm Male to 3.5mm Male 


RG402/U RG402-Alum _ RG402-Flex RG405/U 


Pat# BM91559.* | |pat# BM91560.** | |part# BM91561.** Part# B 
~ Impedance Impedance | ___50 Impedance 50 _| |_ Impedance 50 impedance 50 | Impedance | 50 
Coax Dia. 141” Coax Dia. | _.141” Coax Dia. 141” Coax Dia. Coax Dia. | — .085” Coax Dia. | ~.085" | 
# of Shields 1 # of Shields 1 # of Shields 1 __| [_#of Shields _ #ofShields |. 1 # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
2 sa $122.20 | | 12. | $130.00 |$122.20 | | 12 | $130.00 [$122.20 $135.00 12 | $135.00 [$126.90 | | 12 |$135.00 | $126.90 
24 | $133.60 | $125.58 | | 24 | $134.20 | $126.15 $1 24 | $138.00 | 24 | $139.80 | $131.41 
36 | $137.20 |$128.97 | | 36 | $138.40 | $130.10 ‘ $141.00 | $132.54 1 3 36 | $144.60 | $135.92 
48 | $140.80 | $132.35 | $144.40 | $135.74 4 6 $147.60 | $138.74 | | 48 | $149.40 | $140.44 
$146.80 | $137.99 $149.20 | $140.25 $147.00 | $138.18 $151.80 | $142.69 | | 60 | $154.20 | $144.95 
72 | $148.00 | $139.12 $151.00 | $141.94 $154.00 | $144.76 ,'| 72 | $150.00 | $141.00 $156.00 | $146.64 | | 72 | $159.00 | $149.46 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


48 | $142.60 | $134.04 8 | $144.00 | $135.36 
60 | $144.40 | $135.74 6 146.80 K | $147.00 |$ 
1.85mm Male to 1.85mm Male 2.4mm Male to 2.4mm Female 


$139.20 | $130.85 


$134.80 | $126.71 : 
[$143.40 [$134.80 


$139.60 | $131.22 


RG405/U 
Pat# BM91529.7= 
», oe eS 


impedance | _ ~| [impedance Impedance 50 impedance | 50___—| 
Coax Dia. .085” Coax Dia. | 085” Coax Dia. Coax Dia. | .085”. .085” L Soa Dia 1088" | 
# of Shields # of Shields # of Shields # of Shields 1 # of Shields 1 #ofShields | 31 


Inches 1-24 25-49 
$182.00 | $171.08 


Inches 1-24 25-49 
$180.00 | $169.20 
$183.00 | SPA 
$186.00 | $174.84 
_| $189.00 | $177.66 

$192.00 | $180.48 
$195.00 | $183.30 
Replace x* with ANY 
length in Inches 


Inches 1-24 25-49 | [inches 1-24 25-49 | |Inches 1-24 _ 25-49 
| 12 [$210.00 [$197.40 $220.00 | $206.80 $220.00 | $206.80 
$213.00 | $200.22 | $224.20 ee 24 | $224.80 {Sete 
$216.00 | $203.04 [$228.40 $215.82 


$214.70 $229.60 
| $219.00 S288 $232.60 | $218.64 | $234.40 | $220.34 
[$222.00 | $208.68 $236.80 | $222.59 $239.20 | $224.85 
$225.00 | $211.50 $241.00 | $226.54 72 | $244.00 | $229.36 


Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches 


Inches 1-24 25-49 
| 12 | $182.00 | $171.08 | 
| 60 [$201.20 | $189.13 | 
|_72_| $206.00 | $193.64 | 
Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


RG405-Alum 


-BM91533.2* | |pat# B 


RG405-Flex RG223/U | 


534.2% Part BM91575.24 | lpaté B 


Impedance 50 impedance f 50 Impedance 50h Impedance bs IBike * Impedance 50 | Impedance | 50 is 

Coax Dia. 085” Coax Dia. 085” Coax Dia. 085" Coax Dia. 195" Coax Dia. ate 

# of Shields 1 # of Shields 1 # of Shields 1 # of Shields 2 # of Shields 2 #ofShields [ 1 | 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 


$15.98 
$18.20 | $17.11 
_ $19.40 | $18.24 

$19.36 


$75.00 | $70.50 
$79.20 | $74.45. 
36 | $83.40 | $78.40 
48 | $87.60 | $82.34 


12- ) 
24 | $79.80 
36 1 
48 | $89.40 


$76.00 
$79.00 


$71.44 
$74.26 


$82.00 | $77.08 | | 60 | $91.80 | $86.29] | 60 | $94.20 $20.49 
$85.00 | $79.90 | | 72 | $96.00 | $90.24 | | 72 | $99.00 


Replace x* with ANY | 
length in Inches =| 


Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


Replace ** with ANY Replace x* with ANY 
length in Inches length in Inches 


" Bracke Manufacturing, LLC 
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: 


7/16 Din Male to 7/16 Din Male 


\E y 


RG213/U 


BM915 


RG214/U 


Fate OMS. 


RG218/U 


RG142B/U 


RES 
See 


| Impedance | 50 _—s pedan e 5 Impedance 50 ‘Impedance n % re 

Coax Dia. 405” Coax Dia. 425” Coax Dia. Coax Dia. 870” Coax Dia. | 
# of Shields # of Shields | # of Shields 2 # of Shields 2 # of Shields 1 # of Shields 

Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 


12 | $112.00 | $105.28 
24 | $113.80 | $106.97 
36 | $115.60 | $108.66 
48 | $117.40 | $110.36 
60 | $119.20 | $112.05 
72 | $121.00 | $113.74 


Replace x* with ANY 
length in Inches 


Inches 1-24 25-49 
12 |$136.00 | $127.84 
24 eee $135.74 


$90.24 
$91.14 
$92.04 
$92.95 
$93.85 
$94.75 


Replace £* with ANY 
length in Inches 


$100.00 | $94.00 
$104.20 | $97.95 
$108.40 | $101.90 
$112.60 | $105.84 
$116.80 | $109.79 


$121.00 | $113.74 
length in Inches length in Inches 
RG393/U RG400/U RG401/U RG401-Flex 


| 24 | $96. 


36 | $152.80 | $143.63 
48 | $161.20 | $151.53 
$169.60 | $159.42 
$178.00 | $167.32 


Replace ** with ANY 
length in Inches 


$64.82 


60 
72 


| $146.80 | $137.99 
$150.40 
$154.00 


Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


7/16 Din Male to 7/16 Din Female 7/16 Din Male to 7/16 Din 


$141.38 | | 60 
$160.00 [$150.40 | | 72 


60 | $166.40 | $156.42 
72 | $176.00 | $165.44 


$70.40 


$66.18 
$69.56 


$170.40 | $160.18 
72 | $180.00 | $169.20 


$141.38 $56.96 | $53.54 


$57.20 


ae 91609.** | |Pat# BM91610.** | |pat# BM91612.** | |p : : BM91565.=* 
Pimpedance | 50 | | Impedance | 50 Impedance 50 Impedance 50 50 impedance | __50 
| CoaxDia. | 390" | Coax Dia. .195” Coax Dia. 250" Coax Dia. 141” Coax Dia. 195” 
| #ofShields [| 2 _—'|:-|_# of Shields 2 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 
Inches 1-24 25-49 | |inches 1-24 25-49 Inches 1-24 25-49 
00 | $120.32 12 | $132.00 | $124.08 $136.00 | $127.84 12 | $56.00 | $52.64 
| 24 | $121.60 | $114.30 | | 24 | $59.60 | $56.02 | | 24 | $137.60 | $129.34 | | 24 | $141.60 | $133.10 $139.60 | $131.22 | | 24 | $56.24 | $52.87 
{Sis 20 {ses | 36 | $63.20 $59.41 | | 36 [$147.20 [$138.37 | | 36 [$151.20 | $142.13 $143.20 |$134.61 | | 36 | $56.48 | $53.09 
| 48 | $140.80 | $132.35 | | 48 | $66.80 | $62.79 | | 48 | $156.80 | $147.39 | $160.80 | $151.15 48 | $56.72 | $53.32 
| 60_| 


ios 


PSSST 


LKK KKK 


Male Right Angle 


LS? 


00,0, 
S50 


10004, 
xX 
x 


Kos 
R i\ 


Coax Dia. 545” 


50 
Coax Dia. 545" 


50 


Impedance 


Impedance 
Coax Dia. | 425" 


Re oa oe 


Impedance 50 
Coax Dia. ».195" 
# of Shields 2 


# of Shields 2 


#ofShields | _2 | # of Shields 2 # of Shields 2 # of Shields 2 
Inches 1-24 25-49 | |Inches 1-24 25-49 | |Inches 1-24 25-49 Inches 1-24 25-49 | |Inches 1-24 25-49 1-24 


12 |$124.00 | $116.56 


$136.00 | $127.84 $76.00 $128.00 | $120.32 


12 | $76.00 | $71.44 
24 | $79.24 | $74.49 


$128.20 | $120.51 | | 24 | $137.80 | $129.53 $79.24 | $74.49 $132.20 | $124.27 
| 36 | $82.48 | $77.53 | $124.46 | | 36 | $139.60 | $131.22 $82.48 | $77.53 | $136.40 | $128.22 
$136.60 | $128.40 | | 48 | $141.40 | $132.92 $85.72 | $80.58 $140.60 | $132.16 
60 | $88.96 | $83.62 [$140.80 | $132.35 | | 60 | $143.20 | $134.61 $88.96 | $144.80 | $136.11 
| 72 | $92.20 | $86.67 | $145.00 | $136.30 $145.00 | $136.30 $92.20 $149.00 


Replace ** with ANY 
length in Inches 


RG223/U 


Replace ** with ANY 
length in Inches 


RG393/U 


Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches 


RG58C/U 


BMg1681.**| |pat# BM91684.** 


Im 


e a 2g ie? $e e : Ost j Impedance Impedance T 50 ‘Impedance 50 
Coax Dia. 390" 195” Coax Dia. Coax Dia. .390” Coax Dia. 195” 
# of Shields # of Shields 1 # of Shields 2 # of Shields 2 # of Shields 1 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 i $144.00 | $135.36 


24 $72.57 
$73.70 
$74.82 
$75.95 
$77.08 
Replace ** with ANY 
length in Inches 


$153.60 | $144.38 
$163.20 | $153.41 
$172.80 | $162.43 
$182.40 | $171.46 
$192.00 | $180.48 


36 | $76.48 | $71.89 
43 | $76.72 | $72.12 
$76.96 | $72.34 


$77.20 | $72.57 


Replace x* with ANY 
length in Inches 


Replace ** with ANY Replace ** with ANY Replace xx with ANY 
length in Inches length in Inches length in Inches 
TM 
" Bracke Manufacturing, LLC 
3) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


BNC Male to BNC Male j 


RG188A/U 


Part# BM91007.*# 


RG142B/U 


Part# BM91002.* 


RG178B/U 


Part# BM91711. 


RG188-Double 


Part # 


a ave Gears TOF di Da | fie cose Da | 405 

# of Shields 2 # of Shields 1 # of Shields 1 # of Shields 2 
Inches 1-24 25-49 Inches — 1-24 25-49 Inches 1-24 25-49 Inches. 1-24 25-49 Inches 1-24 25-49 

12 12 12 | 12 | $28.00 | $26.32 | 

24 | $20.48 $18.20 | $17.11 | | 24 ee 

36 | $20.96 $19.40 | $18.24 | 36 | $29.92 | $28.12 | 

48 48 | $20.60 | $19.36 | | 48 

60 60 | $21.80 | $20.49 | | 60 60 

72 72 $21.62 | | 72 | 72 | $32.80 | $30.83 | 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


RG401/U 


Replace x* with ANY 
length in Inches 
RG316-Double 


RG223/U 


RG214/U | RG316/U 


| $16.00 | $15.04 12 12 | $18.00 | $16.92 12 | $16.00 
[17.20 | $16.17 | | 24 24 | $19.92 | $18.72 | | 24 eae 
| $18.40 | $17.30] | 36 36 | $21.84 | $2053 | | 36 | $23.20 | $21.84 | 
| ss | sa 48 48 | $23.76 | $22.33 | | 48 | $26.80 | $25.19 | 
| $20.80 | $19.55 | | 60 60 $25.68 $24.14 
72 $22.00 | $20.68 | | 72 72 | $27.60 | $25.94 || 72 | $34.00 | $31.96 


Replace ** with ANY 
length in Inches 


RG401-Alum 


Replace ** with ANY 
length in Inches 


RG401-Flex 
Part# BM91016.™* 
50 


Replace * with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 
RG402-Alum 


_RG402-Flex 
Part# BM91018.=* | |p: 
50 


Part BM91017.25 | 


Impedance 50 Impedance _ | 0 Impedance 50 Impedance | mpedance ce 

Coax Dia. | —_.250” Coax Dia. | _.250” Coax Dia. 141" Coax Dia. “h 141” Coax Dia. 

# of Shields 4 # of Shields 1 # of Shields 1 # of Shields # of Shields 
Inches 1-24 25-49 | [inches 1-24 inches 1-24 25-49 

12 $50.00 | $47.00 | | 12 12_| $34.00 $31.96 

24 24 | $59.60 | $56.02 || 24 24 | $38.20 24 | $38.80 | $36.47 | 

36 36 | $69.20 | $65.05 | | 36 36 ; $42.40 36 | $43.60 | $40.98 

48 | $78.80 48 | $78.80 | $74.07 | | 48 48 | $46.60 48 | $48.40 | $45.50 | 

60 | $88.40 60 | $88.40 | $83.10 | | 60 | $50.80 60 | $53.20 | $50.01 

72 | $98.00 72 | $98.00 | $92.12 72 $55.00 72 | $58.00 | $54.52 

Replace ** with ANY Replace x* with ANY Replace x* with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 

length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


RG405-Alum 


RG405-Flex RG59B/U RG62A/U 


me . Kk aE oo 4 
Pa 1021.** | |pat¢ BM91022.** £ | lPat# BM91012.** | lpan# BM 
Impedance 50 Impedance 50 Impedance 50 Impedance | 75 | __Impedance 
Coax Dia. 085” Coax Dia. .085” Coax Dia. sad OS" Coax Dia. 242%: Coax Dia. 
# of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 ~¢ 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


12 
24 $39.29 
36 $43.80 
48 $48.32 


Replace x* with ANY 
length in Inches 


| 24 | $28.96 | $27.22 | 
$29.92 | $28.12 

Fat | soar soe 

| 72 | $32.80 | $30.83 | 


72 


Replace ** with ANY 
length in Inches 


72 


Replace ** with ANY 
length in Inches 


72 
Replace x* with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 


TM 


= Bracke Manufacturing, LLC 
=) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


se — 


: 011.** | |part# BM91001.** | |pant'# BM91005.** | |pan# BM91006.** PR 
Impedance 50 Impedance 50 Impedance 50 _Impedance | 50 50 | Impedance | 50 | 
Coax Dia. 4257 Coax Dia. ik: Coax Dia. 102” “Coax Dia. | 114" .195” | Coax Dia. “f51,250"" hm 
# of Shields 2 # of Shields 2 # of Shields 1 # of Shields | 2 # of Shields 2 #ofShields [ = 1 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


Replace ** with ANY | _ 
~ length in Inches 


Replace #* with ANY Replace ** with ANY 
length in Inches length in Inches 


'# BM91073.2% 


impedance 50 . impedance 0 Impedance 50. Impedance 50 

Coax Dia. .100” Coax Dia. 105” Coax Dia. 405" Coax Dia. 425” Coax’ Dia” iiie244" 9" =] 

# of Shields 1 # of Shields # of Shields 1 # of Shields 2 # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 | |Inches. 1-24 25-49 Inches 1-24 25-49 


$24.44 

$25.57 
| $26.70 
$27.82 
$28.95 


$41.36 
$45.31 
$49.26 
$53.20 
$57.15 


$40.00 | $37.60 
$40.96 | $38.50 
$41.92 | $39.40 
$42,88 $40.31 
$43.84 | $41.21 

$44.80 | $42.11 


Replace ** with ANY 
length in Inches 


$25.00 | $23.50 
$25.24 | $23.73 


RG58C/U 


# BM91069.22 | 


RG62A/U 


i ono. 


Pat'# BM91078.— 


Impedance 50 Impedance 50 impedance ie 2 Ti jpedance 93 Impedance 52 
Coax Dia. -102" d Coax Dia. 3195" Coax Dia. [| 242" Coax Dia. | .242” Coax Dia. _| 405" 
# of Shields 1 # of Shields # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 


nches 1-24 25-49 Inches 1-24 25-49 Inches ° 1-24 25-49 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


| 12 | $25.00 | $23.50 | 12 | $20.00 | $18.80 | | 12 | $20.00 | $18.80 12 
ae} S828 $24.63 $25.00 | | 24 | $20.24 | $19.03 || 24 | $20.48 | $19.25 24 
$27.40 | $25.76 | $28.39 36 | $20.48 | $19.25 36 | $20.96 | $19.70 
| 48 | $28.60 | $26.88 | $31.77 | | 48 | $20.72 | $19.48| | 48 | $21.44 | $20.15 48 
$19.70 | | 60 | $21.92 | $20.60 | | 60 | $23.40 60 $41.21 


| 60 | $29.80 | $28.01 | 
_ $29.14 | 


60 | $37.40 | $35.16 
72 | $41.00 | $38.54 


| 72 °| $31.00 | $19.93 | | 72 $21.06 | | 72 72 $42.11 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 


RG213/U 


RG142B/U RG17 
Part# BM91036.2* 


RG188A/U 


Part# BM91033.24 


RG214/U 


“Impedance | 50 


« Ki 50 F Impedance 50 Impedance 30k Impedance 50 wae Impedance ae 50 
.195" Coax Dia. -100” Coax Dia. 105” Coax Dia. 405" Coax Dia. 425" Coax Dia. 2 1t: 
# of Shields 2 # of Shields 4 # of Shields 4 # of Shields 1 # of Shields 2 # of Shields 2 
Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


Inches 1-24 25-49 
12 : f 


240 


$24.44 
$27.20 | $25.57 
$28.40 | $26.70 
$29.60 | $27.82 
$30.80 | $28.95 
$30.08 


12 | $40.00 
24 | $40.96 
36 | $41.92 
48 | $42.88 
60 | $43.84 


72 | $44.80 


| 12 | $24.00 | $22.56 | 


$27.80 | $26.13 
$29.00 | $27.26 


Replace ** with ANY 
length in Inches 


| | $36.96 | 
[72 | $40.20 | 
Replace ** with ANY 
| length in Inches 


Replace x* with ANY 
length in Inches 


RG400/U RG62A/U 


Part # BM91038.** | |pat# BM91039.2% 


Part# BM91035.2* 


Impedance 


| impedance | 50 | | Impedance | 50 impedance 50 impedance 75 Impedance dance _ 

ha Coax Dia... sete". -. | Coax Dia. | 195” Coax Dia. 195” Coax Dia. 242" Coax Dia. 242” .405” 

# of Shields # of Shields 2 # of Shields 1 # of Shields 1 # of Shields # of Shields 1 
‘|inches’ 1-24° = 25-49 ‘| liInches _ 1-24 25-49 | linches 1-24 25-49 | |inches 1-24 25-49 | |inches 1-24 25-49 | inches 1-24 25-49 


| 12 | $26.00 | $24.44 
| 24 | $27.20 | $25.57 
| 36 


$29.60 | $27.82 


| 72 | $32.00 | $30.08 | 


length in Inches length in Inches 
. TM 
“§ Bracke Manufacturing, LLC 
=) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


“12 
24 
36 
48 
60 
72 


Replace ** with ANY 
length in Inches 


12 
24 
36 
48 


12 | $22.00 
24 $22.60 
36 $23.20 | $21.81 
48 $23.80 | $22.37 
60 | $24.40 | $22.94 
7. $25.00 | $23.50 


2 
Replace ** with ANY 
length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


$21.00 | $19.74 
| $21.48 | $20.19 
$21.96 | $20.64 
$22.44 | $21.09 
60 | $22.92 | $21.54 
72 | $23.40 | $22.00 


Replace ** with ANY 
length in Inches 


$37.60 
$38.50 
$39.40 


Replace x* with ANY 
length in Inches 


www.brackemfg.com 
sales@brackemfg.com 


RG174A/U _ 
Part# BM91045.2*. 


RG213/U 
Part # BM91051.** 


Pat# BM91043.2* 


Impedance Impedance 50 Impedance Impedance 50 impedance 50 
Coax Dia. 195” Coax Dia. | —_.100” Coax Dia. 105” Coax Dia. | .405” Coax Dia. [| 425” 
# of Shields 2 # of Shields 1 # of Shields 1 . # of Shields | 1 # of Shields 2 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


Replace x* with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


RG400/U RG59B/U r 
Part# BM91044.=* *| Ipat# BM91053.2 | |Pant# B 


Replace ** with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


# of Shields 1 # of Shields 2 # of Shields 1 # of Shields # of Shields 1 # of Shields 
Inches. 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 ~ Inches 1-24, 25-49 « Inches 1-24 25-49 


Impedance | __50 Impedance Impedance 50 Impedance _ I impedance 93 
Coax Dia. Og! Coax Dia. y Coax Dia. .195” Coax Dia. | 242 Coax Dia. 242" Coax Dia. 
|_# of Shields _| 


24 
36 $31.96 


"$45.92 | $43.16 


48 $32.44 | $30.49 


5 $30.08 12 | $44.00 | $41.36 12 | $32.00 | $30.08 | 
$35.24 | $33.13 $32.24 | $30.31 24 | $44.96 | $42.26 24 | $33.20 | $31.21 | 
$38.48 | $36.17 a $30.53 36 $45.92 | $43.16 | 36 | $34.40 | $32.34 | 
$41.72 | $39.22 $30.76 48 | $46.88 | $44.07 $35.60 | $33.46 | 
$44.96 | $42.26 $30.98 60 | $47.84 | $44.97 60 | $36.80 
$48.20 | $45.31 | | 72 $31.21 72 | $48.80 | $45.87 $38.00 


36 

. . 
60 $32.92 60 
72 72 | $33.40 : 72 | $48.80 | $45.87 


12 | 12 | $44.00 | $41.36 | 
i 24 


Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace * with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


BNC Male to BNC Female 


RG174A/U -RG188A/U _ RG213/U 
ee ex | a 
Pat# B Pat# BM91059.2% | |part# BM91062.2% | |pat¥ BM91065.24| |pan# B 
Impedance Impedance 50 Impedance 50 Impedance 50 Impedance | 50 || Impedance | 50 | 
Coax Dia. Coax Dia 100” Coax Dia. | 105" Coax Dia 405” Coax Dia. 425" Com Dia: =) 211 
# of Shields # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 2 #ofShields [ 2 id 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 nches 1-24 25-49 


12 | $20.00 | $18.80 12 | $32.00 (Bee 12 . 12 | $18.00 | $16.92 
: 


$19.03 24 | $32.96 


i 
24 | $20.24 L $30.98 | | 24 24 | $19.20 | $18.05 


; $31.88 | | 36 | $42.40 
48 | $20.72 | $19.48 48 | $34.88 | $32.79 | | 48 | $46.60 
60 | $20.96 | $19.70 60 | $35.84 | $33.69 | | 60 | $50.80 | 
72, | $21.20 | $19.93 $34.59 | | 72 


Replace ** with ANY Replace x* with ANY Replace ** with ANY Replace x* with ANY 
length in Inches length in Inches length in Inches length in Inches 


36 | $20.48 in 36 | $33.92 


art # BM91060.** Part# BM91055.** | |Part# BM91067.** | |pat# BMS | |p : 
Impedance 50 _Impedance 50 Impedance 50 Impedance 75 Impedance Impedance 

Coax Dia. 102” Coax Dia. | _.195” Coax Dia. | _..195" Coax Dia. 242” Coax Dia, | geaae Coax Dia. | 405" | 
# of Shields 1 # of Shields 2 # of Shields 1 | |_# of Shields 1 # of Shields 1 #ofShields | = 1 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 12 " 


$20.00 12 $16.00 | $15.04 
$23.60 24 24 | $16.48 | $15.49 | | 24 is 


$27.20 36 36 | $16.96 | $15.94 | | 36 | $17.20 
$23.60 $30.80 48 48 | $17.44 | $16.39 48 | $17.80 
$24.80 60 60 | $17.92 | $16.84 $18.40 
$26.00 i Gee: 72 | $18.40 | $17.30 $19.00 


72 
Replace ** with ANY | | Replace x* with ANY | | Replace x* with ANY | | Replace ** with ANY | | Replace x* with ANY | | Replace x* with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


1 


- Bracke Manufacturing, LLC 
=) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


C Male to C Male 


RG213/U RG214/U RG217/U RG218/U 
1 KE 


Part# BM91091.** | |part# BM91613.2 | |pat# BM91614.%% 


Impedance 50 Impedance 50 Impedance 50 Impedance , 
Coax Dia. | 425" Coax Dia. 545" Coax Dia. 870” Coax Dia. | 
1 


# of Shields 2 # of Shields | _ 2 # of Shields # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 | |inches 1-24 
12 $72.00 | $67.68 
24 $80.40 : $75.58 
36 $88.80 | $83.47 
48 $97.20 | $91.37 
$52.96 60 $105.60 | $99.26 
72 | $56.20 | $52.83 $114.00 | $107.16 


72 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches — length in Inches length in Inches length in Inches length in Inches 
RG62A/U 
Part# BM91093.=2 


RG8A/U 


Part# BM91089.24 


| Impedance | 50 Impedance 50 “Impedance _| 50 Impedance Impedance 93 Impedance 52 
Coax Dia. 195" Coax Dia. 195” Coax Dia. Coax Dia. 242” Coax Dia. 405” 
#ofShields | 2 __| | #of Shields 2 # of Shields 1 # of Shields # of Shields 1 # of Shields 1 

Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 


Inches 1-24 25-49 Inches 1-24 25-49 
12 12 : : 


$45.12 | | 12 | $40.00 | $37.60 $37.60 12 
| 24 | $57.60 | $54.14 | | 24 | $43.60 | $40.98 || 24 | $40.24 | $37.83 24 24 
36 | $47.20 | $44.37 | | 36 | $40.48 | $38.05 36 


$50.80 | $47.75 | | 48 | $40.72 | $38.28 48 | $45.80 | $43.05 
| 60 | $86. $54.40 | $51.14 | | 60 | $40.96 60 | $46.40 
$54.52 | | 72 72 
SStagiinincee” || “engin ner 
length in Inches length in Inches length in Inches length in Inches length in Inches 


HN Male to HN Male 


RG142B/U 


ah 


r) 
Bs 


RG213/U 


Dp 


RG217/U 
Part # BM91105.%* 


RG218/U 


Part # BM91106.22 


RG223/U 
Part# BM91096.7* 


Part# BM91102.2* 


| Impedance | 50 (| “Impedance ft -* 50 Impedance 50 Impedance 50 Impedance 50 Impedance 50 

| CoaxDia. | .195"_| | Coax Dia. 405” CoaxDia. | 425” Coax Dia. 545” Coax Dia. [| .870" Comebia: 10) W117 

. L#ofShields | 2 —_—s«|':~*[_ # of Shields 1 # of Shields 2 # of Shields 2 # of Shields 1 # of Shields 2 
—|inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 12 $68.00 | $63.92 12 | $136.00 | $127.84 12 $41.36 


$53.54 | | 24 24 | $144.40 | $135.74 | | 24 | $45.20 | $42.49 


| 
24 $69.80 | $65.61 
| 


$54.44 | | 36 36 | $71.60 | $67.30 | | 36 [$152.80 | $143.63 | | 36 | $46.40 | $43.62 
$55.35 | | 48 48 | $73.40 | $69.00 | | 48 | $161.20 {$151.53 48 | $47.60 | $44.74 
$56.25 | | 60 60 | $75.20 | $70.69 | | 60 |$169.60 |$159.42 | | 60 | $48.80 | $45.87 


72 $57.15 


Replace x* with ANY 
length in Inches 


72 


Replace ** with ANY 
length in Inches 


_RG58C/U 


Part # BM91095.*% 


72 $47.00 


Replace ** with ANY, 
length in Inches 


72 | $77.00 | $72.38 


Replace ** with ANY 
length in Inches 


RG59B/U 


72 | $178.00 | $167.32 


Replace ** with ANY 
length in Inches 


RG62A/U 
Part# BM91616,.—= 


| Impedance _| 50 Impedance ~ 50 Impedance Impedance 93 Impedance 52 
.390" _ Coax Dia. 195” Coax Dia. 242" Coax Dia. | .242" Coax Dia. 405” 
# of Shields 2 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 
|inches 1-24 25-49 Inches 1-24 ° 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
$52.64 12 | $44.00 12 12 $48.88 12 


$45.68 | | 24 | $44.24 24 24 $49.44 


$61.66 
$70.69 


24 | $56.96 


$52.20 | $49.07 | | 36 : $44.48 36 36 $50.01 | | 36 | $57.92 
| 48 | $84.80 48 | $55.80 | $52.45 || 48 | $44.72 48 48 $50.57 | | 48 : $58.88 
| 60 | $94.40 $55.84 | | 60 | $44.96 60 60 $51.14 | | 60 | $59.84 
$104.00 $59.22 | | 72 | $45.20 72 72 $51.70 | | 72 | 


Replace x* with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


Replace ** with ANY Replace ** with ANY 

length in Inches length in Inches 

TM 

= Bracke Manufacturing, LLC 
bat PO Box 12319 


BRACKE Newport Beach, Ca 92658 


www.brackemfg.com 
sales@brackemfg.corn 


SMA Male to SMA Male / 


RG142B/U RGi96A/U || RG223/0 


Pat# BM91311.** | |pat# BM91316.* 7 3M91319.*" | |Part# 
Impedance 50 Impedance Impedance 50 Impedance 50 50 
Coax Dia. 100" Coax Dia. Coax Dia. 105” Coax Dia. 072" 5211" 
# of Shields 2 # of Shields 1 # of Shields # of Shields 1 # of Shields 1 #ofShields [| 2 | 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 


2 $33.00 | $31.02 aed 
24 | $29.24 24 | $27.24 | $25.61 || 24 | $33.48 | $31.47 || 24 | $28.20 | $26.51 $33.96 | $31.92 | $25.20 | $23.69 | 

am $27.48 | $25.83 | | 36 | $33.96 | $31.92 | | 36 | $29.40 | $27.64 $34.92 | 36 | $26.40 | $24.82 | 
48 | $35.72 | $33.58 $27.72 | $26.06 | | 48 | $34.44 | $3237 || 48 | $30.60 $28.76 | 48 | $27.60 | $25.94 | 


60 | $38.96 | $36.62 $27.96 | $26.28 | | 60 | $34.92 | $3282 || 60 | $31.80 | $29.89 $36.84 | 60: | $28.80 | $27.07 


| 72.| $42.20 | $39.67 $26.51 | | 72 | $35.40 | $33.28 |'| 72 | $33.00 | $31.02 $37.80 | $35.53 | | 72 | $30.00 | $28.20 | 
Replace ** with ANY Replace ** with ANY Replace x* with ANY Replace x* with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 
RG316/U RG316-Double RG400/U RG401/U 


i 91317.2* | |pat# BM91318.** | |pat# BM91313.** | [pant BM91321.**| |P< ; 
Impedance 50 Impedance 50 Impedance 50 Impedance 50 }tmapedance + _80-_ {Impedance +_S0 
Coax Dia. 102” Coax Dia. 114” Coax Dia. 195” Coax Dia. [| _.250” Coax Dia. |  .250’ . | 
# of Shields 1 # of Shields 2 # of Shields 2 # of Shields 1 # of Shields | + 1 i 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 1-24 


$81.00 | $76.14 
24 | $90.60 | $85.16 


12 
24 | $28.92 


12 
24 


$25.38 
$26.51 


36 $27.64 | | 36 36 | $100.20 | $94.19 
48 $28.76 | | 48 | $109.80 | $103.21 
$31.80 60 $119.40 | $112.24 | | 60 
72 | $33.00 72 72 $129.00 | $121.26 | | 72 | $129.00 | $121.26 | 


Replace ** with ANY 
length in inches 


Replace ** with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


length in Inches 
RG402-Alum RG402-Fiex RG405-Alum 


324.** | [pat BM91325.2¢ 6 | |patx BM91327.2¢ 28.4 | 


Impedance ~ Impedance Impedance Onn 
Coax Dia. 141” Coax Dia. 141” Coax Dia. 141” Coax Dia. | CoaxDia. | .085" | 
# of Shields 1 # of Shields # of Shields # of Shields 
Inches 1-24 25-49 | |inches 1-24 25-49 | |inches 1-24 —_25-49 nches 1-24 25-49 
$19.74 44 || 12 | $27.00 | $25.38 | 
$23.12 $27.20 | $25.57 | | 24 | $28.80 | 24 | 
$26.51 $31.40 i $29.52 | | 36 | $33.60 
$35.60 | $33.46 
$39.80 | $37.41 
72 $41.36 


Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 


RG59B/U 
; KE 
Part# | |Patt# BM91314.2% ) | | | 
Impedance 50 Impedance 75 Impedance Impedance 50 Impedance 50 
Coax Dia. 195” Coax Dia. .242" Coax Dia. 242” Coax Dia. | .047” Coax Dia. 047" 
# of Shields 1 # of Shields 1 # of Shields # of Shields 1 # of Shields 1 


Inches 1-24 25-49 1-24 25-49 nches 1-24 25-49 
$24.00 $35.72 | | 12 $38.00 12 
24 | $24.24 | $22.79 $36.17 $43.40 | $40.80 
$24.48 | $23.01 $36.62 ; $48.80 | $45.87 
$24.72 | $23.24 $37.07 $54.20 | $50.95 


| 60 | $24.96 | $23.46 | $37.52 $59.60 | $56.02 : : : 
| 72 | $25.20 | $23.69 | $37.98 | | 72 | 72 $61.10 


72 72 . 
Replace x* with ANY Replace x* with ANY Replace Replace x* with ANY Replace x* with ANY Replace ** with ANY : 
length in Inches length in Inches _ leng length in Inches length in Inches length in Inches 


T 


M 
2 Bracke Manufacturing, LLC 
cP PO Box 12319 

BRacKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


_RG188A/U __RG196A/U 


~RG178B/U RG223/U 


MS | = | |Part# BM Part# BM Pat# BM! : 
| Impedance |__—50 | '|_Impedance | 50 | | Impedance | 50 | Impedance | 50 


1 SMOG 05, 
Inches 1-24 25-49 


Inches 1-24 25-49 


| #ofShields [ 2 | 
Inches 1-24 25-49 


| Coax Dia. | .105" | 
#ofShields | 1 
Inches 1-24 25-49 


$27.26 
$28.39 


$29.52 


F Coax Dia. | 100" _| 
nches 1-24 


$36.96 | $34.74 
$37.92 | $35.64 
$36.55 
$37.45 
72 | $40.80 | $38.35 | 


Replace x* with ANY 
length in Inches 


$33.80 | $31.77 


| 72 | $32.00 | $30.08 | 


Replace ** with ANY 
length in Inches 


Replace £* with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 


RG400/U_ RG401-Flex 


: 91650.22 


4 M91337."* | jPart# BN | 191649." ||P ; 
Impedance 50 Impedance 50 Impedance Impedance Impedance 50 
Coax Dia. 114" Coax Dia. .195” Coax Dia. Coax Dia. _| 250” Coax Dia. 250” 
# of Shields 2 # of Shields 2 # of Shields # of Shields # of Shields 1 


Inches 1-24 25-49 Inches. 1-24 25-49 Inches Inches 1-24 Inches 1-24 25-49 


$37.60 
$46.62 i 50 | | 24 | $51.60 | $48.50 


| 12 | 

| 24 | 

| 36 | $59.20 | $55.65 

| 48 | $34.76 | $32.67 | 48 | $68.80 | $64.67 $66.55 

$36.68 | $34.48 60 | $78.40 | $73.70 
72 | $38.60 | $36.28 $88.00 | $82.72 $84.60 

Replace ** with ANY | | Replace * with ANY | | Replace *# with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 


RG402-Alum RG402-Flex RG405/U 


See 


Pa 3-8 | [Part | 91347.** | [pat BM91348.** 

| CoaxDia. {| .141" | Coax Dia. 
#ofShields | 1 _| | #of Shields | 1 # of Shields # of Shields . 1 # of Shields 

Inches 1-24 Inches . 1-24 25-49 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 nches 1-24 25-49 


$26.00 | $24.44 12 : 12 
| 24 | $30.20 | $28.39 a ; 
| 36 | 5 


oy 
© 


Dabo 


$38.40 | $36.10 
| $47.36 | | 72 | $47.00 | $44.18 | | 72 | $48.00 | $45.12 | 
Replace x* with ANY Replace x* with ANY Replace xx with ANY 
length in Inches length in Inches length in Inches 
RG59B/U RG62A/U 


Part# 


impedance | _75 | | Impedance | 93 Impedance | 50 
Coax Dia, | 047" 
# of Shields 1 # of Shields 1 # of Shields 1 


Inches 1-24 25-49 


Inches 1-24 25-49 


nches 1-24 25-49 


| 12 | $36.00 | $3384 | | 12 | $36.00 | $33.84 | 12 

| 24 | $36.48 | $34.29 | | 24 | $36.60 | $34.40 | 

$36.96 $37.20 | $34.97 

| 48 | $37.44 | $35.19 || 48 | $37.80 | $35.53 48 

1-60 | $37.92 | $35.64 | | 60 | $38.40 | $36.10 60 
| 72 | $26.20 | $24.63 | | 72 | $38.40 | $36.10 | | 72 | $39.00 | $36.66 


Replace ** with ANY 
length in Inches 


Replace ** with ANY Replace £* with ANY Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 


Replace ** with ANY 
length in Inches 


TM 
nt Bracke Manufacturing, LLC 
| D PO Box 12319 

BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


25 


www.brackemfg.com 
sales@brackemfg.com 


RG174A/U 
Part # BM91358.** | |pat# BM91361.2* 
50 50 


Impedance 50 impedance impedance Impedance 50 Impedance | 50 | | Impedance | 50. _ 
Coax Dia Coax Dia. 100” Coax Dia. 105” Coax Dia. aac Coax Dia. 102” Coax'Dia. |f 114". | 
# of Shields # of Shields 1 # of Shields # of Shields 2 # of Shields 1 #ofShields | 2 | 


Inches 1-24 Inches 1-24 25-49 Inches 1-24 nches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 


$32.00 
| 24 | $34.24 24 | $33.20 | $31.21 | 


36 | $37.48 | $35.23 . $30.46 

48 | $40.72 | $38.28 60 | $31.58 

| 60 | $43.96 | $41.32 ; 80 | $32.71 59 | | 60 | $41.68 | $30.18 | 
$44.37 00 | $33.84 | 72 | $43.60 | $40.98 | 


Replace ** with ANY | | Replace x* with ANY Replace x* with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 


RG400/U RG4 RG405/U 


: 2 He : at Pasa ke 
Part# BM91357.** | |pat# BM91363.%*| [pan# BMO | ~ 
| Impedance | 50 : | Impedance | _50____'|_|{_ Impedance Impedance | 50 
Coax Dia. 195" 141” Coax Dia. 141" Coax Dia. 141" Coax Dia. 
# of Shields 2 # of Shields # of Shields 1 # of Shields # of Shields 
1-24 25-49 Inches. 1-24 Inches 1-24 25-49 Inches 1-24 Inches 1-24 
12 


| 36_| $46.40 | $43.62 _ 
| $43.24 | | 48 | $50.60 | $47.56 | 
| 60 _| $54.80 | $51.51 | 


Replace ** with ANY Replace ** with ANY Replace x* with ANY Replace ** with ANY Replace <* with ANY Replace x* with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


RG405-Flex RG58C/U RG59B/U Semi-Rigid 047 
ceeeepeaae: Mm “seiaeeanaamnea aR 


50 | | Impedance | 50 rimpedance | 75 | | Impedance T impedance | 50 | | Impedance | 50 
085” Coax Dia. 195" Coax Dia. Coax Dia. 047” 
# of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 #ofShields | 1 J 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


ae sna | 100 rae aoa) aesae| [ae | sa | ena 
$42.80 | $40.23 $69.40 | $65.24 | | 24 | $68.80 | $64.67 | 
$47.60 | $44.74 | | 36 $72.80 | 36 | $73.60 | $69.18 | 
48 | $52.40 | $49.26 || 48 ; ; $78.20 48 | $80.20 | $75.39 | | 48 | $78.40 | $73.70 
60 | $57.20 | $53.77 $30.96 | $29.10 2 eee $83.60 | $78.58 | | 60 | $85.60 | $80.46 || 60 | $83.20 | $78.21 | 
72 | $62.00 | $58.28 | | 72 | $31.20 | $29.33 $46.40 | $43.62 | | 72 | $89.00 | $83.66 || 72 | $91.00 | $85.54] | 72 | $88.00 | $82.72 | 


Replace ** with ANY | | Replace x* with ANY | | Replace ** with ANY Replace ** with ANY Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 
SMP Female to SMP Female SMP Female to SMP Female Right Angle 


y 
S: 


impedance 50 Impedance 50 Impedance impedance | 50 | | Impedance | 50 __| 

Coax Dia. 085” Coax Dia. | .085” Coax Dia. |  .085” Coax Dia. .085” | Coax Dia. [| .085" | 
# of Shields # of Shields 1 # of Shields 1 # of Shields # of Shields 1 # of Shields 

Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


; | 12 | $33.00 | $31.02 | 
2 |_ $35.91 | 


2 

24 4 $32.90 
6 
0 


36 3 $40.60 . $35.72 
- rt Bee 
6 : 
72 


$41.36 $50.80 


$55.00 | $51.70 | | 72 | $57.00 | $53.58 | 
Replace ** with ANY Replace x* with ANY Replace ** with ANY Replace * with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 
TM 
» Bracke Manufacturing, LLC 
=) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 
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SMA Female to SMA Male 


RG142B/U 


Impe Impedance | ___50_ Impedance impedance 
| CoaxDia. | 195" | c Coax Dia. Coax Dia. 072" Coax Dia. 
#ofShields | 2: |_ # of Shields | # of Shields # of Shields # of Shields # of Shields 

1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 nches 1-24 nches 1-24 


| 12 | $27.00 | $25.38 | | 12 | $33.00 | $31.02 | | 12 | $28.00 | $26.32 | | 12 
| 24 | $27.24 | $25.61 | | 24 | $33.48 | $31.47 | | 24 | $29.20 | $27.45 


2a | $2726 | $25.61 | : 

P36 $27.48 528 56 
[as_| $33.72 | $91.70 | | 48 | $27.72 jae | s244e | $22.97 | | 48 | $91.60 | $29.70 
F-60 | $26.06 | sa474 | | 60 | $27.96 | $26.28 cat ae | 
[72 | $40.20 | sar.zo | | 72 | $20.20 | s2e.st| | 72 | $25.40 | $99.28 | 531.96 72 


Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace x* with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 
RG316-Double RG401-Flex 


Par | [Pa || M91303. | | 1304.** | |Pat# BM91305.=* 
e p Impedance 50 
| CoaxDia. | .102”__ | 195” Coax Dia. | .250” Coax Dia. 250" Coax Dia. 250" 
#ofShields [| 1  __'| _[_#of Shields # of Shields # of Shields # of Shields # of Shields 1 

nches 1-24 nches -24 25-49 nches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches ‘1-24 25-49 


$29.06 


$30.87 ! 36 | $79.20 


| 60 | $96. 60 | $98.40 | $92.50 

72 | $42.00 | $39.48 | $106.00 72 | $108.00 | $101.52 

Replace ** with ANY | | Replace x* with ANY Replace ** with ANY Replace x* with ANY Replace ** with ANY Replace x* with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 
RG402-Flex 


440° 
# of Shields 1 


nches 1-24 25-49 


BM91640.== M91641.7> | 

| Impedance | 50 

.085” CoaxDia. | _.085” | 

# of Shields 1 # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 


a 


Pimpedance | 50 _—| 
# of Shields 


| impedance [| 50 
| CoaxDia. | 141" 
#ofShields | 1 
Inches 1-24 25-49 


# of Shields 
nches 1-24 25-49 


| 12 | $24.00 | $22.56 | $26.00 | $24.44 $32.00 | $30.08 | | 12 | $34.00 | $31.96 | | 12 | $34.00 | $31.96 
| 24 | $27.60 | $25.94 | $30.80 | $28.95 $35.00 | $32.90 | | 24 | $38.20 | $35.91] | 24 | $38.80 | $36.47 
[| 36 | $31.20 | $29.33 | | 36 | $38.00 | $35.72 | 36 

| 48 | $34.80 | $32.71 | 48 

| 60 | $38.40 | $36.10 | 

| 72 | $42.00 | $39.48 | 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


- 


2 


Semi-Rigid 047-Alum 


7 


| Impedance _| Impedance 50 ~ Impedance 
034” Coax Dia. 047” Coax Dia. .047” 


Impedance 50 
Coax Dia. .047 
# of Shields 1 


# of Shields 1 # of Shields 1 
Inches 1-24 25-49 25-49 Inches — 1-24 25-49 Inches 1-24 25-49 Inches 1-24 
2 $200 | see | $48.00 | $45.12 $40.00 
| 24 | $63.40 | $59.60 $56.40 | $53.02 | | 24 | $45.40 24 


36 | $50.80 | $47.75 
$56.20 


| 24 | $24.24 | 
| 36 | $24.48 | $23.01 | 
| 48 | $24.72 | 


$74.80 | $70.31 
| $23.24 | $86.20 | $81.03 


| 60 | $24.96 | $23.46 | | 60 | $97.60 | $91.74 | 
|_ $23.69 | 
Replace x* with ANY Replace x* with ANY Replace ** with ANY Replace x* with ANY Replace ** with ANY 


Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


™ 

ca Bracke Manufacturing, LLC 
=) PO Box 12319 

Bracke Newport Beach, Ca 92658 
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RG142B/U 


RG174A/U 


RG178B/U RG188A/U _RG196A/U E RG223/U 


SMA Female Bulkhead to SMA Male 


Pat # BM91254.** | lpat# BM91257.** | |pat# BM91261.=*| lpat# BM91260.** | |Ppat# BM91256.== 

| impedance | __50____| | Impedance | 50 50] | Impedance 50 impedance 50_ 

# of Shields 2 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 | #ofShields [| 2 
inches inches 1-24 25-49 Inches 1-24  -25-49 | |inches 1-24 25-49 | |inches 1-24 25-49 
12 $24.44 | | 12 12 | $25.00 | $23.50 je} et Se 
24 $27.49 | | 24 $26.48 24 | $26.20 | $24.63 $26.20 | $24.63 
36 $30.53 | | 36 $26.96 |" $25.34 | | 36 | $27.40 | $25.76 ee 
48 $33.58 | | 48 $27.44 | $25.79 | |' 48 | $28.60 | $26.88 $28.60 | $26.88 
60 $36.62 | | 60 60 | $27.92 | $26.24 || 60 | $29.80 | $28.01 | 60 | $29.80 | $28.01 | 

$39.67 | | 72 72 | $28.40 | $26.70 | | 72 | $31.00 | $29.14 | 72 | $31.00 | $29.14 | 


Impedance 


Replace x* with ANY 
length in Inches 


RG316-Double 


2 
Replace x* with ANY 
length in Inches 


Impedance 


Replace ** with ANY 
length in Inches 


Part BM91262.2 


‘Impedance Sy 50) 


mpe 


Coax Dia. | 


Coax Dia. | .195" 


Coax Dia. | _.250” 


lance 
Coax Dia. 


# of Shields 
nches 1-24 


12 


# of Shields 2 
Inches 1-24 25-49 


24 


# of Shields 1 
Inches 1-24 25-49 


fa sheet 


Inches 1-24 25-49 


Replace ** with ANY 
length in Inches 


mpedance 
Coax Dia. 


# of Shields es 


nches 1-24 25-49 


36 


36 $83.20 


48 


48 | $92.80 


$28.60 | $26.88 
$29.80 | $28.01 


60 


60 | $102.40 | $96.26 


$31.00 | $29.14 


Impedance 


72 


Replace x* with ANY 
length in Inches 


Impedance 


72 | $44.00 
Replace ** with ANY 
length in Inches 


_RG402-Flex 


P. 


72 | $112.00 | $105.28 


Replace ** with ANY 
length in Inches 


Impedance _| 50 


Replace x* with ANY 
length in Inches 


Coax Dia. _| 


Coax Dia. | 


# of Shields 
Inches 1-24 


# of Shields 
nches 1-24 


Coax Dia. .085” 


Coax Dia. 


impedance 50 
Coax Dia. 141" 
1 
Inches 1-24 25-49 
12 


# of Shields 1 
Inches 1-24 25-49 


12 | $29.00 


# of Shields 
Inches 1-24 


Replace ** with ANY 
length in Inches 


24 | $32.00 


36 | $35.00 
48 [$38.00 


60 | $41.00 


Replace x* with ANY 
length in Inches 


os Se 
Coax Dia. 5 195% 
# of Shields 1 


Inches. 1-24 25-49 


24 


Impedance 


Replace ** with ANY 
length in Inches 


Impedance 


Replace ** with ANY 
length in Inches 


72 | $44.00 


Replace ** with ANY 
length in Inches 


Patt # BM91271.7* 


Impedance 50 , 


Replace ** with ANY 
length in Inches 


impe dance 


Replace ** with ANY 
length in Inches 


Coax Dia. 


impedance 50 
Coax Dia. 034" 


Coax Dia. 047” 


Coax Dia. 


# of Shields 
Inches 1-24 


# of Shields 1 
Inches. 1-24 25-49 


12 


# of Shields 1 
Inches 1-24 25-49 


24 


36 


48 


60 


Replace ** with ANY 
length in Inches 


qT 


72_| $121.00 | 
Replace ** with ANY 
length in Inches 


72 


72 


Replace x* with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Phone 949.756.1600 


M 
=) Bracke Manufacturing, LLC 
Fax 949.756.1601 


PO Box 12319 
Newport Beach, Ca 92658 


www.brackemfg.com 
sales@brackemfg.com 


BRACKE 


siege 
Biss 
5/8/8 
figs 
#/ 8/2 


M91278.2* | |pen # BM91282.4*| [pat BMQ1283.2% | lpar# BM9127 


impedance 1 7 im tT. i Impedance 50 Impedance 50 Impedance | 50 
Coax Dia. .072” Coax Dia ~ 108" Coax Dia. .072” Coax Dia. Pike 
#ofShields | 2 # of Shields # of Shields 1 # of Shields 1 # of Shields 2 


nches -24 25-49 nches_ 1-24 Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 
12 $34.00 


Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 
RG316/U RG316-Double RG400/U RG401/U RG401-Alum RG401-Flex 
| Impedance | 50 ~——s*|:'||_ Impedance 50 Impedance | _50 Impedance 50 502 Impedance 50 
CoaxDia. | 114” Coax Dia. | — .195” Coax Dia. .250" Coax Dia. .250” Coax Dia. | .250” 
#ofShields [ 1 2 # of Shields 2 # of Shields 1 # of Shields # of Shields 1 


Inches 1-24 25-49 | |inches 1-24 25-49 | |inches 1-24 25-49 | |inches 1-24 25-49 | |inches 1-24 25-49 
| 12 

24 | $59.60 | $56.02 

36 | $69.20 ee 


$31.58 
$34.97 
$38.35 
$41.74 
$45.12 


48 | $78.80 | $74.07 


60 | $88.40 | $83.10 
72 | $98.00 | $92.12 


| 
2 : 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches _length in Inches length in Inches 


8. 


RG405-Alum | RG405-Flex 


BM | A91290.** 3M91291.** | |pat# BM91292.** 
edance Impedance 50 Impedance 50 Impedance 50 
i : Coax Dia. Coax Dia. Coax Dia. 085” Coax Dia. 085” Coax Dia. if .085” 
#ofShields | 1 __—*|:*|| #ofShields [ 1 ~—_—*«|:* [ # of Shields # of Shields 1 # of Shields 1 # of Shields 1 
inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


12 | $40.00 | $37.60 


4 ‘| | 24 | $44.80 | $42.11 
$48.40 | $45.50 | | 36 | $49.60 | $46.62 


8 
N 
8 


48 | $52.60 | $49.44 || 48 | $5440 | $51.14 
$53.39 | | 60 | $59.20 | $55.65 
T $61.00 | $57.34 || 72 | $64.00 | $60.16 


Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches 


$36.00 | $33.84 $37.00 | $34.78 
; $41.20 | $38.73 
60 


60 
| 72 | $58.00 | $54.52 | 
Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches 


RG58C/U Semi-Rigid 020 | | Semi-Rigid 034 Semi-Rigid 047 Semi-Rigid 047-Alum| | Semi-Rigid 047-Flex | 
BR ai Ke : ee & ei ar aa oe RRS Sea 5 ee ees Sahara sce 


639.** | [Ps Part # BM9128! Part# BM91286.=* 
|_Impedance | 50 | [ Impedance | —_—‘50 Impedance Impedance 50 Impedance _| 50 
| CoaxDia. | 195" | [Coax Dia. .020” Coax Dia. Coax Dia. .047" Coax Dia. 047" 
# of Shields # of Shields # of Shields # of Shields 1 # of Shields 1 


=% 
s 
a 

on 

< 
N 
t 
ro) 


Inches 1-24 25-49 Inches 1-24 
| 12 | $60.00 | $56.40 | | 12 | $56.00 
24 | $71.40 | $67.12 | | 24 | $64.40 


36 | $72.80 
48 | $81.20 


Inches 1-24 25-49 Inches 1-24 25-49 


$54.52 
$62.80 | $59.03 
$67.60 | $63.54 


8 
8 


: 
N 
© 
“A “ 
nD Nn 
3p And 
Nn ) 
~ ® 


12 | $58.00 | $54.52 
| $63.40 | $59.60 
36 | $68.80 {864.67 


3/88 8/8/35} 
8 
x 
¥ 
N 


i 94 48 | $74.20 | $69.75 | $72.40 | $68.06 
$28.16 60 | $89.60 | $84.22 60 | $79.60 | $74.82 $77.20 | $72.57 
| $30.20 | $28.39 72 | $98.00 | $92.12 72 | $85.00 | $79.90 $82.00 | $77.08 


Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches * length in Inches length in Inches length in Inches length in Inches length in Inches 


TM 
of Bracke Manufacturing, LLC 
mu) PO Box 12319 


BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www. brackemfg.com 
sales@brackemfg.com 


SMA Male to SMA Female Bulkhead Right Angle 


@ 


{| Bi 
8) 


RG188A/U 


Part# BM91945.2% 


RG174A/U 


Part# BM91943."% | 


. RG223/U 
Part# BM91947.** 


Impedance 
Coax Dia. 
Sr a 


Impedance _| __ Impedance _ _Impedance | _50 Impedance_ 
| Coax Dia. | _ Coax Dia, | __ Coax Dia _- Coax Dia. | 

# of Shields # of Shields # of Shields # of Shields # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 


$25.38 $27.00 | $25.38 12 
24 | $27.24 | $25.61 $28.20 | $26.51 4 
36 | $27.48 | $25.83 $29.40 | $27.64 36 
48 | $27.72 | $26.06 || 48 | $30.60 $30.60 | $28.76 48 
60 t $27.96 | $26.28 | | 60 | $31.80 | $29.89 $31.80 | $29.89 60 
72 | $28.20 | $26.51|| 72 | $33.00 2|| 72 | $33.00 | $31.02 72 


Replace ** with ANY 
length in Inches 


RG402/U 
Part # BM91962.2% 


Replace x* with ANY 
length in Inches 


RG405/U 
Part# BM91966.** 


Impedance iSO a _Impedance | 50 ~_—'|:_|_ Impedance Impedance | 50 “Impedance 50 Impedance 
Coax Dia. | 195” _CoaxDia. | 141" | Coax Dia. |  _.141" | | CoaxDia. | —_.085" Coax Dia. _ .085” Coax Dia. 
# of Shields 2 # of Shields 1 # of Shields # of Shields 1 # of Shields 1 # of Shields 
Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches 1-24 4 25-49 Inches 1-24 25-49 


12 | $30.00 | $28.20 


i 523-08 
24 | $33.60 aes 


$31.96 


| $25.61 | 
$25.83 
$26.06 
$27.96 | $26.28 
a ease ear 
length in Inches 


36. | $37.20 | $34.97. $34.78 
48 | $40.80 | $38.35 $37.60 
oa ee $40.42 


72 | $48.00 $43.24 


$45.12 


Replace ** with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 


RG142B/ 


| RG174A/U 
Part# BM91972.2= 
50 


RG188A/U 
Part # BM91974.2% 


. BS aces 30) 
Part # BM91976.** eae He 


Part# BM919 


Impedance Impedance 50. Impedance _ 50 Impedance | _ Impedance 
Coax Dia. 195°. Coax Dia 100 __ Coax Dia 105” muoex Dia, | hue sai ek Coax Dia 
# of Shields # of Shields # of Shields 1 # of Shields 2 # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 $29.14 12 12 | $30.00 | $28 20 12 


24 


$32.19 $31.20 | $29.33 | | 24 | $31.20 


$31.00 | $29.14 
$32.92 | $30.94 


36 $35.23 | | 36 | $30.48 | $2865 || 36 | 36 | $32 = $30.46 | | 36 | $34.84 
48 | $38.28 | | 48 | $30.72 | $28.88 || 48 | $33.6 48 | $33.60 48 | $36.76 
60 | $43.96 | $4132 | | 60 | $3096 | $29.10 | | 60 | $34.80 60_| $34.80 60 | $3868 


72.| $36.00 


Replace ** with ANY 
length in Inches 


72 | $31.20) $29.33 
Replace ** with ANY 


72 


Replace * with ANY 
length in Inches length in Inches 


RG400/U RG402/U 
Part # BM91984.** | |pat# BM91986.2% 


72 | $36.00 


Replace ** with ANY 
length in Inches 


RG405/U 
Part# BM91990.2% 


Part # BM91988.2* 


Impedance _Impedance | _50 _ Impedance 50 _ Impedance "ale ed | Impedance | 50. 
Coax Dia 195". Coax Dia. | 141” “Coax Dia. 141" Coax Dia 085" 
# of Shields 2 # of Shields | 1 # of Shields 1 # of Shields 1 # of Shields 


Inches: 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


Inches 1-24 25-49 
12 k ; 


$34.00 | $30.00 | $28.20 
[° SIR00r* $3647. $30.24 | $28.43 | 
$43.60 | $40.98 $30.48 


$28.88 


72; 72 | $58.00 
Replace x* with ANY Replace ** with ANY 
length in Inches length in Inches 
TM , 
- Bracke Manufacturing, LLC 
2 | Hoeriaae caste nes Phone 949.756.1600 www brackinitereal 
Fax 949.756.1601 sales@brackemfg.com 


BRACKE Newport Beach, Ca 92658 


‘ 


RG142B/U 


RG401-Flex 
Part # BM91748.™* 
Coax Dia .250" 

# of Shields 1 


Inches 1-24 25-49 


RG223/U 
Part ¢ BM91741.%% 


RG316/U 
Part # BM91742.4% 


_Impedance Impedance 
Coax Dia Coax Dia 


#of Shields | 
Inches 1-24 25-49 


# of Shields 1 
Inches 1-24 25-49 


Inches 1-24 25-49 


$30.00 $28.00 $26.32 $32.00 12 | $58.00 
} 2e | Seek | S08, $30.24 | $28.43 | $29.20 | $27.45 _| $33.92 | $31.88 | | 24 | $67.60 | $63.54 
$33.35 $30.48 | $ $30.40 | $28.58 $35.84 | $3369 | | 36 | $77.20 
| 48 | $38.72 | $36.40 $30.72 $31.60 _| $37.76 | $35.49 | | 48 | $6.80 | $81.59 
$39.44 $32.80 ‘| $39.68 $37.30 $96.40 
72 | $45.20 | $42.49 | $34.00 $41.60 | $39.10 00° 
Replace ** with ANY Replace ** with ANY 


Replace ** with ANY 
length in Inches length in Inches length in Inches 


Impedance 
Coax Dia. _| 
# of Shields 1 

nches 1-24 25-49 


Impedance 50 ira, 
195" | | Coax Dia 


Coax Dia. | 085" _| 195" 20” 
# of Shields # of Shields 1 1 # of Shields 1 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
| 12 | $33.00 | $31.02 | | 12 12 | $28.00 42 | -$80. 


$37.80 | $35.53 $28.24 
$42.60 
$47.40 . 


36 | $28.48 
$52.20 $49.07 
$57.00 | $53.58 


12 
(24 | $58.80 


36 | $63.60 


24 | $88.40 

36 | $96.80 | $9099 
48 | $105.20 | 
60 | $113.60 | $106.78 
72 | $122.00 | $114.68 


36 | $102.80 | $96.63 
$114.20 | $107.35 


$28.72 
$28.96 
$29.20 


48 
60 
72 


48 1# 14.20 
22 | | 60 | $125.60 | $118.06 
: 35 72 | $137.00 | $128.78 32 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


SMA Female 4 Hole Panel Mount to SMA Female 4 Hole Panel Mount 


: RG196A/U RG223/U RG316/U 
; Part# BM91760.** | |pat# BM91762.** | pan # BM91765.** 
0 


50 Impedance 50 Impedance ; Impedance 50 Impedance ae Impedance 50 
-195" Coax Dia 072” Coax Dia - 105" - GoaxDia- ft) .072"". Coax Dia. 211" Coax Dia. | .102” 
# of Shields 1 # of Shields | # of Shields 1 # of Shields 2 # of Shields 1 


"finches 1-24 25-49 | |inches 1-24 25-49 | inches 1-24 
| ey $64.00 | $60.16 | | 12 | $64.00 | seo.16 || 12 | $6400 | 12 | $64.00 12 $60.16 
24 $64.48 | $60.61 .20 | $61.29 | | 24 | $64.96 | $61.06 | | 24 | $65.20 | $¢ 24 $61.29 

| 36 | $70.48 | $66.25 | | 36 | $64.96 | $61.06 5 | $66.40 36 96 $66.40 , 36 $62.42 

| 48 | $73.72 | $69.30| | 48 | $65.44 | $67.51| | 48 | $67.60 | $63.54 | $66. 87 ‘| $67.60 48 $63.54 
| 60 | $76.96 | $72.34] | 60 | $6592 | $61.96 $68.80 | $64.67 | $68.80 60 | $64.67 


72 | $80.20 | $75.39 | $66.40 | $6242|| 72 | $70.00 | $65.80 72 | $70.00 | $63 72 
Replace ** with ANY Replace ** with ANY Replace x* with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 
RG400/U RG402-Flex RG405-Flex RG58C/U Semi-Rigid 047-Flex 
Part # BM91763.** Part # BM91757.** | |pat# BM91761.=* 
50 


Part # BM91756.24 pat# BM91758.2% 


Impedance eth a) Impedance 50 ) ie Impedance si Impedance 50 
Coax Dia. PEO rs Coax Dia__| 141" Coax Dia. a Coax Dia. _| .195" Coax Dia. 047" 
# of Shields 2 # of Shields 1 # of Shields # of Shields 1 #ofShields | 94] 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


$64.00 | $60.16 $52.64 


| 24 | $69.92 $67.60 | $63.54 24 | $60.80 | $57.15 
| 36 | $71.84 $71.20 | $66.93 | | 36 | $64.48 36 | $65.60 | $61.66 
| 48 | $73.76 | $69.33 $74.80 | $70.31| | 48 | $54.40 see. $60.84 

| 60 | $75.68 | $71.14 $78.40 | $73.70 60 | $59.20 $64.96 | $61.06 $75.20 | $70.69 


$65.20 | $61.29 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


$77.08 
Replace ** with ANY 
length in Inches 


nd Bracke Manufacturing, LLC 
=) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


72 | $64.00 


$80.00 


Replace ** with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


SMA Female to SMA Female 


RG223/U 


Pat# BM91717.2% 


_RG316/U 


im pedance 
Coax Dia. 
# of Shields 


nches_ 1-24 25-49 


LAD 


Par : 
CoaxDia. | 390" 
# of Shiekis sh 2 | 
nches 1-24 25-49 


Impedance 
Coax Dia. | 100” 
# of Shields 1 
Inches 1-24 25-49 


12 | $25.00 


Impedance ° 50 
Coax Dia. .195” 
# of Shields 2 


Inches 1-24 25-49 
_ $24.00 | $22.56 


4 | $27.24 | $25.61 | $25.24 
$30.48 | $28.65 | $25.48 

48 | $33.72 | $31.70 | $25.72 
$3474 || 60 | $25.96 


$37.79 


Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 


! RG402-Flex 


® 


| dance E: Impedance v.50 50 Imp + i Impedance | 50 | Impedance | 50 
# of Shields 1 # of Shields 1 # of Shields 1 # of Shields | 1 # of Shields 1 1 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 “25-49 Inches 1-24 25-49 Inches 1-24 ' 25-49 Inches 1-24 25-49 


42_| $23.00 | $21.62 


24 | $59.60 | $56.02 24 | $26.60 | $25.00 
36 | $69.20 | $65.05 36 | $30.20 | $28.39 
48 | $78.80 | $74.07 48 pe ‘| $31.77 
60 | $88.40 | $83.10 60 | $37.40 |. $36.16 


72 | $98.00 | $92.12 72 | $38.54 


Replace x* with ANY Replace ** with ANY Replace ** with ANY Replace x* with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 
RG59B/U RG62A/U 


RG405/U RG405-Alum RG405-Flex 
Part # BM91726.** | |pat# BM91727.**| [Pate BI 


Impedance Impedance | 


Coax Dia. | 
# of Shields 


Coax Dia. 
# of Shields 1 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 In 


Coax Dia 
# of Shields 


g 
sal 
) 
Ng 


$24.00 | $22.56 
$27.00 | $25.38 


"$24.00 | $22.56 
$24.24 $22. 79 


2/8) 
3 


a 
AIM|Alp 
B/8/8)8 
8/3|/3|s 


12 | $27.00 
24 | $31.20 | $29.33 


| 12 | 
$30.00 | $28.20 | | 36 | $35.40 | $33.28 $23.01 he 20 
48 | $39.60 | $97.22 | szs24 7 
60 | $43.80 0 $24.96 | $23.46 60 | $32.40 | $30.46 
72 | $48.00 72 $25.20 | $23.69 72 | $33.00 | $31.02 | 


Replace <* with ANY Replace ** with ANY Replace x* with ANY Replace ** with ANY Replace x* with ANY Replace x* with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 
Semi-Rigid 034 Semi-Rigid 047-Flex 


| 
oe 


Impedance _ Impedance _ impedance Impedance | _. 50 | Impedance | 50 
Coax Dia Coax Dia. | Coax Dia CoaxDia. | 047" 
# of Shields # of Shields # of Shields # of Shields | 1 # of Shields 1 


Inches _ 1-24 Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 
12. | $84.00 12 | $42.00 | | 12 | $42.00 | $39.48 
24 | $84.96 | $79.86 | | 24 | $91.40 24 | $47.40 | $44.56 $46.80 
36 | $85.92 | $80.76 | | 36 | $102.80 $88.80 | $83.47 | | 36 | $52.80 | $49.63 $51.60 
48 | $86.88 | $81.67 48 | $114.20 | $107.35 $97.20 | $91.37 | | 48 | $58.20 | $54.71 | 48 | $56.40 | $53.02 | 
60 | $87.84 | $82.57 5.60 | $118.06 $105.60 | $99.26 $63.60 | $59.78 $63.60 | $59.78 | | 60 | $61.20 | $57.53 
$83.47 | | 72 | $137.00 | $128.78 $114.00 | $107.16 $69.00 | $64.86 $69.00 | $64.86 | | 72 | $66.00 | $62.04 | 
length in Inches length in inches length in inches length in Inches length in Inches 


1 


rx, Bracke Manufacturing, LLC 
=) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


32 


www.brackemfg.com 
sales@brackemfg.com 


SMA Female 2 Hole Panel Mount to SMA Female 2 Hole Panel Mount 


a 
Impedance 


Impedance "50 
Coax Dia. an 
# of Shields 


ee See impedance | Carr. Impedance Poceance om Impedance 50 
Coax Dia. | —.085” Coax Dia. .085” Coax Dia. Coax Dia. .047” 
| #ofShields | 1 | # of Shields 1 # of Shields 4 # of Shields # of Shields 1 
Inches 1-24 25-49 Inches 1-24 —r Inches 1-24 25-49 Inches 1-24 25-49 Pt Peake -24 ren Inches 1-24 Poe 49 
| 12 | $34.00 | $31.96 | pest Samo. 452008 | $44.00 | $41.36 | | 12 | $41.36 | 
| 24 | $34.03 $38.80 j 4 | $36.20 | 24 : 24 a = $45.87 
| 36 | $40.40 | $37.98 36 | $54.80 $53.60 | $50.38 
| 48 | $44.60 | $41.92 || 48 | $48. 48 | $44. 48 | $48. 50 | | 48 | $60.20 | $54.90 
| 60 | $48.80 | $4587 | | 60 | $53.20 | $50.01 $53.20 | $50.01 | $63.20 | $59.41 

[72 | $53.00 | $49.82 | $58.00 | $54.52 | | 72 | $53.00 | $49.82 | | 72 | $58.00 | $54.52|| 72 | $71.00 
Replace ** with ANY Replace ** with ANY Replace ** with ANY 


Replace x* with ANY 
length in Inches 


BNC Female to BNC Female 


Replace x* with ANY 
length in Inches length in Inches length in Inches 


length in Inches 


ae | impedance om ef impedance. a at ap 

| CoaxDia. | .195” | = Dia. 100" Coax Dia. Coax Dia. : 

#ofShields |____2 | | #ofShields | 1 | | #of Shields cs neo # of Shields # of Shields # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 ron Inches 1-24 Inches 1-24 25-49 


12 \ 12 : : 12 
24 ; ; 24 
36 F , 36 


Replace ** with ANY Replace ** with ANY Replace x* with ANY 
length in Inches lengthin Inches | length in Inches 


Impedance 50 i — impedance Br impedance 
_Coax Dia. 114" a Dia. 360 Coax Dia. Coax Dia. 242" Coax Dia. 
# of Shields 2 # of Shields # of Shields # of Shields # of Shields 


nches 1-24 25-49 nches 1-24 on nches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 


$24.00 | $22.56 | | 1 $15.04 | | 12 


2 : 
$25.92 | $24.36 24 ; $15.27 : i 24 | $50.96 | $47.90 
$27.84 | $26.17 36 ; $15.49 d ; | 36 | $51.92 | $48.80 
; 


$29.76 | $27.97 48 
$31.68 | $29.78 B 
$31.58 


Riplacs ae ** with ANY its ss *x* with ANY eee x* with ANY Replace ** with ANY Replace ** with ANY Replace x* with ANY 
length in Inches pooh! in Inches length in Inches length in Inches length in Inches length in Inches 


“Bracke: Knowledge, Experience, Service.” 


Phone 949.756.1600 
Fax 949.756.1601 


33 


™ 
- Bracke Manufacturing, LLC 
=) PO Box 12319 


BRACKE Newport Beach, Ca 92658 


www.brackemfg.com 
sales@brackemfg.com 


LC Male to LC Male 


MCX Plug Right Angle to MCX 
= Plug Right Angle : 


RG142B/U 
Part # BM91693.2* 
50 


RG214/U 
Part # BM91694.2* 


Part# BM91667.22 


Part# BM91695.=> 
() 


Impedance x Impedance 50 Impedance 5 Impedance 50 Impedance 50 

Coax Dia. | _.195” Coax Dia. 425” Coax Dia. 545" Coax Dia. | .100” Coax Dia. 072” | Goax Dias Pie af 05% 2 | 

# of Shields 2 # of Shields 2 # of Shields 2 # of Shields 1 # of Shields 1 #ofShields | 1 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


$225.00 | $211.50 12 
$229.20 | $215.45 
$233.40 | $219.40 
$237.60 
$241.80 | $227.29 


$246.00 | $231.24 


24 | $221.80 | $208.49 
36 | $223.60 | $210.18 


48 | $225.40 | $211.88 
60 | $227.20 | $213.57 
72 | $229.00 | $215.26 


$23.00 
$23.24 | $21.85 
$23.48 | $22.07 
$23.72 | $22.30 
50 | $23.96 | $22.52 
72 | $24.20 | $22.75 


Replace ** with ANY 
length in Inches 


| 48 | $27.60 | $25.94 | 
60 | $28.80 | $27.07 
72 | $30.00 | $28.20 
Replace £* with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


RG196A/U 


# BM91668.2= 


Impedance 


Impedance Impedance 


Impedance Impedance 50 50 | Impedance | 50 
Coax Dia. 870" Coax Dia. | .390" Coax Dia. 195" Coax Dia. 072” Coax Dia. 102" 
# of Shields 1 # of Shields 2 # of Shields 2 # of Shields 1 # of Shields #ofShields [ 2 | 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
| 12 | $280.00 [$263.20 | | 12 $220.00 | $206.80 $24.00 
| 24 | $288.40 | $271.10 | | 24 | $239.60 $223.60 | $210.18 $24.96 
36 | $249.20 | $227.20 | $213.57 $25.92 | $24.36 


36 | $296.80 $278.99 
48 | $305.20 | $286.89 
60 | $313.60 | $294.78 
72 | $322.00 | $302.68 
length in Inches 
MCX Plug to MCX Plug 
Right Angle 


$230.80 | $216.95 
$234.40 | $220.34 
$238.00 | $223.72 


48 | $258.80 
60 | $268.40 
72 | $278.00 


$243.27 
$252.30 


$26.88 | $25.27 
60 | $27.84 | $26.17 


$28.80 | $27.07 


Replace ** with ANY 
length in Inches 


Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches 


RG178B/U G188A/U 


Pat# BMQ1661.2% Part# Bl Z 
impedance | 50 


impedance ia 50 impedance 50 impedance , j 
Coax Dia. 100” Coax Dia. 072" Coax Dia. 105" Coax Dia. | CoaxDia. | 105" | 
# of Shields 1 # of Shields 1 # of Shields 1 # of Shields # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


Inches 1-24 25-49 
$20.68 12 


$20.91 24 
$22.48 36 
48 | $22.72 48 
60 | $22.96 60 
$23.20 72 


$23.00 | $21.62 


12 | $21.00 | $19. | 12 | $22.00 | $20.68 | 
| $23.20 | $21.81 | 


24 | $21.24 


36 | $21.48 
48 | $21.72 | $25.60 | $24.06 | 
60_| $21.96 | $20. 
72 | $22.20 | $20. |_ $24.40 | $22.94 | | 72 | $28.00 | $26.32 | 


Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches 


_- RG316/U 


Part# BM91658.2% 


RG196A/U 


Part# BM916 


Part¢# BM 


Part 


impedance ite ; Impedance 50 impedance jks ene Impedance mcs impedance Fimpedance | 50 

Coax Dia. 072” Coax Dia. 102” Coax Dia. 114" Coax Dia. 072” Coax Dia. 102” ! wGoax Diasule: >) S4aes | 

# of Shields 1 # of Shields 1 # of Shields 2 # of Shields 1 # of Shields 1 #ofShields [| 2 | 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 


Inches 1-24 25-49 


12 


$25.60 | $24.06 
$26.80 | $25.19 
$28.00 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 
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Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches 


wa Bracke Manufacturing, LLC 
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MHV Male to MHV Male 


(2 = 


RG142B/U 
414 


RG223/U 


Part# BM91110.2 


RG213/U 
Part # BM91115.** | |pat# BM91116.=* 
ee ae 
nches 1-24 25-49 
12 $48.00 | $45.12 12 
24 | $48.96 | $46.02 || 24 
$49.92 36 
48 
60 
72 


Replace ** with ANY 
length in Inches 


| Impedance _| 
# of Shields 
Inches 1-24 25-49 


0ax Via. 1, 2 1 OO anna 
#ofShields | 7 | 
Inches 1-24 25-49 


| $35.24 | $33.13 | 
| 36_| $38.48 | $36.17 
| 48 | $41.72 | $39.22 | 


Fao | $4496 | $42.26 | 
72 | $48.20 | $4531 | 


Replace ** with ANY 
length in Inches 


$40.96 | $38.50 
$41.20 | $38.73 
Replace ** with ANY 
length in Inches 


72 


Replace ** with ANY 
length in Inches 


RG62A/U RG8A/U 


| Impedance | 50 _—_—«|'|_Impedance | 50 ~—«|'|_ Impedance | 50 _—*|’:‘|_ Impedance Impedance 93 Impedance 52 
~ | CoaxDia. [| 390" | Coax Dia. 242” Coax Dia. 242" Coax Dia. 405" 
' | #ofShields | =-2 ~—_—*i|:*|_ # of Shields # of Shields # of Shields #ofShields | 1 + _'| _[ #of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


| $35.60 | $33.46 | 


24 | $32.24 
36 | $32.48 | $30.53 
48 | $32.72 | $30.76 
| 72 | $33.20 | $31.21 | 
Replace ** with ANY | | Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


Mini UHF Male to Mini UHF Male UHF Male to UHF Male 


12 | $24.00 | $22.56 | | 12 | $48.00 | $45.12 
$24.60 | $23.12 | | 24 | $48.96 | $46.02 
36 | $24.96 | $23.46 36 

48 | $25.44 | $23.91| | 48 | 


RG223/U 
Parts BM a 


impedance 50 
Coax Dia. PRiib 
# of Shields 2 


Inches 1-24 25-49 


Impedance 


50 
Coax Dia. 211” 
# of Shields 2 


Inches 1-24 25-49 


Coax Dia. 405" 
# of Shields 1 
Inches 1-24 25-49 


0. ie 
Impedance 
Coax Dia. 
# of Shields 


Inches 1-24 25-49 


Impedance 
Coax Dia. 
# of Shields 


Inches 1-24 25-49 


| 12 | $1400 | $13.16 | | 12 | $16.00 | 12 

| 24 | $15.20 | 24 | $16.20 24 | $19.96 | $18.76 | | 24 | $16.20 

| 36 | $16.40 | $15.42 | | 36 | $17.40 36 | $20.92 | $19.66 | | 36 | $17.40 

| 48 | $17.60 | $16.54 || 48 | $18.60 | $21.88 | $20.57 | | 48 $18.60 ! $17.48 
60 | $19.80 60 60 | $19.80 | $18.61 


60 | $18.80 | $17.67 
72 | $20.00 | $18.80 


72 | $21.00 72 72 | $21.00 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 


Impedance 50 1 [imp edance _ 50. IL. Impedance | a Bey: el Impedance 
Coax Dia. 195” Coax Dia. Coax Dia. 242” Coax Dia. 
# of Shields 2 # of Shields # of Shields # of Shields 


nches 1-24 25-49 Inches 1-24 25-49 nches 1-24 25-49 


$13.16 
| $14.24 | $13.39 


pe 
rar ae 
| 48 | $28. $13.84 ‘ : , 
| 60 | $32. $14.96 | $14.06 60 | $15.92 | $14.96 | | 60 | $22.84 | $21.47 
’ : $15.20 72 72 | $23.80 | $22.37 
Replace ** with ANY Replace ** with ANY ||| Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


™ 
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MMCX Plug to MMCX Plug 


MMCX Plug to MMCX Plug 
Right Angle eS 


eS 
iiese. 


RG 


RG188A/U RG188A/U 


Pat# BM91124.™* | |pat# BM91123 art# BM91669.> 916 
Impedance 50 Impedance 50 Impedance 50 Impedance 50 | Impedance | 50 _| | Impedance | 50 si 
Coax Dia. .100” Coax Dia. 072” Coax Dia. _| 105” Coax Dia. 100” Coax Dia. * 072"... | Coat Dia, 105" 
| #ofShields | __ 1 ~—_—*«|’:'|_ # of Shields 1 # of Shields 1 # of Shields 1 #ofShields | __-1_—_—idys*|_: # of Shields 
25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 — 25-49 


12 $21.00 12 $23.00 | $21.62 | | 12 | $23.00 | $21.62 | 
sea | tae 24 | $24.20 | $22.75 | 
$23.40 | $22.00 |}| 36 $23.96 | 36 | $25.40 | $23.88 | 

48 | $24.60 | $23.12 ||| 48 $24.44 | $22.97 


| 48 | $26.60 | $25.00 | 
| 60 | $27.80 | $26.13 | 
| 72 | $29.00 | $27.26 | 


Replace ** with ANY 
length in Inches 


60 | $25.80 
$27.00 


$25.40 | $23.88 


Replace £* with ANY 
length in Inches 
RG188-Double 


Part# BMQ1619.2% 


RG196A/U 


Part # BM91673.2* 


RG316/U 


Imp ao 50 impedance 50 Impedance 50 Impedance 50 pe 
Coax Dia. 118” Coax Dia. 072” Coax Dia. 102” Coax Dia. O72. ia. 
# of Shields 1 # of Shields 1 # of Shields 1 #ofShields | 1 | | #ofShields [| 2 | 


|_# of Shields _| 2 
Inches 1-24 25-49 1-24 25-49 | |Inches 1-24 _* 25-49 


Inches Inches 1-24 25-49 Inches 1-24 25-49 


$22.00 | $20.68 12 | $21.00 | $19.74 |}] 12 | $23.00 | $21.62 | | 12 | $23.90 2 | sea | a 

$23.92 | $22.48 $22.20 | $20.87 $23.96 | $22.52 | 24 | 

$25.84 | $24.29 36 | 36 | $25.40 | $23.88 | { 36 | $26.84 | $25.23 | 

$27.76 | $26.09 48 | $24.60 - 48 | 48 | $26.60 | $25.00 | | 48 | $28.76 | $27.03 | 

$29.68 | $27.90 | 60. | $27.80 | $26.13 | | 60 | $30.68 | $28.84 | 
$31.60 | $29.70 | 72 | $32.60 | $30.64 | 


MMCX Plug Right Angle to 
MMCX Plug Right Angle 


length in Inches length in Inches 
SSMA Male Right Angle to 
SSMA Male Right Angle 


Partt# BM91 


Coax Dia 
#ofShields [| 1 
Inches 1-24 25-49 


RG188A/U 


poe 


#ofShields [ 1 
Inches 1-24 25-49 


Inches 1-24 25-49 


$ 
# of Shields 1 
nches 1-24 25-49 


| #of Shields | 1 
Inches 1-24 25-49 


12 | $26.00 | $24.44 12 | $36.00 | $33.84 | 
| 24 | $26.48 | $24.89 24 | $36.48 | $34.29 | 


$26.96 | $25.34 36 | $36.96 


| 48 | $27.44 | $25.79 ; 48 ae 88 
| 60 | $27.92 | $26.24 80 | $26.95 ||| 60 60 | $37.92 | $35.64 | 
72 72_| $28.40 72 | 72 | $36.20 | $34.03.| |_72 | $38.40 | $36.10 | 
Replace ** with ANY | | Replace ** with ANY | | Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length.in Inches length in Inches length in Inches 


Part# B 


Part# BM9159 


Impedance —— |_Impedance_| 50 Impedance | 50 
Coax Dia. Coax Dia. 072” Coax Dia. | .102” | 
| #of Shields | 2} |_ # of Shields 1 #ofShields [1 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
$26,00 | $24.44 12 $32.90 


| 24 | $26.96 | $25.34 
| 36 | $27.92 | $26.24 | 
ra eae on 
| 60 | $29.84 | $28.05 

| 72 | 


Replace x* with ANY Replace *% with ANY 
length in Inches length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 
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Te nC ccc c ccc ccc cnn a ee sla 


} 


: 


SSMA Male to SSMA Male SSMA Male to SSMA Male 
| : Right Angle 


RG178B/U 


: | 1 _BMg Part# BM91588."~ 
| Impedance | 50 | | Impedance | 50 | | Impedance | 50 ||| Impedance impedance | 50 | | Impedance | 50__| 
F Coax Dia | 100" _| T Coax Dia | 105" |] | Coax Dia. Coax Dia. | 072" 


# of Shields 1 
Inches. 1-24 25-49 


#ofShields | 1. J 
Inches 1-24 25-49 


12 | $37.00 | $34.78 
24 | $38.20 | $35.91 


$37.04 


#ofShields | 1 | 
nches 1-24 25-49 


$33.00 | $31.02 
$34.20 | $32.15 


#ofShields | 5 1 J 
Inches 1-24 25-49 


|_# of Shields [ 1 
Inches 1-24 _25-49 


#ofShields | 1 J 
nches 1-24 25-49 


$34.00 | $31.96 
$34.48 | $32.41 


$34.96 | $32.86 


8 
s 


8 
8 
B/3/8 
rad bel be 
SIs}5 


$37.24 | $35.01 
$37.48 | $35.23 


Ff 
& 
eS 
toe) 


: 48 | $35.44 | $33.31 || 48 | $36.60 $37.72 | $35.46 | 48 | $40.60 | $38.16 
| $33.96 | 60 | $35.92 | $33.76 | | 60 | $37.80 $37.96 | 60 | $41.80.| $39.29 | 
| $34.20 | | 72 | $36.40 | $34.22 | $38.20 | 72 | $43.00 | $40.42 | 


Replace * with ANY 
length in Inches 


RG196A/U 


Replace ** with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 


length in Inches length in Inches length in Inches 
RG316/U RG316-Double RG196A/U RG316/U 


78. 1580.22 ||Ipat# BM91589.24 | [part # = 


art # BM91585.2* 


| Impedance 50 impedance | 50 ; Impedance 50 impedance 50 Impedance 50 

Coax Dia. 102” Coax Dia. | 114" Coax Dia. .072” Coax Dia. 102" Coax Dia. 114” 
# of Shields 1 # of Shields 2 # of Shields 1 # of Shields 1 # of Shields 2 

Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


| 12 | $33.00 | $31.02 | | 12 | $36.00 | $33.64 | | 12 | $37.00 | $34.78 | 
2 Se $32.15 $37.92 24 | $48.96 | $46.02 | | 24 | $38.20 | $35.91 || 24 | $41.92 | $39.40 
| 36 | $36.40 | $33.28 | | 36 | $39.84 36 | $49.92 | $46.92 | | 36 | $39.40 | $37.04] | 36 | $43.84 | $41.21 
| 48 | $36.60 | $34.40|| 48 | 48 | | 48 | $45.76 | $43.01 | 
| 60 | $37.80 | $3553 | | 60 $47.68 
72 


$51.84 | $48.73 


$49.60 | $46.62 | 
Replace * with ANY Replace x* with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace #* with ANY 
length in Inches length in Inches ‘length in Inches length in Inches length in Inches length in Inches 


N Male to N Male Right Angle 


ON 
rate 


ee 


Y 
D 


RG393/U 


# BM9121 


"Impedance | 50. 
Coax Dia. 390" 
# of Shields 2 


Inches 1-24 25-49 


| 12 | $42.00 | $39.48 | 


$51.60 
$61.20 


| #ofShields [2 
nches = 1-24 25-49 


12 | $41.00 | $38.54 
sna 
48 | $53.60 | $50.38 
60 


72 | $62.00 | $58.28 


Replace ** with ANY 
length in Inches 


Coax Dia. 
#ofShields | 2 ‘| 


24 

36 | $42.20 

48 | $45.80 

60 | $49.40 

| 72 | 153.00 | $49.82 | 
length in Inches 
RG8A/U 

Part# BM9121 


Impedance 


| CoaxDia. [| .405" | 
| #ofShields [1 | 
Inches 1-24 25-49 


| $34.96 | $32.86 | 


| 24 | 

| 36 | $35.92 | $33.76 
| 48 | $36.88 | $34.67 
| 60 | $37.84 | $35.57 
$38.80 | $36.47 
Replace ** with ANY 

length in Inches 

G402/U 
2. 


Impedance 50 
Coax Dia. 211" 
# of Shields 2 


Inches 1-24 25-49 


Replace ** with ANY 
length in Inches 


RG405/U 


Pat # BM91601.** 


Replace ** with ANY 
length in Inches 


Impedance 50. impedance 50 
Coax Dia. 141” Coax Dia. .085” Coax Dia. 195" Coax Dia. 405” 
# of Shields 1 # of Shields 1 # of Shields 1 # of Shields 4 


1-24 Inches 1-24 25-49 1-24 


12.| $32.00 | $30.08 
24 | $32.24 | $30.31 
36 | $32.48 | $30.53 
$32.96 | $30.98 


Replace x* with ANY 
length in Inches 
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Inches 


24 | $40.96 
36 | $41.92 | $39.40 
48 | $42.88 
60 | $43.84 | $41.21 
| 72 | $44.80 | $42.11 | 


Replace ** with ANY 
length in Inches 


www.brackemfg.com 
sales@brackemfg.com 


Inches 1-24 25-49 

$30.08 
$32.90 
$35.72 
$38.54 


Inches 


60 | $51.20 | $48.13 
72 | $56.00 | $52.64 


Replace ** with ANY 
length in Inches 


$50.00 | $47.00 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


PO Box 12319 
BRACKE Newport Beach, Ca 92658 


N Male to BS Male 


Impedance 


impedance | _ | impedance | 50 | | Impedance | 50 | | Impedance 
Coax Dia. 100” Coax Dia. 072” Coax Dia. 105”, Coax Dia. ia. 
# of Shields 1 peor hie 


| CoaxDia. | 405" | 
# of Shields #ofShields | 1 | 


Inches 1-24 25-49 


# of Shields 1 
Inches 1-24 25-49 


12 


# of Shields 
nches 1-24 25-49 


Inches 1-24 25-49 


12 | $28.00 | $26.32 
$29.20 | $27.45 


Ww 
© 
o 
DS} 
8 
Bal 
a 
i) 


8 
= 
s 
" 
A 
a 
Ls 


£| 
L--) 
g 
& 


g 
= 
® 


$39.33 


72 


Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 


RG217/U 


RG393/U 
aE 


Partt# BM91631 


RG218/U 
16 


Impedance | 50 Impedance 50 Impedance ‘impedance - 

Coax Dia. 425” Coax Dia. 545” Coax Dia. 870” Coax Dia. 4 tbe Coax Dia. -102” 

# of Shields 2 # of Shields 2 # of Shields 1 # of Shields 2 # of Shields 1 

Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 

12 | 12 | $28.00 | $26.32 | 
24 24 
36 $28.58 
48 $29.70 
60 | $47.20 i 


60 | $32.80 | $30.83. 

72 | $34.00 | $31.96 

Replace ** with ANY 
length in Inches 


72 


Replace ** with ANY 
length in Inches 


RG400/U 


M91186.2% 


7 


2 | $49.00 
Replace ** with ANY 
length in Inches 
RG401/U 
p 198.28 


M91198 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


teers Cassa | —250"—| | Gena | av | Sebe | —250—| “ease tae] | ea 

# of Shields 2 # of Shields 1 #ofShields [1 #ofShields | 1 | | #ofShieds | 1 
Inches _1-24 25-49 | [Inches 1-24 _25-49 | |Inches 1-24 25-49 | |inches 1-24 25-49 | linches 1-24 25-49 

12 12 $58.00 | $54.52 | | 12 | $58.00 | $54.52 | 12 | $39.00 | $36.66 | 

24 He $67.60 $67.60 $41.60 | $39.10 | | 24 | $43.20 | $40.61 | 

36 | 36 _| $45.20 | 36 | $47.40 | $44.56 | 

48 48 $45.87 $51.60 | $48.50 | 

60 60 | $52.40 | $49.26 | | 60 | $55.80 | $52.45 | 

72 72 | $56.00 | $5264 || 72 | $60.00 | $56.40 | 
Replace * with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace #* with ANY 

length in Inches length in Inches length in Inches length in Inches 


length in Inches 


RG402-Flex 


RG405/U 


RG405-Flex 


Sen Die Coa rie] (Gen be ee Flex | 105 Gee Di | ae 
# of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 #ofShields | 1s] | #ofShields | 1s 
Inches 1-24 25-49 nches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
| 12 | $39.00 | $36.66 | | 12 | $40.00 | 12 
24 | $44.20 | 
36 | $48.40 


48 | $52.60 


[60 | $56.00 | $59.30 
[72 | $61.00 | $57.34 | 


Replace ** with ANY 
length in Inches 


60 | $51.00 | $47.94 


Replace ** with ANY 
length in Inches 


| 72 | $63.00 | $59.22 | 


Replace ** with ANY 
length in Inches 


72 | $64.00 | $60.16 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


TM. 
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é 


N Female to N Male 


RG174A/U RG188A/U RG188-Double RG196A/U 
M9116 t# BMY Par * | |Part# BM91626.** 
| Impedance | 50 _| | Impedance 50 Impedance 50 50 Impedance 50 Impedance 
Coax Dia. | 195" | | Coax Dia. 100” Coax Dia. | _.072” Coax Dia. 105” Coax Dia. | .118” Coax Dia. 
| #ofShields | = 2 _—i|_:{_#of Shields 1 # of Shields 1 # of Shields 1 # of Shields 2 # of Shields 1 
Inches 1-24 25-49 Inches 1-24 25-49 
12 | $31.00 | $29.14 12 12 $32.90 
24 | $28.24 | $26.55 || 24 | $31.24 | $29.37 24 24 $34.70 
| 36 | $31.48 | $29.59 | 36 | $32.40 36 | $38.84 | $36.51 
| 48 | $34.72 | $32.64 | 48 48 | $33.60 48 | $40.76 | $38.31 
| 60 | $37.96 | $35.68 | 60 60 | $34.80 60 | $42.68 | $40.12 | | 60 
| 72 | $41.20 | $38.73 | 72 72 72 | $44.60 | $41.92} | 72 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Repla 
length in Inches length in Inches length in Inches length in Inches length in Inches len 


RG213/U 


91170." " 


~_Imped 


ped T 50 | | Impedance | bt5D 8 i “Impedance | _ impedance 50 - 
| CoaxDia. | 405" | | Coax Dia. 425” _ _ Coax Dia. aL Coax Dia. | — .102” CoaxDia. | —.114” Coax Dia. .390” 
# of Shields 2 # of Shields 2 # of Shields 1 # of Shields 2 # of Shields 2 
Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
| 12 | $31.00 | $29.14 | $24.00 | $22.56 | | 12 12 
| 24 | $31.96 | $30.04 $25.20 j $23.69 | | 24 
| 36 | $32.92 | $30.94 $26.40 | $24.82 | | 36 
| 48 | $33.88 | $31.85 | $27.60 | $25.94 | | 48 
| 60 | $34.84 | $32.75 $28.80 | $27.07 | | 60 60 
| 72 | $35.80 | $33.65 | 72 | $30.00 72 72 
Replace *# with ANY | | Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 


RG400/U 
Ne 5 | Part # 


Impedance 50 Impedance a ='50 Impedance Be 50vG! 5 ae 
Coax Dia. | _.250”_ Coax Dia. <5250" Coax Dia. 141” Coax Dia. 141” 
# of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 

Inches 1-24 25-49 Inches 1-24 25-49 | |inches 1-24 25-49 

12 : 12 12 $39.48 

$65.60 | $61.66 24 24 $43.43 

$75.20 | $70.69 36 36 ; $47.38 
$84.80 | $79.71 48 48 
$88.74 60 60 

72 72 72 72 72 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace x* with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 


RG58C/U RG8A/U 


Coax Dia. 
# of Shields 


nches 1-24 


NY) > 
8/8/8 
8 
g 


8 


at 
3/8 
REE 


Pat # BM91182.** | |pant# BM9 Pat# BM91168.2% 


% 
bal Impedance _| “E ‘Impeda | ‘is 50 Impedance era impedance i ~ 50 z Impedance ; Ww Impedance 
ee a ia. = 085” - Coax Dia. 085" Coax Dia. .085” cea Dia. Coax Dia. | — .405” 
| #ofShields | 1 ~—_—s«|:~ |: #of Shields 1 # of Shields # of Shields 1 # of Shields i a # of Shields 1 
1-24 25-49 | |inches 1-24 Inches 1-24 25-49 | [inches 1-24 25-49 | |inches 1-24 25-49 

12 

24 | $24.24 

36 $24.48 

48 | $24.72 

60 | $24.96 

72 72 


Replace * with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 


Phone 949.756.1600 


TM 
=) Bracke Manufacturing, LLC 
Fax 949.756.1601 


PO Box 12319 
BRACKE Newport Beach, Ca 92658 


www.brackemfg.com 
sales@brackemfg.com 


RG142B/U 


ck 


RG174A/U 
impedance 50 
Coax Dia. 100” 

# of Shields 1 


__RG178B/U 


Part # BM916 


Impedance 50 
Coax Dia. 072" 
# of Shields 1 


__RG188A/U _ 
BM91137.4* 


Impedance 50 


RG188-Double 
Part # 


Impedance 


Coax Dia, 195” Coax Dia. 105" Coax Dia. Coax Dia. 
# of Shields 2 


# of Shields 2 
Inches 1-24 25-49 


$26.00 | $24.44 
| 24 | $29.24 | $27.49 
$35.72 | $33.58 
$38.96 | $36.62 


Replace ** with ANY 
length in Inches 
RG213/U 


1139.%% 
Impedance 50 
Coax Dia. 405” 
# of Shields 1 
$32.00 | $30.08 
$32.96 | $30.98 


# of Shields 1 


Inches 1-24 25-49 


# of Shields 
Inches 1-24 25-49 


Inches 1-24 25-49 Inches 1-24 25-49 


Inches 1-24 25-49 


Replace ** with ANY 
length in Inches 


RG316/U 
ery 


impedance ~ Impedance. 50. | {Impedance 50 
Coax Dia. | Coax Dia 211" Coax Dia. 102” | CoaxDia. | 390" | 
# of Shields # of Shields 2 # of Shields 1 #ofShields [ 2 J 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 | $34.00 | $31.96 12 


24 | $38.20 | $35.91 | | 24 | $28.20 $35.20 

$33.92 | $31.88 | | 36 36 | $29.40 | $27.64 $36.40 

48 | $34.88 | $32.79| | 48 #4 $30.60 | $28.76 $37.60 
$35.84 | $33.69 | | 60 60 | $31.80 | $29.89 

72 $34.59 | | 72 $33.00 | $31.02 $40.00 


Replace ** with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace #* with ANY 
length in Inches 


RG400/U _RG402-Alum 
34 Pad ie 


Impedance 0 Impedance Impedance 50 Impedance 
2 


Coax Dia. 195 Coax Dia. .250” ia. { Coax Dia. 250” Coax Dia. 
# of Shields # of Shields # of Shields 1 # of Shields 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 $42.00 | $39.48 
24 | $45.60 | $42.86 | 
36 : 


| $65.60 
$75.20 | $70.69 
$84.80 63 || 48 | $5460 | $51.22 | 
$94.40 $58.80 
72 | 72 | $63.00 | $59.22 | 


Replace ** with ANY Replace x* with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 


RG405-Flex 


BM91149.* | lpat# BM91150.% | |par | lpat# BM 


mpedance 50 Impedance 50 | Impedance |... 50 —_| | Impedance 50 Impedance 
Coax Dia. 141” Coax Dia. .085”" 085” Coax Dia. 085” Coax Dia. 
# of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 

nches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 1-24 25-49 Inches 1-24 25-49 


12 12 | $40.00 |’ $37. 12 | $26.00 
24 ’ . 24 | $44.20 ; 24 | $26.24 | $24.67 | 
36 36 


36 
48 
60 
72 


Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 


TM 


“ Bracke Manufacturing, LLC 
=) PO Box 12319 


BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


40 


www.brackemfg.com 
sales@brackemfg.com 


RG400/U 


RG142B/U || RG213/U || ~=RG214/U RG223/U RG393/U 


N Part# BN i ; Part # 6 
| Impedance | 50 | '|_ Impedance | i impédance impedance 50 Impedance | _—50 Impedance 50 
Coax Dia. | 405" Coax Dia. _ Coax Dia. its Coax Dia. .390” Coax Dia. | .195” 
# of Shields # of Shields # of Shields # of Shields 2 # of Shields 2 # of Shields 2 


Inches 1-24 25-49 Inches 1-24 Inches 1-24 Inches 1-24 25-49 
_ $45.00 
$49.20 
36 | $53.40 


1-24 25-49 
$46.00 | $43.24 
$55.60 | $52.26 
$65.20 | $61.29 


Inches Inches 1-24 25-49 


length in Inches length in Inches length in Inches 


‘$4 48 | $57.60 $74.80 | $70.31 
i $61.80_ v $84.40 | $79.34 
72 | 72 | $66.00 72 | $41.00 | $38.54 || 72 | $94.00 | $88.36 00 | $50.7 
Replace #* with ANY | | Replace ** with ANY | | Replace x* with ANY 
length in Inches length in Inches length in Inches 


| Redo || RG402/U 


RG402-Flex 
BM91600.22 


RG405/U RG58C/U ___RG8A/U 


6 Pat? BM9159 ; BM91 Pant BM91157.2% 


: Impedance | 50 Impedance | 50 | | Impedance | 50 
| Coax Dia._| Coax Dia. CoaxDia. | _.141 Coax Dia. .085”" Coax Dia. | 195” 
#ofShields | 4 ~—_—*i«|:*|_ #of Shields # of Shields 1 # of Shields 1 # of Shields 1 1 
inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


| 12 | $40.00 | $37.60 10.0 7.60 | | 12 | $35.00 | $32.90 $46.00 | $43.24 
| 24 | $57.6 a | 24 | $43.60 | $40.98 $43.00 | $40.42 | | 24 | $35.24 Saab $46.96 | $44.14 
| 36 | $67. | 36 | $47.20 | $44.37 $46.00 | $43.24 $36.48 | $33.35 $47.92 | $45.04 
| 48 $50.80 | $47.75 $49.00 | $46.06 a $33.58 $48.88 

60 | $54.40 | $51.14 $52.00 | $48.88 $35.96 | $33.80 $49.84 


$58.00 | $54.52 $36.20 | $34.03 


$50.80 


Replace x* with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace * with ANY 
length in Inches , length in Inches length in Inches length in Inches length in Inches 


N Male Right Angle to N Male Right Angle 


RG142B/U RG213/U 


oases = soho 


RG214/U RG223/U 


1.4| [pate 6M91216.** 


| Impedance | 50 _‘| | _Impedance BS Impedance 50 Impedance 50 _ 
Coax Dia. | .405” Coax Dia. 425" Coax Dia. 211" 
#ofShields | 2 |: |_ # of Shields 1 # of Shields 2 # of Shields 2 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


impedance 
_ Coax Dia 
# of Shields 


i 50 oa Impedance | _—‘50 
..390” Coax Dia. .195” 
2 # of Shields 2 


Inches 1-24 25-49 


12 | $9000 | $96.66 $50.00 12 | §5100 12 | $99.00 

| 24 | $42.24 | $39.71 $54.20 | $50.95 | | 24 Ear $56.96 | | 24 | $42.60 

| 36 | $45.48 $58.40 | $54.90 | | 36 36 | $70.20 | $65.99 | | 36 | $46.20 

| 48 | $48.72 | $45.80 | $62.60 | $58.84 48 | $79.80 | $75.01|| 48 | $49.80 

| 60 | $51.96 | $48.84 | $66.80 | $62.79 60 [ses $84.04 | | 60 | $53.40 

$55.20 72 | $71.00 | $66.74 72 | $99.00 | $93.06 | | 72 | $57.00 
Replace ** with ANY Replace x* with ANY 


Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 
| RG4O1U RG402/U RG402-Flex RG405/U 


Pe 29.2 | Ipat# BM91606.2* 


ance Impedance | _ 50 Impedance OQ r'< impedance 50 4. Impedance BOr5 Impedance | 
i Coax Dia. Ye Coax Dia. 141" | Coax Dia. .085” Coax Dia. S196". Coax Dia. | _.405” 
| #ofShields | 1  _—'|_'|_#of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 


# of 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


length in Inches 


length in Inches 


Mi91605.22 


$56.40 $38.00 | $35.72 | | 12 | $38.00 | $35.72 “| $38.00 | $35.72 
$41.60 | $39.10 $38.24 | $35.95 


$45.20 
$48.80 
$52.40 


$42.49 
$45.87 
$49.26 


$35.72 
$38.54 
$41.36 


24 | $42.80 | $40.23 
} 36 | $47.60 | $44.74 
$83.47 48 | $52.40 | $49.26 
$92.50 60 | $57.20 | $53.77 
| 72 | $108.00 | $101.52 | 72 | $62.00 | $58.28 | $39.20 | $36.85 ’ 
Replace ** with ANY Replace ** with ANY Replace * with ANY Replace * with ANY Replace x* with ANY Replace * with ANY 
length in inches length in Inches length in Inches length in Inches length in Inches length in Inches 
TM. 
os Bracke Manufacturing, LLC 
ey PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


Part# BM91227.%% 


Impedance 50 
Coax Dia. 195” 
# of Shields 2 
Inches 1-24 25-49 


12 


_Impedance | 50 
_ Coax Dia. 


Inches 


# of Shields 
1-24 


SC Male to SC Male 


XY 
XW 

., 
XK 


‘ 
xe 
x> 


OK 
OO 
QQ 


So 


x> 


6 


2, 


?, 
x 


DS? 


> 
ne, 

(O 
(O) 

x 


4 
4, 


) 
?, 
(x 


) 


Impedance 


~ Impedance | 
| Coax Dia. | 
# of Shields 

Inches 1-24 25-49 


$136.00 |$126.90 


_ $89.24 | $83.89 


“| $89.40 


$92.48 | $86.93 
$95.72 | $89.98 


$82.61 


$93.60 


$87.98 


$84.04 


[$136.20 
$136.60 
$140.40 


$128.59 
$130.28 
pie. 


Coax Dia. 
# of Shields 
Inches nches 1-24 25-49 


$79.90 
24 | $188.40 $81.03 
$82.16 


$98.96 | $93.02 


$87.88 
$88.84 | $83.51 


$97.80 


$91,93 * 


$142.20 | $133.67 


$102.20 | $96.07 


Replace ** with ANY 
length in Inches 


Part # BM! 
Impedance 


$89.80 | $84.41 


Replace ** with ANY 
length in Inches 


RG400/U 
Part# BM91230.%* 


Impedance 


72 $95.88 


Replace ** with ANY 
length in Inches 


RG55B/U 


Part # BM91713.2% 


Impedance | 53.5 | 


$135.36 


Impedance |” 


Coax Dia. 


Coax Dia. 


_ Coax Dia. 


200" 


Replace ** with ANY 
length in Inches 


Coax Dia. 


# of Shields 


Inches 1-24 25-49 


12 


pou a 
195" 
# of Shields 2 


$89.86 


Inches 


# of Shields | _ 2 
1-24 25-49 


$87.20 | $81.97 


# of Shields 


Inches 1-24 25-49 
12 


impedance | 52) ech support 

Se eee Lae iti 
Inches 1-24 25-49 IS waiting to 
$79.°0 | answer your 


$98.89 


| $114.80 | $107.91 


[$124.40 | $116.94 


$88.40 | $83.10 


$80.80 


$89.60 | $64.22 
$90.80 | $85.35 


72 $125.96 


Replace ** with ANY 
length in Inches 


RG174A/U 
Part# BM91243.22 


_ Impedance 50 


$92.00 | $86.48 


Replace ** with ANY 
length in Inches 


RG188A/U 


RG213/U 


* 


Impedance _ 


Coax Dia. | 100" 


impedance 
Coax Dia. 
# of Shields 


nches 1-24 


# of Shields 5 Sa 


nches 1-24 25-49 


12 | $65.00 | $61.10 


Coax Dia 


questions at 


$82.61 
(949)756-1600. 


Replace ** with ANY 
length in Inches 


imped lance 
Coax Dia. 


# of Shields 


# of Shields 
Inches 1-24 25-49 


$63.00 | $59.22 


$65.24 | $61.33 


$64.48 | $60.61 
$67.72 | $63.66 


$61.24 $57.57. 


$65.48 | $61.55 _ 
$65.72 


| ser.20 | $63.17 | | 24 | $50.20 | $55.65 | 


$70.96 | $66.70 


$65.96 


72 |. $74.20 | $69.75 


Replace ** with ANY 
length in Inches 


RG316/U 


72 | $66.20 


Replace ** with ANY 
length in Inches 


” 


Impedance 


Replace ** with ANY 
length in Inches 


Impedance | 


Impedance _ 


Replace x* with ANY 
length in Inches 


Impedance 


Coax Dia. 


Coax Dia. 


Coax Dia. _ 


Coax Dia. 


~ Impedance sa 50 ; 
Coax Dia. 102” 

# of Shields 1 

Inches: 1-24 25-49 


12 |: $65.00 | $61.10 


Inches 


# of Shields 
1-24 25-49 


# of Shields 


“$58.00 | $54.52 


# of Shields 


$61.60 | $57.90 


# of Shields 
Inches 1-24 


12) 


- $65.00 
$74.60 | $70.12 
$84.20 | $79.15 


36 | $65.20 


$61.29 


$66.20 | $62.23 
$67.40 | $63.36 
$68.60 | $64.48 


$88.17 


48 | $68.80 


$64.67 


$69.80 | $65.61 


60 | $72.40 | $68.06 


$66.74 


Replace x* with ANY 
length in. Inches 


72 | $113.00 | $106.22 


Replace <* with ANY 
length in Inches 


PO Box 12319 


$76.00 


Replace ** with ANY 
length in Inches 


=) Bracke Manufacturing, LLC 


BRACKE 


Newport Beach, Ca 92658 


Replace ** with ANY 
length in Inches 


Phone 949.756.1600 
949.756.1601 


Fax 


42 


Replace ** with ANY 
length in Inches 


www.brackemfg.com 
sales@brackemfg.com 


SMB Plug Right Angle to SMB Plug Right Angle 


RG142B/U 


RG223/U 


Pat# BMQ1423.2% 


RG188A/U 


RG178B/U__||__RG188A/U__ 
Part # BM91427.** 


RG196A/U 
Part # BM91425,** 


Part # BM91426.** 


e ' Impedance | Impedance 50 Impedance | 50: ai) Impedance 
Coax Dia. CoaxDia. | 072 Coax Dia. | _.072” Coax Dia. 211" 
#ofShields | 2, si: |_ # of Shields # of Shields 1 # of Shields 1 # of Shields 2 


Inches 1-24 25-49 nches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


$28.20 
$29.33 


$31.00 | $29.14 12 | $30.00 
| $34.24 | $32.19 24 | $31.20 


36_| $32.40 
48 $33.60 
60 $32.71 
72 $33.84 
Replace £* with ANY 
length in Inches 


RG58C/U 
Pat# BM91421.=* 


391.58 | 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


| Impedance _| Impedance Impedance _ : , _Impedance | __ "Impedance _ Impedance 50 
| CoaxDia. | — 402" —] |. Coax Dia. Coax Dia -|).-..065".—-| | CoaxDia. |. Coax Dia. __ Coax Dia. 195” 
# of Shields # of Shields 1 # of Shields # of Shields # of Shields 1 
Inches 1-24 25-49 | |inches 1-24 25-49 | inches 1-24 25-49 
He sae | se $31.00 | $29.14 | | 12 | $34.00 | $31.96 $34.00 | $31.96 12 | $30.00 
| 24 | $29.20 | $27.45 $34.60 | $32.52 24 | $37.00 | $34.78 $38.20 | $35.91 24 $30.24 
| 36 | $30.40 | $28.58 | $38.20 | $35.91 | | 36 | $40.00 | $37.60 $42.40 | $39.86 é 36 | $30.48 
$29.70 $41.80 | $39.29| | 48 | $43.00 | $40.42 || 48 | $46.60 | $43.80 | | 48 | $30.72 

60 | $32.80 | $30.83 60 | $45.40 | $42.68 60 | $46.00 | $43.24 60 | $50.80 | $47.75 | | 60 | $53.20 60 | $30.96 
| 72 | $34.00 | $31.96 | $49.00 | $46.06 $49.00 | $46.06 || 72 | $55.00 | $51.70 | | 72 | $58.00 72 | $31.20 

length in Inches length in Inches length in Inches length in Inches length in Inches 


j 


RG142B/U RG174A/U RG188-Double RG223/U 
at# BM91373.~* _BM91375.** | |Pa Part# BM91378.** Part# BM91374.%* 
|_ Impedance _| Impedance | 50 Impedance | 50 Impedance _| 50 |: |_ Impedance Impedance 50 
Coax Dia. 100" CoaxDia. | 105” CoaxDia. | _.118"_ Coax Dia. Coax Dia. 211” 
# of Shields # of Shields 1 # of Shields 1 # of Shields # of Shields # of Shields 2 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 


12 $26.32 


12 | $22.00 | $20.68 $22.00 | $20.68 $23.00 | $21.62. $27.00 
| 24 | $31.24 | $29.37 $22.24 | $20.91 | $23.20 | $21.81 | | $24.92 | $23.42 $28.20 
| 36 | $34.48 | $32.41 | $22.48 | $21.13 | $24.40 | $22.94 | | $2 $29.40 |’ $27.64 
| 48 | $97.72 | $35.46 | | 48 | $22.72 | $21.36 $25.60 eee B | $28.76 | $27.03 $30.60 | $28.76 
| 60 | $40.96 | $38.50 | | 60 $26.80 | $25.19 | | 60 | $30.68 | $28.84 $31.80 | $29.89 


| 72 | $44.20 | $41.55 


Replace ** with ANY 
length in Inches 


$28.00 | $26.32 72 | $32.60 $33.00 


Replace ** with ANY 
length in Inches 


RG405/U 
Patt BM91360.** **| lpat# BM91382.22 


Impedance | 50 Impedance | _50___| | Impedance | 50. _Impedance | _ ne Impedance 
Coax Dia. |  _.114” Coax Dia. _ mgs 2 | Coax Dia. | 085" Coax Dia. | .085" |: |__ Coax Dia. 


# of Shields # of Shields 2 # of Shields 1 # of Shields # of Shields sit 
Inches 1-24 25-49 | inches 1-24 Inches 1-24 25-49 | |inches 1-24 
| 12 | $22.00 | $20.68 | | 12 12 | $26.00 | $24.44 | | 12_ 
| 24 | $23.20 | $21.81 . } } $29.00 t $27.26 | | 24 | $32.80 
ae ae 523 || 36 | s33.09 | | "36 | $32.00 | $30.08 | | 36 | 


Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches 


| $36.4 $35.00 | $32.90 

_60 | $42.40 ; \ $38.00 | $35.72 
Phone 949.756.1600 

Fax 949.756.1601 


$41.00 | $38.54 


www.brackemfg.com 
sales@brackemfg.com 


~ Bracke Manufacturing, LLC 
>) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


bese 


SMB Jack Bulkhead to SMB Plug 


Impedance | Keine pe nce. ie 50 rz Impedance 50 7 im Pei ERT in | 

Coax Dia. Coax Dia. A105” Coax Dia. ee | Coax Die 2Tt = "| 

# of Shields # of Shields # of Shields 1 # of Shields #ofShields | 2 | 

Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 12 12 


50 | | Impedance 50 
Coax Dia. -195” Coax Dia. 100" 
2 1 


$30.08 $26.00 | 12 | $31.00 | $29.14 
24 | $35.24 24 24 | $25.34 | | 24 | $32.20 | $30.27 
36 $26.24 | | 36 | $33.40 | $31.40 

48 88 | $27.15 || 48 | $3460 | $32.52 | 

60 $29.84 | 60 | $36.80 | $33.65 | 


Replace ** with ANY Replace x* with ANY 
length in Inches length in Inches 


RG405/U 


Part # BM91406 


RG405-Alum 


Impedance _ 50 lf impedance : wv. impedance 50 _ 4 Impedance | _—50 
Coax Dia. Ae O2" Coax Dia. | _ Coax Dia. .085" Coax Dia. | .085” ia. 
# of Shields 1 # of Shields 2 # of Shields 1 # of Shields # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 1-24 25-49 


12_| $32.00 | $30.08 | 12 | $34.00 | $31.96 | | 12 | $31.00 | $29.14 | 
24 | $25.20 $35.60 24 | $35.00 | $32.90] | 24 | $38.20 | $35.91| | 24 | $38.80 | $36.47 | $31.24 | $29.37 | 
$26.40 | $24.82 $39.20 | $36.85 | | 36 | $38.00 | $35.72 | | 36 | $42.40 | $39.86 || 36 | $43.609| $40.98 

$27.60 | $25.94 ao $40.23 | | 48 | $41.00 | $38.54 || 48 | $46.60 | $43.80|| 48 | $48.40 | $45.50| | 48 | $31.72 | $29.82 | 

$28.80 | $27.07 $46.40 | $43.62 | | 60 | $44.00 | $41.96 ay $47.75 | | 60 | $53.20 | $50.01 | | 60 | $31.96 

$30.00 | $28.20 $50.00 | $47.00 | | 72 | $47.00 | $44.18 $55.00 | $51.70 | | 72 | $58.00 | $54.52 | $32.20 


Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches 


——_ 


ae 
a “Impedance | . 50. e Tae impedance rf, eal | Impedance _| meer. Dt] 
195" ia. 100" Coax Dia. 072” Coax Dia 
# of Shields 2 # of Shields # of Shields 1 # of Shields 


25-49 


: 


1-24 25-49 
$29,00 $27.26 


Inches 1-24 25-49 
12 


Inches 1-24 
12 


Inches 1-24 25-49 
12 


“An 
wo 
wo 
8 
fA 
ow 
mk 
Oo 
ie) 


24 $29.24 | $27.49 | | 24 24 eee 
$29.48 | $27.71 | | 36 36 $33.28 
$29.72 | $27.94 48 | $36.60 | $34.40 | 
$29.96 | $28.16 60 60 | | $37.80 | $35.53 | 
$30.20 | $28.39 | $39.00 | $36.66 | 

Replace ** with ANY Replace ** with ANY 


length in Inches 


length in Inches 


RG316/U RG400/U y RG405-Flex 
Bh Part# BM91417.2%| |part¥ Part BM9: BA ; 


Impedance | | se € 50 Impedance 50 Impedance 50 ] 
Coax Dia. EAOZ ia. 195” Coax Dia. .085" Coax Dia. 085" Coax Dia. .085" 
# of Shields # of Shields 1 # of Shields 1 # of Shields 1 


Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 1-24 25-49 


24 


| 24 | $34.26 | $32.19 | 
| 36 | $34.48 | $32.41 | 

48 | $34.72 | $32.64 
60 
| 72 | $35.20 | $33.09 | 


Replace ** with ANY | | Replace ** with ANY Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 


T 


xa Bracke Manufacturing, LLC 
=) PO Box 12319 


BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


SMB Plug to SMB Plug Right Angle 


fete) 
RG174A/U 


a. 


e 

| Impedance | 50 | impedance 50 Impedance Impedance Impedance 50 

Coax Dia. 100" Coax Dia. 072” Coax Dia. 105" Coax Dia. Coax Dia. 211” 
#ofShields [ == 2 ~—_—*|:'|_ # of Shields # of Shields 1 # of Shields # of Shields # of Shields 2 


1-24 25-49 nches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 
12 


12 32] | 12 | 


24 

36 
48 g ; 48 
60 ; ! 60 
72 


72 § 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 


RG316/U RG400/U 


Part# BM91395."°_ 


[impedance [| 50 _| Impedance 50 “Impedance 50 
| Coax Dias | 4402". Coax Dia. 085” Coax Dia. it 085” Coax Dia .085” Coax Dia. 195” 
| #ofShields [ 14s # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 


Inches 1-24 25-49 


$26.32 
| 24 | $29.20 | $27.45 
| 36 | $30.40 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


12 


Inches 1-24 25-49 
12 


$37.00 | $34.78 $40.40 | $37.98 


$36.20 $34.03 
| 


| 
| 48 | $31.60 48 | $40.00 | $37.60 $44.60 | $41.92 
| 60 | $32.80 | $43.00 | $40.42 $48.80 | $45.87 


$46.00 $49.82 


| 72 | $34.00 | $31.96 


Replace ** with ANY 
length in Inches 


{Ni 
it 


RG174A/U RG188A/U RG196A/U 


1472." Part# BM91475.** | |part# ee : 
Impedance 50 Impedance 50 Impedance 50 ; Imp edance 50 ‘ 
Coax Dia. .100” Coax Dia. | Coax Dia. 105” Coax Dia. Coax Dia. ait 
# of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 2 
Inches 1-24 25-49 Inches 1-24 25-49 | |inches 1-24 25-49 
12 12 
$28.43 24 24 
$28.65 36 
$28.88 48 48 
$29.10 | | 60 60 | $38.80 
72 $29.33 72 72 | $40.00 | $37.60 
Replace ** with ANY | | Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 


RG405/U 


BM91478.** 


RG405-Alum 


RG400/U 


-Flex 


ee 


dance "Impedance 50 Impedance 50 Imp edance am ae 50 1 
Coax Dia. 195” Coax Dia. 085” Coax Dia. | 085" Coax Dia. 085" Coax Dia. 195” 
# of Shields 2 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields tale 
Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 


$38.00 12 
$42.20 24 
$46.40 | $43.62 36 
$50.60 | $47.56 48 
$34.80 | $32.71 $48.00 | $45.12 $54.80 | $51.51 60 
| 72 | $36.00 | $33.84 | |_ $51.00 | $47.94 | ~ $59.00 72 
length in Inches length in Inches length in Inches length in Inches length in Inches 
TM 
:n Bracke Manufacturing, LLC 
=) PO Box 12319 Phone 949.756.1600 www.brackemfg.com 


Fax 949.756.1601 


45 


sales@brackemfg.com 


BRACKE Newport Beach, Ca 92658 


RG174A/U 


Part # 3622 

("Impedance 50 | | Impedance 50 impedance | 50 _| Y Impedance | 50__| 
Coax Dia. 195” Coax Dia. Coax Dia. 072” 
# of Shields 2 # of Shields 1 # of Shields 1 # of Shields 1 | #ofShields | 2 _— 

Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
$30.00 $21.62 12 | $24.00 | $22.56 | | 12 | $29.00 | $27.26 | 
$33.24 | $31.25 $23.24 . $21.85 $24.48 | $23.01 24 | $24.96 | $23.46 | | 24 | $30.20 | $28.39 | 
a | $34.29 | | 36 | $23.48 | $22.07 36 | $25.92 | 36 | $31.40 | $29.52 | 
$39.72 48 | $23.72 48 | $26.88 | 48 | $32.60 | $30.64 | 
| $42.96 "| $23.96 60 | $27.84 | 60 | $33.80 | $31.77 | 
$46.20 $24.20 $28.80 | 72 | $35.00 | $32.90 | 


Replace #* with ANY 


Replace ** with ANY 
length in Inches 


length in Inches 


Replace ** with ANY 


Replace ** with ANY 
length in Inches 


length in Inches 


Replace ** with ANY 
length in Inches 


72 3; 
Replace ** with AN 
length in Inches 


F | 4 ah 144, Pi — 

Gacbe tate] Pee te] Cee tte eeeee{ ose (can ee 

# of Shields 1 # of Shields # of Shields 1 1 | #ofShields [ 1 
nches 1-24 25-49 | |inches 1-24 25-49 | |Inches 1-24 inches 1-24 25-49 

12 $26.32 

$29.14 

$26.40 | $24.82 $34.00 | $31.96 

| $37.00 | $34.78 


72 


Replace x* with ANY Replace ** with ANY place ** with ANY 
length in Inches length in Inches length in Inches 


RG188A/U 

Part# BM91 t# BM9141 : 

ance | __50 Impedance | __ 50 

Coax Dia. 100” Coax Dia. 072” Coax Dia. 

# of Shields # of Shields 1 # of Shields 1 #ofShields | 1 

Inches nches 1-24 Inches 1-24 25-49 nches 1-24 25-49 Inches 1-24 25-49 

12 

24 2 $32.19 

36 2 $35.23 


: : ; ; ; 36 
48 .72 | $38.28 48 48 | 48 | 
: 72 72 | $33.84 | | 72 | $33.80 | $31.77 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 


RG316/U__ 


4 Ex 
50 __| |_ Impedance Impedance _ 50 ~ Impedance 50 : jee BDib-23 | 
102” Coax Dia. | _.195" Coax Dia. 085” Coax Dia. 085” i Goax.Dia. | 195% | 
# of Shields 1 # of Shields 2 # of Shields 1 # of Shields 1 #ofShields [ 1 


Inches 1-24 25-49 


$34.00 | $31.96 
$38.80 | $36.47 


Inches _ 1-24 25-49 Inches 1-24 nches 1-24 25-49 


$30.00 | $28.20 
$31.20 | $29.33 


12 


$32.40 | $30.46 36 36 
48 | $33.60 | $31.58 48 $46.60 | $43.80 | | 48 | $48.40 | $45.50 | 
60 | $34.80 60 | $45.40 60 60 | $50.80 | 60 | $53.20 | $50.01 
| 72 | $46.06 | | 72 | 72 | $55.00 | $51.70 | | 72 | $58.00 | $54.52 || 72 | $31.20 | $29.33 | 


Replace ** with ANY 
length in Inches 


| 24 | $30.24 | $28.43 | 
| 36 | $30.48 | $28.65 | 
| 48 | $30.72 | $28.88 | 
| 60 | $30.96 | $29.10 | 
Replace ** with ANY Replace x* with ANY 

length in Inches length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


72 j ; ; 
Replace x* with ANY Replace ** with ANY Replace x* with ANY 
length in Inches length in Inches length in Inches 
TI 


= ,| Bracke Manufacturing, LLC 
sy PO Box 12319 
BRACKE Newport Beach, Ca 92658 


www.brackemfg.com 
sales@brackemfg.com 


46 ; 


(2 


RG142B/U 
® siesta san 3 spoiliece esc es ie : g Fart etiam j 
Impedance | 50 | Impedance Impedance Impedance 50 Impedance 
| CoaxDia. {| _.195" | Coax Dia. Coax Dia. 105” Coax Dia. 072” Coax Dia. 
#ofShields [| 2 | # of Shields # of Shields # of Shields 1 # of Shields 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 nches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 


12 | $29.00 | $27.26 12 | $29.00 
| 24 | $29.24 | $29.48 | $27.71 24 | $29.96 


| 36 | $29.48 $29.96 | $28.16 


12 
24 
36 
| $41.72 | $39.22 | | 48 | $29.72 $30.44 | $28.61 48 | $31.88 $34.60 | $32.52 
$29.96 | $28.16 $30.92 | $29.06 60 
| $45.31 | | 72 | $30.20 | $28.39 $31.40 | $29.52 
Replace *% with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 
RG316/U RG400/U RG405/U RG405-Flex RG58C/U 


48 BM91490.2* | |pat# BM9149 BM91492.2% | [pan 
Impedance Impedance | _ Impedance ee ] [Impedance 
Coax Dia. 195” Coax Dia. .085" Coax Dia. .085” ; 195” 
# of Shields 2 # of Shields 1 # of Shields # of Shields 
nches_ 1-24 25-49 Inches 1-24 25-49 nches 1-24 Inches 1-24 25-49 
| 12 | $32.00 | $30.08 | | 12 12 12 
| 24 | $35.60 | $33.46 | | 24 | $37.00 | $34.78 $39.20 $1885 24 
| 36 | $39.20 36 $43.40 | $40.80 36 
see | $44.74 
$51.80 | $48.69 
$56.00 | $52.64 
ce ** with ANY Replace ** with ANY 
gth in Inches length in Inches 


72 
Replace * with ANY Replace ** with ANY Repla 
length in Inches length in Inches len 


__RG223/ 


U 


Y impedance | 50+ | 50 Impedance ‘Impedance 50 ‘Impedance i EE 
[cos Die 100 Coax Dia. 072” Coax Dia. 105” Coax Dia. 072” Coax Dia. 211" 
|_# of Shields | # of Shields # of Shields # of Shields 1 # of Shields 2 


Inches 1-24 25-49 Inches 1-24 Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 
| 12 | $24.00 | $22.56 | 12 $31.02 
| 24 | $28.48 | $26.77 | | 24 : 
$28.96 | $27.22 | | 36 
$29.44 | $27.67 48 
$29.92 | $28.12 60 
7: $30.40 | $28.58 72 


2 
Replace x* with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


RG405/U RG405-Flex 


454.** | |pat# BM91455.** | |pat# BMS 


f acl : 3 — Re ee : 
Coax Dia. 085" Coax Dia. 085” Coax Dia. .085” Coax Dia. 195” 
# of Shields # of Shields # of Shields 1 # of Shields 1 
Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 | $37.00 $37.00 | $34.78 $33.00 | $31.02 


24 | $36.60 | $34.40 $38.00 | $35.72 | | 24 | $41.20 ’ | 24 | 
36 | $40.20 | $37.79 $41.00 | $38.54 $46.60 | $43.80 

$43.80 | $41.17 48 | $49.60 

$47.40 | $44.56 60 | $53.80 


! $51.00 | $47.94 ; 72 | $34.20 | $92.15 | 


Replace £* with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 


TM 

ms Bracke Manufacturing, LLC 
=) PO Box 12319 

BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


47 


TNC Male to TNC Male 


RG174A/U 


Part# BM91503.=* 


# of Shields 1 


Inches 1-24 25-49 


RG196A/U RG213/U 
Part'# BM9150 = 


Impedance | __ 50 


Coax Dia. Coax Dia. : ses | 
# of Shields # of Shields # of Shields 1 #ofShields [ 14. 


Inches 1-24 25-49 Inches 1-24 25-49 


nches 1-24 25-49 Inches 1-24 25-49 


12 12 $22.56 | | 12 | $35.00 | $32.90 | 
24 $23.46 | | 24 | $35.96 | $33.80 | 
36 | 36_| $36.92 | $34.70 | 


48 Se | Se 48 $25.27 | | 48 | $37.88 | $35.61 | 
60 $24.36 | | 60 60 $26.17 | | 60 | $38.84 | $36.51 | 
72_| $26.40 72_| $27. 72 | 72 | $39.80 | $37.41 | 
Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 


RG400/U 


___RG316/U 


Part ‘9 


beites 


; i 102” CoaxDia. | — .390” Coax Dia. Coax Dia... | =...250" | 
# of Shields 2 1 # of Shields 2 # of Shields #ofShields | 1 
Inches 1-24 25-49 Inches 1-24 | Inches 1-24 25-49 Inches 1-24 , 25-49 Inches 1-24 25-49 


nches 1-24 25-49 
12 


$38.00 | $35.72 
$39.67 
$43.62 
$47.56 


12 


3 alalsiy is 
8 
= 
A|AlWM Alin 
@|9/S|3 
2/5/88 


$56.00 | $52.64 


12 | $44.00 
36 | $63.20 
48 | $72.80 | $68.43 


“ 
SI 
a 
iy 
° 


60 | $54.80 | $51.51 | 60 | $25.80 | $24.25 || 60 | $82.40 | $77.46 $94.40 
72 | $59.00 | $55.46 $27.00 | $25.38 | | 72 | $92.00 | $86.48 | $104.00 | $97.76 


Replace x* with ANY 
length in Inches 


RG401-Alum 


Replace <* with ANY 
length in Inches 


Replace * with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


RG401-Flex 
a. 1516 = 


at # BM91515.* | | 1516."* | |Par | |Pat# BM915 ‘ 

| Coax Dia. | 141" | | Coax Dia. [141 | [Coax Dia. | 14% | [/CoaxDia. | _.085"__| 
#of Shields [1 | [ #ofShields [1 | [#ofShields | 1 | '[ #ofShields | 1 | | #ofShields | 1 | | #ofShieds | 1 
Inches 1-24 25-49 Inches 1-24 25-49 nches 1-24 25-49 Inches 1-24 


12 | $58.00 | $64.62 
$63.54 
$72.57 


Inches 1-24 25-49 
12 


24 
36 
48 


12 
24 
36 
48 


| 12 | $58.00 | $54.52 | 


Ag 
g 
Pac 
Eh 


24 
36 
48 


elle 
fo) o 
g 
g 


60 60 60 60 | $53.20 | $50.01 ' 
72 72 72 | $58.00 | $54.52 | $49.00 
Replace ** with ANY Replace ** with ANY Replace * with ANY Replace * with ANY 
length in Inches length in Inches length in Inches length in Inches 
RG58C/U 
50 Impedance | 50}: |_Impedance 75 | Impedance | 93 | 
Coax Dia. .085” Coax Dia. | 195" | [ CoaxDia. | 242” 
1 | #of Shields | 1 |: |_ # of Shields 1 #of Shields | 1 


Inches 1-24 25-49 nches 1-24 25-49 


nches 1-24 25-49 Inches 1-24 25-49. Inches 1-24 25-49 


| $35.00 | $32.90 | 
| 24 | | 24 | $18.48 | $17.37 | | 24 | $35.96 | $33.80 | 
36 $16.43 | | 36 | $18.96 | $17.82 $18.99 | | 36 | $36.92 | $34.70 | 
48 $16.66 | | 48 | $19.44 | $18.27 $19.55 | | 48 | $37.88 | $35.61 | 
re ee ara 
| 72 | $56.00 | $52.64] | 72 72 | $20.40 | $19.18 $39.80 | $37.41 | 
Replace ** with ANY | | Replace * with ANY | | Replace * with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


www. brackemfg.com 
sales@brackemfg.com 


Phone 949.756.1600 


=) Bracke Manufacturing, LLC 
Fax 949.756.1601 


PO Box 12319 
BRACKE Newport Beach, Ca 92658 


48 


75 Ohm BNC Female to 
75 Ohm BNC Female 


75 Ohm BNC Male Right Angle to 
> 75 Ohm BNC Male Right Angle = 


RG179B/U 
Pat # BM91172.2* 


RG187A/U 


Pat# BM91231.*% 


mpe 
Coax Dia. Coax Dia. 


# of Shields 


Impedance Impedance Impedance tA) Impedance 75 
Coax Dia. Coax Dia. 405” Coax Dia. 100” Coax Dia. 105” 
# of Shields # of Shields 1 # of Shields 1 # of Shields 1 
Inches 1-24 25-49 Inches 1-24 25-49 


Inches 1-24 25-49 Inches 1-24 25-49 
: 12 


$36.00 | $33.84 


12 $32.90 


| $35.00 


‘ 72 
Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches 


RG6A/U 


Impedance 75 


RGS59B/U _ 
9119624 


Impedance 75 


24 $36.20 | $34.03 | | 24 | $37.20 | $34.97 
36 | $37.40 | $35.16 | | 36 | $38.40 | $36.10 
48 | $38.60 | $36.28 | | 48 | $39.60 | $37.22 
60 | $39.80 | $37.41 | | 60 | $40.80 | $38.35 


72 72 | $41.00 | $38.54 72 | $42.00 | $39.48 
Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches 


RG216/U RG59B/U 


Part? BM91242.2¢ 


Impedance pee () 


RG6A/U 


Pat# BM91077.24 


Impedance 75 


t# BM91129.2% 


Impedance 


Coax Dia. | .242” Coax Dia. 332” 


Coax Dia. 425” Coax Dia. 332” 


impedance | __75 
425" 
# of Shields 2 # of Shields 4 # of Shields 2 


nches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
$43.00 | $40.42 12 


—— 
Coax Dia. 242” 
1 


# of Shields 
Inches 1-24 25-49 


# of Shields 2 
nches 1-24 25-49 


# of Shields 2 
Inches 1-24 25-49 


12 $48.88 


$47.20 | $44.37 24 


$38.48 | $36.17 


$52.83 24 | $39.20 | $36.85 


$56.78 | | 36 | $38.96 | $36.62 | | 36 | $40.40 | $37.98 


36 
| $55.60 | $52 


$60.72 $39.44 | $37.07 $41.60 


$64.67 60 | $39.92 | $37.52 60 | $42.80 | $40.23 


Replace ** with ANY 
length in Inches 


Replace ** with ANY Replace x* with ANY 
length in Inches length in Inches 

75 Ohm BNC Male to 

75 Ohm BNC Male 


Bi 


72 $44.00 $41.36 
length in Inches 
75 Ohm BNC Male to 
75 Ohm BNC Female 


$68.62 72 | $40.40 | $37.98 


Replace ** with ANY 
length in Inches 


RG187A/U 


Impedance 


Impedance 


RG179B/U 
Coax Dia. 


Coax Dia. 


a 
# of Shields # of Shields 4 
Inches 1-24 25-49 Inches 1-24 25-49 
12 


Inches 1-24 25-49 


Coax Dia. 105” 
# of Shields 1 


Pat# BM91235.™* | |par# Bab 
Impedance 7 75 
‘| Coax Dia. 405" 100” 
# of Shields 1 # of Shields 1 
Inches 1-24 25-49 
ta: 


Inches 1-24 25-49 
$24.44 


# of Shields 
Inches 1-24 


$26.00 


25-49 
$31.96 


$23.69 


$32.98 


$25.57 


$27.20 


$24.82 


36 $33.99 


$26.70 


$28.40 


$30.00 | $28.20 $22.56 
$31.08 | $29.22 


| $33.24 | 


$25.94 


48 $35.01 


$27.82 


$29.60 


$27.07 


60 $36.02 


$28.95 


$30.80 


72 


72 $37.04 


$30.08 


$32.00 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Impedance 75 Impedance 75 


Replace x* with ANY 
length in Inches 


MR Sab sae 


Pa t# BM 


RG6A/U 


Pat# BM912 


RG59B/U 


Part# BM91 


Coax Dia. OY Coax Dia. .332" 


75 
425" 
# of Shields 2 


nches 1-24 25-49 


# of Shields 1 
Inches 1-24 25-49 


# of Shields 2 
Inches 1-24 25-49 


Impedance 75 Impedance 75 
Coax Dia. _ 242" Coax Dia. KY a 
# of Shields 1 # of Shields 2 


1-24 25-49 Inches 1-24 25-49 


$22.00 | $20.68 


art# BM91593."* 
Impedance 75 
Coax Dia. 425" 

# of Shields 2 

Inches 1-24 25-49 Inches 

$34.78 


$38.73 


$22.48 | $21.13 24 $34.03 
$35.16 


$42.68 


$46.62 


$50.57 


Replace x* with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


And Bracke Manufacturing, LLC 
2) PO Box 12319 


BRACKE Newport Beach, Ca 92658 


$24.40 | $22.94 


Replace ** with ANY 
length in Inches 


$54.52 


Replace x* with ANY 
length in Inches 


$22.96 | $21.58 
$22.03 
Replace ** with ANY 
length in Inches 


$23.44 
$22.48 
www.brackemfg.com 


$23.92 
Phone 949.756.1600 
sales@brackemfg.com 


Fax 949.756.1601 


49 


75 Ohm BNC Male to 75 Ohm 75 Ohm BNC Male to 75 Ohm 
BNC Female Bulkhead BNC Male Right Angle 


a 
A ¥ IN 


RG11A/U RG179B/U 


RG187A/U 
Part# BM91586.** | |part# BM91820.** | |part# BM91822.~* 
Impedance 75 


Part # BM91040.2*| [Pan 
Impedance 75 Impedance 


Impedance 75 Impedance 75 e 
Coax Dia. 405" Coax Dia. 100” Coax Dia. 105" Coax Dia. 405” Coax Dia. 100” 105” 
# of Shields 1 # of Shields 1 # of Shields 1 # of Shields 4 # of Shields 1 


Inches 1-24 25-49 Inches 1-24 25-49 
12 


Inches 1-24 25-49 nches 1-24 25-49 Inches 1-24 25-49 


$39.00 | $36.66 
| $40.08 | $37.68 
$41.16 | $38.69 
$42.24 | $39.71 
$43.32 | $40.72 


$44.40 | $36.00 | $33.84 | 
th ANY 
es 


Replace ** with ANY Replace £* wi 
length in Inches length in inch 


$37.08 | $34.86 
$38.16 | $35.87 
$39.24 | $36.89 
$40.32 | $37.90 
$41.40 | $38.92 


Replace ** with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 


824. 


Part 


Pat 


Impedance 75 Impedance 75 Impedance 75 Impedance Impedance 75 75 
Coax Dia. 425" Coax Dia. | 242” Coax Dia. | 332” Coax Dia. | Coax Dia. 242” 
# of Shields 2 # of Shields 1 # of Shields 2 # of Shields # of Shields 1 
Inches 1-24 25-49 Inches 1-24 Inches 1-24 Inches 1-24 nches 1-24 25-49 


$36.00 

24 $45.20 | $42.49 48 
36 $49.40 | $46.44 | | 36 | $28.96 | $27.22 
48 $53.60 | 48 | $29.44 | $27.67 


| 60 | $52.80 | $49.63 


48 
$40.80 | $38.35 
$57.00 | $53.58 | | 72 | $28.40 | $26.70 | | 72 | $42.00 | $39.48 ||| 72 | $62.00 | $58.28 
Replace * with ANY Replace x* with ANY 


Replace ** with ANY Replace ** with ANY Replace x* with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 
75 Ohm N Male to Reverse Thread SMA Male to 
75 Ohm N Male Reverse Thread SMA Male 


$27.92 | $26.24 60 | $57.80 | $54.33 60 | $29.92 | $28.12 


72 | $30.40 | $28.58 


P 


RG179B/U 
Pa 7 


Impedance Tenyae . Impedance aro Impedance BOs 
Coax Dia. 100” Coax Dia. |  .105” Coax Dia. |  .195” Coax Dia. 
#ofShields |  =1 ~~—_—*| '| #ofShields | =1 + ~—*«|:*[_-# of Shields 1 # of Shields # of Shields 


Inches. 1-24 25-49 


| 24 | $35.08 | $32.98 | 


$36.16 | $33.99 
48 | $37.24 | $35.01 
$38.32 | $36.02 
72 | $39.40 | $37.04 
Replace ** with ANY 
length in Inches 


Inches 1-24 25-49 


$31.02 


Inches 1-24 25-49 
12 | $34.00 
$36.40 
48 | $37.60 
60 | $38.80 


Replace ** with ANY 
length in Inches 
RG6A/U 


BMg Part# BM91023.*# |||Par # BM91829.%4 | | 


; 7 f Impedance ath “75h, ¥ "Impedance 7 5 i Impedance e 
Coax Dia. _| 425” Coax Dia. .242” Coax Dia. REP Coax Dia. | 105” ia. 
# of Shields # of Shields 1 # of Shields 2 # of Shields 1 # of Shields 
nches 1-24 Inches 1-24 25-49 nches 1-24 25-49 Inches 1-24 25-49 nches 1-24 
$37.00 


Inches 1-24 nches_ 1-24 25-49 


24 | $33.24 
| $36.48 | $34.29 
| $39.72 $37.34 
$42.96 | $40.38 


$35.40 | $33.28 
$36.60 | $34.40 


36 
48 

| 60 | $37.80 | $35.53 

$36.66 


Replace ** with ANY 
length in Inches 


Replace ** with ANY Replace x* with ANY Replace x* with ANY 
length in Inches length in Inches length in Inches 


$27.45 


| $28.24 | 
$28.58 | 36 | $28.48 | $26.77 | 
$29.70 | 48 | $28.72 | $27.00 | 
$30.83 80 | 60 | $28.96 | $27.22 | 
$31.96 | 72 | $29.20 | $27.45 | 


Replace ** with ANY Replace x* with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 
TM 
. Bracke Manufacturing, LLC 
=~) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


QMA Male to QMA Male 


RG174A/U RG223/U 


BM91859.* | |pat# BM91861.** | |pat# BM91863.22 


; ste Sahoo Sat a Es eae aise es E 3 

}tmpedance | __50--__ Impedance 50 Impedance 50 Impedance Impedance 50 Impedance : 

195” Coax Dia. 100” Coax Dia. 105” Coax Dia. 211" Coax Dia. 102” Coax Dia. 
#ofShields | 2 __| | #of Shields 1 # of Shields 1 # of Shields # of Shields 1 # of Shields 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches 1-24 


12 12 

24 | $31.20 | $29.33 

$21.13 ; 36 | $32.40 | $30.46 
$21.36 : \ ; 48 | $33.60 + Sess 


$21.58 . ‘ ( 60 | $34.80 | $32.71 
f 72 $33.84 


Replace x* with ANY Replace * with ANY 
length in Inches length in Inches 


RG405/U 


ua Part# BN = | |Part'# BM91875.** | |pat# BM91877.** | |Party BM91 
| Impedance | 50 _| | Impedance Impedance Impedance 50 Impedance Impedance 
Coax Dia. Coax Dia. Coax Dia. Coax Dia. .085” Coax Dia. .085” Coax Dia. 
# of Shields # of Shields # of Shields # of Shields 1 # of Shields # of Shields 


Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 nches 1-24 


| 12 | $24.00 | $22.56 | $24.44 | | 12 | $24.00 12 
$25.38 


$30.80 | $28.95 24 | $27.00 


$40.40 | $37.98 
$45.20 | $42.49 


Replace * with ANY 
length in Inches 


M91836.2 | | 191 Pat# BM91840.2% | BM918 


| Impedance | 50 Impedance Impedance 50 Impedance 50 Impedance 
100” Coax Dia. | _.105” CoaxDia. | .211” Coax Dia. 102” Coax Dia. 114” 
#ofShields [| 2 _| |_#of Shields 1 # of Shields # of Shields 2 # of Shields 1 # of Shields 2 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
| 12 | $30.00 | $28.20 $29.00 | $27.26 | | 12 12 
| $33.24 | $31.25 , ; . ; sa $28.39 24} $28.92 


RG188A/U. | RG316/U__| | RG316-Double 


$34.29 ; ; $31.40 | $29.52 36 | $30.84 


| 48 | $39.72 | $37.34 | ; 12 | | 48 | $32.60 | $30.64 48 | $32.76 
| 60 | $42.96 | $40.38 $26.96 | $25.34 $33.80 | $31.77 $34.68 | $32.60 
72 


| 72 | $46.20 | $43.43 $27.20 | $25.57 $35.00 | $32.90 
Replace x* with ANY Replace ** with ANY Replace x* with ANY Replace ** with ANY Replace #* with ANY Replace x* with ANY 
length in Inches 


length in Inches length in Inches length in Inches length in Inches length in Inches 
RG405-Flex 


RG402-Flex _ RG405/U__— | |_—RG405- 


Part # BM91850. 


RG58C/U 


Ag BE 
846.=* 
50 
141" 
1 


Pat# BM918 


Impedance Impedance 50 


Impedance 50 Impedance : 50 Impedance ; "50 
Coax Dia. Coax Dia. _| 141" Coax Dia. 085” Coax Dia. 085" Coax Dia. 195” 
# of Shields # of Shields _| 1 # of Shields 1 # of Shields 1 # of Shields 1 
Inches 1-24 Inches 1-24 25-49 | |inches 1-24 25-49 | linches 1-24 25-49 | |Inches 1-24 25-49 | |inches 1-24 25-49 
| 12 | $30.00 | $28.20 $28.00 12 | $30.00 | $28.20 $28.00 | $26.32 $30.00 | $28.20 
| 24 | $33.60 | $31.58 | $34.80 | $32.71 | | 24 24 | $34.80 | $32.71 
| 36 | $37.20 | $34.97 $39.60 | $37.22 | | 36 36 | $39.60 | $37.22 


| 48 | $40.80 | $38.35 | 
| 60 | $44.40 | $41.74 | 
$46.00 | $43.24 | | 72 | $54.00 


| 72 | $48.00 | $45.12 | 
Replace ** with ANY Replace ** with ANY Replace £* with ANY 
length in Inches length in Inches length in Inches 


TM 
‘a Bracke Manufacturing, LLC 
=} PO Box 12319 


BRACKE Newport Beach, Ca 92658 


$44.40 | $41.74 
$49.20 | $46.25 


$44.40 | $41.74 
$49.20 | $46.25 
$54.00 | $50.76 


Replace ** with ANY Replace x* with ANY 
length in Inches length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


72 


Replace * with ANY 
length in Inches 


www.brackemfg.com 
sales@brackemfg.com 


51 


RG188A/U 
Party BM91935.*% 
0 


Impedance 


Impedance 


Impedance Impedance 5 Impedance ; Impe 
Coax Dia. 195” Coax Dia. | .100” Coax Dia. 105” Coax Dia. | .211” Coax Dia. | CoaxDia. | 114" ‘| 
# of Shields 2 # of Shields 1 # of Shields 1 # of Shields 2 # of Shields #ofShields | =2 
1-24 Inches = 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 1-24 25-49 


Inches 1-24 25-49 


12 12 
24 


36 


= 


3 
“An 
Np 
co 
“A 
i) 
™~ 
EN 
ads 


2 | $25.00 | $23.50 


12 | $24.00 12 | $24.00 | $22.56 
24 | $24.24 24 | $25.20 | $23.69 


36 


48 | $37.72 48 $27.82 | $30.76 | $28.91 | 

$40.96 | $38.50 60 60 $28.95 | | 60 | $28.80 $30.72 
72 $41.55 72 72 72 | $34.60 | $32.52 | 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 


length in Inches length in Inches length in Inches length in Inches length in Inches 


Replace ** with ANY 
length in Inches 


RG400/U RG402/U RG402-Flex 


Pat BM91895.22. 


impedance 50 impedance 50 Impedance 50 


Impedance | Impedance | 50 
Coax Dia. [| .195” Coax Dia. | .141” Coax Dia. 141” Coax Dia. 195" 
# of Shields 2 # of Shields 1 # of Shields 1 # of Shields # of Shields 1 
Inches 1-24 25-49 Inches_1-24 25-49 
12 12 | $27. 12 | 12 | $25.00 | $23.50 | 
24 | $31. 24 | 24 | $25.24 | $23.73 
36 36 | $36.60 36 36 | $25.48 | $23.95 
48 48 | $41.40 | $38.92 || 48 48 | $25.72 | $24.18 | 
60 . . 60 | $46.20 | $43.43 | | 60 | 60 | $25.96 
72 72 | $51.00 | $47.94 | | 72 72 | 72 | $26.20 | $24.63 | 
Replace ** with ANY | | Replace ** with ANY | | Replace * with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


QMA Male to QMA Female QMA Male to QMA 
Male Right Angle 


Pat# BM91909.4* 


BM91911.22 


9 Impedance Impedance 50 ‘Impedance “50 ~ Impedance | _ “5C + — 0 — 
Coax Dia. 195% Coax Dia. 100” Coax Dia. ahi Coax Dia .195” -100” 
# of Shields 2 # of Shields 1 # of Shields 2 # of Shields #ofShields [ 1 | 
Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 


Inches 1-24 nches_ 1-24 25-49 
5 i 12 


$24.00 | $22.56 
$24.24 | $22.79 


12 


$24.44 
$25.57 
$26.70 
$27.82 
$28.95 
$30.08 
Replace ** with ANY 
length in Inches 


$36.72 | $34.52 
$39.96 | $37.56 
7. $40.61 


2 
Replace x* with ANY 
length in Inches 
RG316/U 


Pate BM91913.2¢ 


72 


Replace x* with ANY Replace ** with ANY 
length in Inches length in Inches 


Replace ** with ANY 
length in Inches 


. 


BM91917.2* 


“Imp edance 50 


Impedance 50 "Impedance 50 Impedance ~ 50 r impedance | 50 | 
Coax Dia. 102” Coax Dia. 195” Coax Dia. 195” Coax Dia. 102” Coax Dia. .195” 195” 
# of Shields 1 # of Shields 2 # of Shields 1 | #ofShields | 1~——S—=«YY:s«sd|:« # of Shields 2 # of Shields 1 
Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


12 12 | $24.00 | $22.56 
24 24 | $24.24 | $22.79 
36 | $25.40 $34.20 | $32.15 36 | $24.48 | $23.01 


48 | $26.60 48 | $37.80 | $35.53 | | 48 | $24.72 | $23.24 $27.60 | $25.94 
$38.92 | | 60 | $24.96 | $23.46 ; $28.80 : $27.07 | 
$42.30 | | 72 | $25.20 72 | $30.00 | $28.20 | | 72 | 72 | $26.20 | $24.63 | 
Replace ** with ANY Replace x* with ANY | | Replace ** with ANY 


Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches 
7 


=) Bracke Manufacturing, LLC 


Replace ** with ANY 
length in Inches 


www.brackemfg.com 
sales@brackemfg.com 


length in Inches length in Inches length in Inches 


Phone 949.756.1600 


PO Box 1231 
319 Fax 949.756.1601 


BRACKE Newport Beach, Ca 92658 


QN Male to QN Male 


RG223/U RG393/U 


Pat BM91839.%* | [par BMO1841.%% 


RG213/U 


M91835.—* 


RG214/U 


\ 
RG142B/U 
F 


Impedance | 50 


Impedance _| 50 Impedance 50 Impedance 50 53 Impedance 50 
goes Dia, 195" Coax Dia. 405" Coax Dia. 425” Coax Dia. Zit Coax Dia. .390” 
# of Shields # of Shields 1 # of Shields 2 # of Shields 2 # of Shields 2 
Inches 1-24 25-49 Inches 1-24 25-49 Inches” 1-24 25-49 Inches 1-24 25-49 


Inches 1-24 25-49 
12 


24 
36 


Inches 1-24 25-49 
$37.00 | $34.78 1 
| $40.24 | $37.83 


$58.60 | $55.08 
60 | $62.80 | $59.03 


$67.00 | $62.98 


72 72 
Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches 

RG402-Alum RG402-Flex 
M91847.** | lpat# BM91849.%* | IPart# BM91853.%* . 
Impedance 50 Impedance Impedance 53.5 Impedance Impedance 


Coax Dia. ato Coax Dia. | 141” CoaxDia. | —.200” Coax Dia. .195” Coax Dia. 
# of Shields 1 # of Shields # of Shields 2 # of Shields # of Shields 


1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches 1-24 Inches 1-24 
12 : : ; $35.72 12 
| $36.85 24 

$37.98 

$39.10 


; é 60 f $42.80 | $40.23 

72 7 ; $44.00 | $41.36 
Replace ** with ANY | | Replace ** with ANY 
lerigth in Inches length in Inches 


60 | $41.80 


72 


Replace ** with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 


veld 


BM91872.* | 


Be 


Part# BM91874.* | [pate BM91876.2% 


RG142B/U RG213/U 


50 Impedance 50 Impedance 50 Impedance 50 Impedance 50 
ia. Coax Dia. 405" Coax Dia. 425" Coax Dia. tt Coax Dia. 390" Coax Dia. 195" 

# of Shields 1 # of Shields 2 # of Shields 2 # of Shields 2 # of Shields 2 
Inches 1-24 25-49 Inches 1-24 25-49 | |Inches 1-24 25-49 | |Inches 1-24 25-49 | |Inches 1-24 25-49 
| 12 | $41.00 | $38.54 12 12 $54.00 $41.00 | $38.54 
| 24 | $44.24 | $41.59 | 24 24 24 


| 36 | $47.48 | $44.63 $43.40 | $40.80 $73.20 | $68.81 | | 36 

| 48 | $50.72 | $47.68 48 | $82.80 | $77.83 

| 60 | $52.84 | $49.67 $92.40 | $86.86 $55.40 | $52.08 
| 72 | $57.20 | $53.77 | | 72 | $53.80 | $50.57 72. | $102.00 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 
RG402-Alum 


2.88 


Replace x* with ANY 
length in Inches 


RK 


, RG402-Flex 


Impedance 53.5 : 


‘ anc g Seer? Pe ae] rime eC lance | 5 <4] = mpeda ance _| as 50 Impedance 52 
( \Coax Dia. ih. 4t | }tnpedence 50 Coax Dia. .200” Coax Dia. 405” 
#ofShields [| = 1 ~—_—*«|:«|: # of Shields 1 # of Shields # of Shields 2 # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


| 12 | $43.00 | $40.42 | | 12 | $46.00 | $43.24 12 12 
| 24 | $46.60 | $43.80 $50.20 | $47.19 24 

ae $47.19 $54.40 | $51.14 36 36 | $40.48 36 
| 48 | $53.80 | $50.57 eh $55.08 48 48 | $40.72 48 
| 60 | $57.40 | $53.96 $62.80 | $59.03 60 60 | $40.96 60 
| 72 | $61.00 | $57.34 | | 72 72 72 72 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY Replace x* with ANY 
length in Inches length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


Replace ** with ANY 
length in Inches 


TM 
=) Bracke Manufacturing, LLC 


www.brackemfg.com 
sales@brackemfg.com 


PO Box 12319 
BRACKE Newport Beach, Ca 92658 


4 


S 


RG142B/U RG214/U RG223/U ’ RG393/U RG400/U RG58C/U 
Part# BM91856.** | |part# BM91858.** | |pat# BM91860.** | |pat# BM91862.** | lpat# BM91864.2% , 


Impedance | __ 50 _Impedance 50 Impedance _| 50 Impedance 50 Impedance 50 
Coax Dia. [| _.195” Coax Dia 1 425” Coax Dia. _ 211" Coax Dia .390" Coax Dia: 195” | coax Dia _|_.198°_ 
# of Shields | 2 # of Shields 2 # of Shields 2 # of Shields 2 # of Shields 2 #ofShields | = 1] 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


12 | $43.00 | $40.42 12 | | 

$41.24 | $38.77 || 24 | $47.20 | $44.37 $53.60 | $50.38 24 | $37.24 | $35.01 | 
36 | $44.48 cae 36 | $51.40 | $48.32 $63.20 | $59.41 | | 36 36 
48 | $47.72 | $44.86 || 48 | $55.60 | $52.26 48 | $72.80 | $68.43 || 48 48 
$50.96 | $47.90 | | 60 | $59.80 | $56.21 60 | $82.40 | $77.46 | | 60 60 

$54.20 | $50.95 | | 72 | $64.00 | $60.16 72 72 | 72 | $38.20 | $35.91 | 


Replace ** with ANY | | Replace +* with ANY | | Replace ** with ANY | | Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 
10-32 Male Right Angle to 10-32 Male to 
10-32 Male Right Angle } 10-32 Male Right Angle 


Meerete!, 


s MEG 


RG174A/U 


Part# BM91075.2% 


RG316/U 


RG178B/U 
Pat# BM91195.== 


Part# BM91104.2* 


Impedance 50 Impedance 50 Impedance 50 Impedance | _ impedance impedance | 50 | 
Coax Dia. _ 100” _Coax Dia. 072" Coax Dia. 102” Coax Dia. __Coax Dia. 
# of Shields 1 # of Shields 1 # of Shields 4 # of Shields # of Shields # of Shields 1 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 | 47.00 “12 [$42.00 | $3048 [12 | $40.00 | $37.60 
24 | $47.48 24 | $43.20 | $40.61 24 | $41.20 
36 ae | 36 | $44.40 | $41.74 36 
48 | $48.44 48 | $45.60 : $42.86 ||| 4 39.72 | $37 
60 | $48.92 | $46.80 | $43.99 | $39.96 | $37. 
72 | $49.40 $48.00 | $45.12 $40. ; 
Replace ** with ANY | | Replace ** with ANY | | Replace ** with ANY 
length in Inches 


length in Inches 


length in Inches length in Inches 


Plug to Jack 
Bulkhead 
RG108A/U 


Plug to Jack 
RG108A/U 


Plug to Plug 
RG108A/U 


RG174A/U 
Part # BM91024.** |061.~ er 
Impedance | 50 _—'| ‘| Impedance Impedance 50_ Part # BM91826. tates : 
Coax Dia AO Coax Dia. 072" _ Coax Dia. 102" Impedance 78 Impedance 
# of Shields 1 # of Shields 1 # of Shields 1 Coax Dia. 235" Coax Dia. 235" | Coax Dia. | .235" | 
Inches 1-24 25-49 | |inches 1-24 25-49 | [inches 1-24. 25-49 # of Shields 1 # of Shields i #of Shields | 1 
12 12 : 


4-24 25-49 Inches 1-24 25-49 


12 $38.00 
24 | $38.24 | ¢ | 
= $38.48 36 | 


Inches 1-24 25-49 


$75.60 | $71.06 


$72.19 
$72.76 


72 


48 | $38.72 
60 | $38.96 
72 | $39.20 


Replace ** with ANY 


$76.80 


length in Inches Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches 


TI 


M 
% Bracke Manufacturing, LLC 
=) PO Box 12319 

BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


SSMB Plug to SSMB Plug SSMC Plug to SSMC Plug 


RG316/U 
Part # BM91898." 


RG196A/U 
Partt# BM91914.= 


RG316/U 
Part# BM91916.2* 


Impedance 50 Impedance 50 Impedance Impedance | _—'50 _ Impedance 50 
Coax Dia. 072” Coax Dia. 102" Coax Dia. | _ Coax Dia 072" Coax Dia. 102" 
# of Shields 1 # of Shields 1 # of Shields | # of Shields 1 # of Shields 1 
Inches 1-24 25-49 nches 1-24 25-49 Inches 1-24 


Inches 1-24 25-49 
12 


24 
36 
48 

60 


$35.00 | $32.90 
$35.96 | $33.80 
$36.92 | $34.70 B 
$37.88 | $35.61 $3472 
$38.84 | $36.51 $34.96 
72 | $39.80 | $37.41 | | 72 $35.20 


Replace x* with ANY Replace £* with ANY 
length in Inches length in Inches 


pee4.00 
$34.24 | 
$34.48 | $32.41 


12 | $34.00 
24 | $35.20 
36 | $36.40 
$37.60 
$38.80 
$40.00 


$35.48 | $33.35 
$35.72 | $33.58 


Replace ** with ANY 
length in Inches 


SSMB Plug to SSMB 
Plug Right Angle 


SSMC Plug to SSMC 
Plug Right Angle 


RG316/U 


RG174A/U 
Part# BM91881.7* 
50_ 


RG196A/U 
Part # BM91883."* 
50 


Impedance 


50 Impedance SO _Impedance | Impedance | 50 _ Impedance 50 
Coax Dia. 072" Coax Dia. | _.102” Coax Dia. ‘1.007 Goat Dial |): O72" 3. Coax Dia. _ _.102” 

# of Shields # of Shields | 1 # of Shields 1 # of Shields 1 # of Shields | 1 # of Shields 1 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 nches 1-24 Inches 1-24 25-49 
| 12 | $32.00 | $30.08 | | 12 | $33.00 | $31.02 | $32.00 | $30.08 
| 24 | $32.24 | $30.31 | | $33.96 | $31.92 | 24 | $33.96 24 | $33.20 | $31.21 
$32.48 | $30.53 $34.92 36 | $34.92 i $32.82. $34.40 | $32.34 

48 | $32.72 | $30.76 $35.88 48 | $35.88 | $33.73 | $35.60 | $33.46 
$36.84 60 | $36.84 | $34.63 $36.80 | $34.59 

72 | $33.20 | $31.21 i 72 | $37.80 | $35.53 $38.00 | $35.72 


Replace x* with ANY 
length in Inches 


SSMC Plug Right Angle to 
SSMC Plug Right Angle 


Replace * with ANY 

length in Inches length in Inches 

SSMB Plug Right Angle to 
SSMB Plug Right Angle 


Bee BLU 


# BM91908.** | leary BMQ1910.*# 


RG174A/U 


| RG196A/U 
Part# BM91887.7* 


Part# BM91889.2% 


RG316/U 
Pat # BM91892.2% | 


| Impedance [| 50 ~—_—'|:'|_ Impedance 50 Impedance 50 Impedance BO Impedance 50 Impedance 50 
| CoaxDia. | 100" | | Coax Dia. .072” Coax Dia. 102” Coax Dia. 100” Coax Dia. 072” ~ Coax Dia. .102” 
#ofShields | 1 ~——_—*«|:*([_ # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 


Inches 1-24 25-49 Inches. 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


12 | $30.00 | $28.20 | { 12 12 “42 | $30.00 | $28.20 
24 | $30.24 | $28.43 24 | $28.43 


| 36 | $30.48 | $28.65 | 48 | $28.65 $30.94 


Inches 1-24 25-49 Inches 1-24 25-49 


36 | $32.40 | $30.46 


48 | $30.72 | $28.88 i 8 | $30.72 | $28.88 $31.85 | | 48 | $33.60 | $31.58 
60 | $30.96 | $29.10 ; _| $30.96 | $29.10 af $32.75 | | 60 | $3480 | $32.71 
| 72 | $31.20 | $29.33 | $29.33 $33.65 $36.00 | $33.84 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace * with ANY | | Replace ** with ANY 
length in Inches length in Inches 
TM 
m Bracke Manufacturing, LLC 
~ PO Box 12319 


BRACKE Newport Beach, Ca 92658 


Replace x* with ANY 
length in Inches 


www.brackemfg.com 
sales@brackemfg.com 


Phone 949.756.1600 
Fax 949.756.1601 


GR874 to GR874 


RG142B/U RG214/U RG393/U RG400/U 
Part# BM91918.2* | ipat# BM91891.2* Part # BM91922.**| |pat¢ BM9192 Pa 1926.2% | 
Impedance 50 impedance 50 Impedance 50 Impedance 50 Impedance | Impedance | 50s 
Coax Dia. 195” Coax Dia. 425" Coax Dia 211" Coax Dia .390” Coax Dia. 195” | CoaxiDigients seatos: =. 
# of Shields 2 # of Shields 2 # of Shields 2 # of Shields 2 | #ofShields | = 2 ~—=«|:(| #ofShieds [|  =1 —~S 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 | 


12 12 


nches 1-24 25-49 
12 


| $54.00 | $50.76 $135.00 | $126.90 


$129.00 | $121.26 
[$57.24 | $53.81 | | 24 zee tei $144.60 {Saes 24 
| $60.48 | $56.85 | | 36 | $137.40 | $129.16 $154.20 |$144.95 | | 36 
$63.72 | $59.90 | | 48 | $141.60 | $133.10 $163.60 | $153.97 48 
60 | $66.96 | $6294] | 60 | $145.80 EE $173.40 | $163.00 | | 60 
72 | $70.20 | $65.99 | | 72 | $150.00 | $141.00 | | 72 : 72 | $183.00 | $172.02 | | 72 
Replace ** with ANY Replace ** with ANY | | Replace *% with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


F Male to F Male 


RG11A/U RG179B/U RG187A/U 


Part # BM91928.%* | |pan# BM91930.2* | |part# BM9 


__RG216/U RG59B/U RG6-TV 


Part # BM91934.%% 


Impedance _| 75 impedance 76 Impedance ote; Impedance | 75 il Impedance 75 
Coax Dia. 405” Coax Dia. 100” Coax Dia. 105” Coax Dia. | 425” Coax Dia. 242” 


# of Shields | 1 # of Shields 4 # of Shields | # of Shields | 2 # of Shields 1 #ofShields | 3 | 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 | 12 12 


$13.00 | $12.22 | $13.00 | $12.22 $13.00 12 | $14.00 | $13.16 | 12 | $12.00 | $11.28 | 

24 | $14.08 | $13.24 || 24 | $14.20 | $13.35 || 24 | $14.20 | $13.35 Fe s220 | $17.11 | | 24 | $9.48 | 24 | $12.72 | $11.96 | 
36 $15.16 | $14.25 | | 36 | $15.40 | $14.48 eae 36 | $22.40 | $21.06 | | 36 | $9.96 | 36 | $13.44 | $12.63 | 
48 | $16.24 i $15.27 | | 48 | $16.60 | $15.60 $16.60 | $15.60 | | 48 | $26.60 | $25.00|| 48 | $10.44 | 48 | $14.16 | $13.31 | 
60 | $17.32 | $16.28 $17.80 60 $28.95 $10.92 | $10.26 | | 60 | $14.88 
| $18.40 | $17.30 $19.00 72 $32.90 | | 72 | $11.40 | $10.72 || 72 | $15.60 | $14.66 | 


length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 
Mini 75 Ohm SMB Plug to Mini 75 Ohm SMB Plug to Mini 
Mini 75 Ohm SMB Plug 75 Ohm SMB Plug Right Angle 


Impedance Impedance 75 Impedance e 

Coax Dia. : Coax Dia. | 105” Coax Dia. Coax Dia. Coax Dia. Coax Dia: |) sata42es Ui] 

# of Shields # of Shields 1 #ofShields [1 | #ofShields [1 sd] «| #ofShields [1 
Inches 1-24 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 nches 1-24 25-4 


$24.44 ; $29.00 $30.00 $30.00 
$24.63 $27.20 | $25.57 , .E 24 | $30.20 | $28.39 $31.20 | $29.33 
36 ; $25.76 ee | $26.70 6 $31.40 | $29.52 
48 .60 | $26.88 $29.60 | $27.82 : 48 saa $30.64 
60 80 | $28.01 $30.80 | $28.95 60 | $33.80 | $31.77 
72 $29.14 $32.00 | $30.08 72 | $35.00 | $32.90 ) | $30.46 | 


Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 
™ 
* Bracke Manufacturing, LLC 
; PO Box 12319 Phone 949.756.1600 www.brackemfg.com 
Fax 949.756.1601 sales@brackemfg.com 


BRACKE Newport Beach, Ca 92658 


1.85mm Male to 2.4mm Male 1.85mm Male to 2.92mm Male 


Pp 
# of Shields 

Inches 1-24 re 49 
12 | $155.00 
24 | $158.00 
36 | $161.00 
$164.00 
$167.00 
$170.00 


| Impedance | 50 
| Coax Dia. [ .085" | 
# of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 


$145.70 $157.00 | $147.58 00 | $147.58 
$148.52 | $161.20 | $151.53 -80 | $152.09 
$151.34 $165.40 | $155.48 60 | $156.60 
$154.16 $169.60 | $159.42 40 | $161.12 
| $156.98 $173.80 | $163.37 20 | $165.63 
$159.80 $178.00 | $167.32 .00 | $170.14 


im ped 

| CoaxDia. | .085" | 
#ofShields [1 

nches 1-24 25-49 


| 12 | $160.00 | $150.40 | 
| 24 | $163.00 | $153.22 | 


| 36 | $166.00 | $156.04 
| 48 | $169.00 | $158.86 
| 60 | $172.00 | $161.68 
$164.50 


Replace * with ANY 
length in Inches 


impedance | 50 


Coax Dia. 


Impedance T 50 : 
Coax Dia. .085" 
# of Shields 1 
Inches 1-24 25-49 
12> | $162.00 | $152.28 
24 | $166.80 | $156.79 
36 | $171.60 | $161.30 
48 | $176.40 | $165.82 


60 | $181.20 | $170.33 
72 | $186.00 | $174.84 


Impedance 50 
a Dia. OBS 
# of Shields 


Inches 1-24 vr 
$152.28 
24 | $166.20 | $156.23 
36 | $170.40 | $160.18 
$174.60 
$178.80 
$183.00 


: mpedance | _5 sail mer a Impedance Pe rieiren | 0 

| CoaxDia. [| 085" _—| Coax Dia. 085” Coax Dia. .085” Coax Dia. 085” Coax Dia. | —.085” Coax Dia. .085” 
#ofShields | 1_——_—i|:*|_ #of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 
nches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


$182.00 | $171.08 
$186.20 | $175.03 
Di neapre $178.98 
| 48 | $194.60 $182.92 


60 | $198.80 | $186.87 

72 | $203.00 | $190.82 

Replace x* with ANY 
length in Inches 


$182.00 | $171.08 


12 
$186.80 | $175.59 


36 | $191.60 | $180.10 
48 | $196.40 | $184.62 


60 | $201.20 | $189.13 ; ‘ $101.80 : 3 g 
72 | $206.00 hab Al } f $106.00 ky $102.46 


ncaa ** with ANY 
length in Inches 


_RG405/U 


Imp ance. “50 Impedance —— impedance “60 Impedance 50 Impedance 
Coax .085” Coax Dia. Coax Dia. Coax Dia. .085” Coax Dia. .085” Coax Dia. | .085” 
| # of Shields | 1 | | #of Shields # of Shields # of Shields 1 # of Shields 1 # of Shields 1 
Inches 1-24 25-49 | |Inches 1-24 25-49 | |inches 1-24 25-49 Inches 1-24 25-49 | |Inches 1-24 25-49 | |inches 1-24 25-49 
$122.00 [$114.68 | | 12 [$122.00 [$114.68 |]| 12 | $60.00 | $5640 | | 12 | $62.00 | $58.28 $62.00 | $58.28 


| 12 [$120.00 | $112.80 | 
| 24 | $123.00 | $115.62 | 


24 | $126.20 | $118.63 | | 24 | $126.80 | $119.19 $63.00 | $59.22 $66.20 | $62.23 
| 36 | $126.00 | $118.44 | | 36 | $130.40 [$122.58 | | 36 | $131.60 [$123.70 $66.00 | $62.04 $70.40 | $66.18 


| 48 | $129.00 | $121.26 
| 60_| $132.00 |$124.08 | 


48 | $134.60 | $126.52 
$138.80 | $130.47 


48 | $136.40 | $128.22 $69.00 | $64.86 
60 | $141.20 | $132.73 $72.00 | $67.68 


72 | $135.00 | $126.90 $143.00 | $134.42 | $146.00 | $137.24 $75.00 | $70.50 | | 72 
Replace ** with ANY | | Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 


™ 
” Bracke Manufacturing, LLC 
=) Phone 949.756.1600 


edna F 949.756.1601 
BRACKE Newport Beach, Ca 92658 ax .756. 


Replace ** with ANY 
length in Inches 


www.brackemfg.com 
sales@brackemfg.com 


BNC Male to Miniature 


Alligator Clips 
with 6” Red & Black Leads 


BNC Male to Alligator Clips 
with 6” Red & Black Leads 


Impedance 


Impedance im ry 
Coax Dia. ae Coax Dia. it; 
# of Shields 


# of Shields 2 
— 1-24 eae Inches 1-24 25-49 


Impedance ate ald dance impedance |. 

Coax Dia. A 95° Coax Dia. Come Digtie 8.5242" 75 
# of Shields # of Shields #ofShields | 1 
= 1-24 rs 49 inches 1-24 25-49 | 1 inches 1-24 25-49 | 25-49 


$16.00 | $15.04 
$16.24 | $15.27 
$16.48 | $15.49 
$16.72 | $15.72 
$15.94 
$16.17 


Im impedance _ “50 
Coax Dia. oe 
# of Shields 


Inches 1-24 or 


$19.20 | $18.05 
| $20.40 | $19.18 


$18. 44 [sm 33 $21.60 | $20.30 
$18.92 | $17.78 


$18.24 


BNC Male to Standard 


Stacking Banana Plugs 
with 6” Red & Black Leads 


BNC Male to Miniature 


Stacking Banana Plugs 
with 6” Red & Black Leads 


Impedance 50 Impedance 50 
Coax Dia. 195” Coax Dia. 195” 
# of Shields 1 # of Shields 1 


iaatence: Impedance Se rtence a 
Coax Dia. 211” Coax Dia. [| 242” Coax Dia 211” gy eat a 
# of Shields 2 # of Shields 1 # of Shields 2 # of Shields Sah eee 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


$16.00 | $15.04 
$17.20 | $16.17 
$18.40 | $17.30 
$19.60 | $18.42 


$19.55 
$20.68 


$14.10 
$14.33 
$14.55 
$14.78 
$15.00 
$15.23 


$15.04 | | 12 | $16.00 | $15.04 | 
$16.24 | $15.27 | | 24 | $16.48 | $15.49 | 
| 36 | $16.96 | $15.94 | 
Lea eee) 


| 60 | sies6 | $15.94 | | 60 | $17.92 | $16.84 | 
[72 | sa720 | ster | | 72 [72 | $140 | $17.20 | 


length in Inches length in Inches 
BNC Male to 


Unterminated Wires 
with 6” Red & Black Leads 


36 


BNC Male to Safety Hooks 
with 6” Red & Black Leads 


i ee fis 


nee 


on 50 Impedance Tors Impedance rose 


| 2 SOS 


Coax Dia. 211" Coax Dia. 1 Coax Dia. | 242” Coax Dia. 210 Coax Dia. 
# of Shields 2 # of Shields # of Shields 1 # of Shields 2 # of Shields | = ime 
nches 1-24 25-49 = 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


Inches 1-24 ee 


$16.00 
24 | $17.20 
$18.40 | $17.30 


Replace ** with ANY 
length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


12 
24 i 


- | $20.48 


$20.96 
72 i $18.99 i x 
Replace ** with ANY Replace x* with ANY 
length in Inches length in Inches 
™ 


wi Bracke Manufacturing, LLC 
x PO Box 12319 
BRACKE Newport Beach, Ca 92658 


$18.76 


www.brackemfg.com 
»Sales@brackemfg.com 


I , , 


=| 


RG142B/U 


RG174A/U 


: # BM906 | Mg0 


Coax Dia. 
# of Shields #ofShields | 1 ‘| | #of Shields 
nches 1-24 25-49 nches 1-24 25-49 nches 1-24 25-49 


$15.98 | | 12 | $19.00 $22.00 | $20.68 
$19.24 $23.92 | $22.48 


$19.48 | $18.31 
$19.72 | $18.54 


Coax Dia. 195” 
# of Shields 2 


Inches 1-24 25-49 


# of Shields 
Inches 1-24 25-49 

$24.00 | $22.56 

$24.24 | $22.79 


$24.48 | $23.01 
$24.72 | $23.24 
72 


Inches 1-24 25-49 


12 | $24.00 | $22.56 
24 | $25.20 | $23.69 


| $26.72 | $25.12 | 
| $29.96 | $28.16 | $18.76 $29.68 $24.96 | $23.46 
| 72 | $33.20 | $31.21 | | 72 | $20.20 | $18.99 $25.20 | $23.69 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


| 72 | $31.60 | $29.70 
ce xx wit 
ngth in Inc 


Replace ** with ANY Repla h ANY Replace x* with ANY Replace ** with ANY 
length in Inches le hes length in Inches length in Inches 


672." | | | |{Part# E 78. | |Part# BM90079.>~ | |Part# B 
| Impedance | 50 | |_Impedance | 50 ~—*|'|_ Impedance | 50 _—*st'J|_ Impedance 50 Impedance 50 Impedance 50 
i 1Goax Diaz |" faenis een) 102” Coax Dia. 195" Coax Dia. 211" Coax Dia. 102” Coax Dia. 195” 
#ofShields | =2 ~_| | #of Shields 1 # of Shields 1 # of Shields 2 # of Shields 1 # of Shields 1 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


| 12 | $16.00 | $15.04 | Hee $22.00 | $20.68 | | 12 | $16.00 | $15.04 12 $22.56 | | 12 | $22.00 | $20.68 
| 24 | $17.20 | $16.17 | $23.20 $16.24 | $15.27 ||| 24 $21.81 | | 24 $23.69 
| 36 | $18.40 | 36 | $24.40 | $22.04 | | 36 | $16.48 | $15.49 | $22.94 | | 36 $22.48 
| 48 | $19.60 | $18.42 $24.06 | | 48 | $16.72 48 48 48 | $22.72 | $21.36 
| 60 | $20.80 | $19.55 || 60 | $26.80 | $25.19 $15.94 ||| 60 60 60 | $22.96 | $21.58 
| 72 | $22.00 | $20.68 | | 72 | $28.00 | $26.32 | |_72 | $30.00 | $28.20 | | 72 | $23.20 | $21.81 


72 F 
Replace ** with ANY | | Replace ** with ANY | | Replace ** with ANY Replace ** with ANY | | Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


RG142B/U RG174A/U G213/U RG214/U 


| 0023.*2 | |par M90027.*# | Jpat# BM90028.22 
| Impedance | 50 


impedance | 50 | | _Impe impedance | 50 impedance | 50 
| CoaxDia. | aei@6ts «| Coax Dia. 405” Coax Dia. | .425” 
#ofShields | = 2 ~_| | #of Shields 1 # of Shields 1 # of Shields 2 
nmches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


| 12 | $18.00 | $16.92 | 12 rie | 
| 24 | $21.24 | $19.97 24 24 | $33.96 | $31.92 24 
| 36 | $24.48 | $23.01 36 36 | $34.92 | $32.82 


36 
| 48 | $27.72 | $26.06 | 48 48 
60 
72 


| 60 | $30.96 | $29.10 60 
| 72 | $34.20 | $32.15 72 


Replace ** with ANY Replace ** with ANY Replace ** with ANY i Replace ** with ANY 
length in Inches length in Inches length in Inches i length in Inches 


RG316/U RG400/U 


: SEAAAL A ee 
| i M90717."" | [Part M90022.>* | BM90019."* | |Pat'# BM90026.*= | 
Impedance | __—-50_ | '|_Impedance [| 50 __—*|:||_ Impedance 50 52 
o Coax Dia. | 390" | | CoaxDia. [ 195" | [| Coax Dia. 195" i 405" 
# of Shields # of Shields #ofShields | 2 | [ #ofShields | 2 ‘| [| #of Shields 1 # of Shields 4 
Inches 1-24 Inches 1-24 25-49 nches 1-24 25-49 nches 1-24 25-49 Inches. 1-24 25-49 


$21.60 

$25.20 | $23.69 

48 ; A ; y 4 

60 | $31.68 ' $16.88 $33.69 

f 72 | $33.60 | $31.58 72 |. $84.00 | $78.96 i ; 72 | $18.20 | $17.11 72 | $36.80 | $34.59 

Replace ** with ANY | | Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


ns Bracke Manufacturing, LLC 4, ee 
ED, PO Box 12319 B, Phone 949.756. 
Fax 949.756.1601 
59 


www.brackemfg.com 
sales@brackemfg.com 


BRAcCKE Newport Beach, Ca 92658 


RG142B/U LAI 
Part# BM90721.** | |pat# BM90080.** 


Impedance 50 Impedance 


BNC Male to SMB Plug 


Part# BM90082.22 


RG223/U 


Impedance 


Impedance 


Coax Dia. 195" Coax Dia. 


Coax Dia. | 


Coax Dia. 


# of Shields 2 # of Shields 
Inches 1-24 25-49 Inches 1-24 


Impedance | 50. | 
Coax Dia. 105" 
# of Shields 1 


Inches 1-24 25-49 
12 $18.80 


# of Shields 
Inches 1-24 


24 $19.93 


Inches 


| $19.93 | 


# of Shields 
1-24 


36 $21.06 


48 | $22.18 


BAKE) 
# of Shields 
nches 1-24 


$19.24 
$19.48 


25-49 


$18.09 
$18.31 


48 | $28.72 3 48 | $20.72 | $19.48 
60 | $31.96 60 | $20.96 | $19.70 


60 $23.31 


72 | $21.20 | $19.93 


Replace ** with ANY 
length in Inches 


_RG174A/U 
Part# BM90051.2* 


Impedance 50 Impedance 


ry ae $24.44 


Replace x* with ANY 
length in Inches 


Impedance 


' Impedance 50 


4# BM90054.2¢ 


Impedance 


$ 
Replace ** with AN 
length in Inches 


Coax Dia. | 195” 


Coax Dia 


Coax Dia. | 105” 


Coax Dia. 


Coax Dia. | 
# of Shields 


Inches 1-24 25-49 
12 


$21.00 | $19.74 


# of Shields 2 


Inches 1-24 25-49 


# of Shields 


Inches 1-24 25-49 


nches 1-24 25-49 


# of Shields 1 


Inches 


# of Shields 
1-24 


$23.73 


$26.77 $21.48 | $20.19 


$29.82 $21.72 | $20.42 


$33.44 


$21.24 L $19.97 
| 
| 


$32.86 | $21.96 | $20.64 


$31.43 
$33.92 | $31.88 


$35.91 $22.20 | $20.87 


72 
Replace x* with ANY 
length in Inches 


$34.40 | $32.34 


72 
Replace ** with ANY 
length in Inches 
RG223/U 


% 
o 


Replace ** with ANY 
length in Inches 


72 


Replace x* with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Impedance T Impedance IE te 


RG58C/U 


Part# BM90 


Impedance 


Coax Dia. 405” or Dia, ri om Dia, a cae Dia, 402 er Dia. te Bo ne 

# of Shields 1 # of Shields 2 # of Shields 2 # of Shields 1 # of Shields 2 #ofShields [2 
Inches 1-24 Inches 1-24 25-49 | |inches 1-24 25-49 | [inches 1-24 25-49 | |inches 1-24 25-49 

| 12 | $44.00 | $41.36 | 

$38.96 | $36.62 $44.20 | $41.55 $21.20 | $19.93 | 24 | 

$39.92 | $37.52 $48.40 | $45.50 $22.40 | $21.06 | | 36 | $23.40 | $22.00 | 36 | $63.20 | $59.41 | 

$40.88 $38.43 || 48 | $52.60 | $49.44 _ $23.60 | $22.18 | | 48 | $24.60 | $23.12 | 48 | $72.80 | $68.43 

60 | $41.84 | $39.33 | | 60 | $56.80 | $53.39 | $24.80 | $23.31 60 | $25.80 | $24.25 | 60 | $82.40 

72 | $42.80 72 | $61.00 | $57.34 $26.00 | $24.44 | | 72 | $27.00 | $25.38 $92.00 
Replace ** with ANY | | Replace ** with ANY | | Replace ** with ANY 

length in Inches length in Inches length in Inches length in Inches length in Inches 


Impedance 


Coax Dia. Coax Dia. 


Coax Dia. 


Coax Dia. 


# of Shields 
Inches 1-24 


# of Shields 
25-49 Inches 1-24 


$20.68 


impedance 50 
.195” 
1 


Coax Dia. 
# of Shields 

Inches 1-24 25-49 

1 Z 


# of Shields 
Inches 1-24 


# of Shields 


Inches 1-24 25-49 


12 | $28.00 | $26.32 


Coax Dia. 
# of Shields 
nches 1-24 


AR 
a 
fos) 


$25.60 | $24.06 


12 | $22.00 
24 
36 


24 | $28.60 


36 


$26.88 


1 


PO Box 12319 
BRACKE 


=) Bracke Manufacturing, LLC 


Newport Beach, Ca 92658 


48 


8 
s\s/ele 


| 


60 


Replace * with ANY 
length in Inches 


length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


7. 


2 
Replace x* with ANY 
length in Inches 


£/2/8 

Fred nl eal dl Os 

BI 
FA Pin 
88/8) 
BIRBiNyo 


7. 


Replace ** with ANY 
length in Inches 


www.brackemfg.com 
*sales@brackemfg.com 


SMA Male 


RG188A/U 


Impedance 


fe edance 50 roe Impedance Impedance 50 Impedance 50. 
Coax Dia. .100” Coax Dia. Coax Dia. Coax Dia. .100” Coax Dia. 105” 
# of Shields 1 # of Shields # of Shields # of Shields # of Shields 1 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 


a2 fee | 2 ey $21.00 | $19.74 $21.00 | $19.74 12 | $28.00 | $26.32 $28.00 

| 24 | $26.24 | $24.67 $21.24 | $19.97 s722 $20.87 24 | $28.24 | $26.55 $29.20 

| 36 | $29.48 $21.48 | $20.19 $23.40 | $22.00 36 | $28.48 | $26.77 

| 48 | $32.72 | $30.76 $21.72 | $20.42 | $24.60 7 $23.12 48 | $28.72 | $27.00 | | 48 | $31.60 

| 60 | $35.96 | $33.80 | | 60 | $21.96 | $20.64 $25.80 | $24.25 ||| 60 | $39.96 | $37.66 | | 60 | $28.96 | $27.22 $32.80 

| 72 | $39.20 | $36.85 || 72 | $22.20 | $20.87 | $27.00 | $25.38 ||| 72 | $43.20 | $40.61 | | 72 | $29.20 | $27.45 $34.00 
Replace ** with ANY | | Replace ** with ANY | | Replace ** with ANY 

length in Inches length in Inches length in Inches length in Inches length in Inches 


|_Impedance_| Impedance 50 Impedance _| 50 Impedance 50 
| CoaxDia. | 211" | Coax Dia. 195” Coax Dia. [217° Coax Dia. 102” Coax Dia. 195” 
#ofShields | 2 __—*d|:« | # of Shields 1 # of Shields 1 # of Shields 2 # of Shields # of Shields 1 


24 | 
36 | 


Inches. 1-24 25-49 | |inches 1-24 25-49 | |inches 1-24 25-49 ||[inches 1-24 25-49 | |inches 1-24 25-49 | [Inches 1-24 25-49 
: $29.40 | $27.64 || 36 | $30.40 : $28.58 
$28.00 | $26.32 $33.00 | $31.02 | | 72 | $34.00 | $31.96 


$22.00 $25.38 | | 12 | $28.00 | $26.32 
$23.20 
$30.60 | $28.76 | | 48 | $31.60 | $29.70 
Replace * with ANY | | Replace ** with ANY Replace ** with ANY Replace x* with ANY Replace x* with ANY Replace £* with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 
(\ 


| $28.20 | $26.51 | | 24 | $29.20 | $27.45 
| 36_| $24.40 | 
Fane | 
| 60 | $26.80 | $25.19 $31.80 | $29.89 | | 60 | $32.80 | $30.83 
BNC Male to TNC Male 


4 

Oy 
CX 
xy 
29,9 


> 
EX 


RG213/U 
| 092.** | [Part 4.** | |part# BM90096.** | |pat# BM90097.** | [Parts 
jpedance ) Impedance 73 impedance _ ne) ag Impedance _ Bie 50006) Impedance 
Dia. -100” Coax, Dia. Coax Dia. 405” Coax Dia. 425” Coax Dia. 
| #ofShields | 1 CaO | te # of Shields 1 # of Shields # of Shields 
Inches 1-24 25-49 | [inches 1-24 25-49 
| 12 | $19.00 | 12 
$18.09 24 $41.20 
$19.48 | $18.31 d 36 $45.40 | 
$19.72 L Se¢ 48 $49.60 | 
6 


0 | $19.96 | $18.76 60 $53.80 | $50.57 
| 72 | $20.20 | $18.99 | | 72 7. $58.00 | $54.52 | | 72 


2 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace x* with ANY 
length in Inches length in Inches length in Inches length in Inches 


RG400/U 
| 189. | lpart Part# BM90090."* | |pat# BM9C 


Impedance 50 impedance 50 Im pedance 75 impedance 93 Im pedance 
Coax Dia. .195” Coax Dia. .195” Coax Dia. .242” Coax Dia. .242” Coax Dia. | 
# of Shieids 2 # of Shields 1 # of Shields # of Shields 1 # of Shields 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 nches 1-24 25-49 nches 1-24 


12 | $17.00 | $15.98 12 
24 | $17.48 | $16.43 


36 


$18.44 | $17.33 
$18.92 | $17.78 


F 60 
$19.40 | $18.24 y 
Replace ** with ANY Replace £* with ANY Replace x* with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 
Ti 


M 

be Bracke Manufacturing, LLC 
=) PO Box 12319 

BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


61 


XXXYY 
> YY 


BNC Male to UHF Male E 


7 
x 


5 


7X 
XY 
, 


ay 
Xd 


4 


RG223/U 


RG174A/U 
Part# BMQ 


~ Impedance 4 50 


Impedance impedance 50 | Impedance | 50 
Coax Dia. Coax Dia. 100” Coax Dia. .105” Coax Dia. Coax Dia. 
# of Shields 2 # of Shields 1 # of Shields 1 # of Shields i # of Shields | me > a # of Shields 


Inches 1-24 25-49 
12 | $16.00 | $15.04 
24 | $17.20 | $16.17 


36 | $18.40 | $17.30 
48 | $19.60 | $18.42 


60 


Inches 1-24 25-49 
$21.00 | $19.74 

$22.20 ee 
36 | $23.40 | $22.00 
$24.60 | $23.12 
$25.80 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


Inches 1-24 25-49 
12 


24 
36 | $28.92 
48 


72 72 | $27.00 72 72 | $22.00 | $20.68 | 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace <* with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


RG59B/U RG8A/U 


Pe ae - N90 
Impedance Impedance 50 Impedance 50 Impedance 50 Impedance 75 
102” 
1 


aay ea 
Coax Dia. CoaxDia. | —.390” CoaxDia. [| — .195” Coax Dia. 195” Coax Dia. 242” Coax Dia. 
# of Shields # of Shields 2 # of Shields 2 # of Shields 1 # of Shields 1 #ofShields | 1 | 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


$32.00 $16.00 | $15.04 12 | $27.00 | $25.38 
24 | $41.60 | $39.10 f : | $16.24 | $15.27 $16.48 | $15.49 | | 24 | $27.96 | $26.28 
36 


36 | $51.20 | $48.13 | $16.48 | $15.49 $16.96 | $15.94 
$60.80 | $57.15 $16.72 | $15.72 
$70.40 | $66.18 ' $16.96 | $15.94 
$80.00 72 | $17.20 | $16.17 $18.40 | $17.30 


Replace ** with ANY Replace ** with ANY Replace x* with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 


MHV Male to SHV Plug 


Li" 


RG214/U 


RG174A/U RG188A/U RG213/U 


RG223/U 


impedance 50 impedance 50 Impedance 50 "Impedance 50 Impedance Impedance | 50 sid 
Coax Dia. 195” Coax Dia. 100” Coax Dia. | .105” Coax Dia. 405” Coax Dia. Coax Dia. 
# of Shields 2 # of Shields 1 # of Shields 4 # of Shields 1 # of Shields #ofShields | 2 ‘| 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 $56.00 | $52.64 12 12 


12 | $40.00 | $37.60 
24 | $41.20 | $38.73 


$56.24 


24 $52.87 
36 | $56.48 | $53.09 


24 7 $46.96 


36 Ee $46.51 36 | $47.92 | $45.04 | 36 | $42.40 | $39.86 | 
48 | $52.72 | $49.56|| 48 | $56.72 | $53.32 48 | $48.88 $43.60 | $40.98 
60 | $55.96 | $52.60 | | 60 | $56.96 | $53.54 60 60 | $44.80 | $42.11 
72 72 | $57.20 72 72 | 72 | $46.00 | $43.24 | 
Replace + with ANY | | Replace *% with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


RG59B/U RG62A/U RG8A/U 


Impedance Impedance 50 Impedance 50 Impedance 75 Impedance 93 | Impedance | 52 
Coax Dia. | .390” Coax Dia. | .195” Coax Dia. 195” Coax Dia. 242” Coax Dia. .242” ic ORES | 
1 


# of Shields # of Shields 2 # of Shields 1 # of Shields # of Shields 1 


Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


12 | $52.00 12 | $40.00 | $37.60 | | 12 | $38.00 $35.72 
24 | $61.60 $40.24 | $37.83 | | 24 | $38.48 $36.28 | | 24 
$71.20 $40.48 | $38.05 | | 36 | $38.96 | $36.62 $36.85 
| $80.80 $40.72 | $38.28 | | 48 | $39.44 | $37.07 $37.41 
$90.40 $40.96 | $38.50 | $37.98 

$100.00 7 $41.20 | $38.73 


2 : 
Replace £* with ANY Replace ** with ANY | | Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 


ca Bracke Manufacturing, LLC 
2) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
ssales@brackemfg.com 


N Male to SMA Male 


RG188A/U . 


RG142B/U RG174A/U 


RG178B/U 


__RG196A/U 


RG213/U 


P oe | M9030: BM90306.** | |Part# BM90305.** | |part# BM90307.** | |pat# BM90309.=* 
| Impedance | 50 «| | Impedance [| 50 i 50 50 | Impedance | 50 __| | _Impedance 

i Goer Didatauen doo.) Coax Dia. 072” 105” Coax Dia. 072” Coax Dia. 

#ofShields [| _=§-2 _—‘| | #ofShields 1 # of Shields 1 # of Shields { # of Shields 1 # of Shields 

Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
| 12 | $22.00 | $20.68 $24.00 12 | $34.00 | $31.96 $59.00 


| 24 | $25.24 | $23.73 24 | $25.20 | $23.69|| 24 | $34.96 | $32.86 $59.96 | $56.36 
| 36 | $28.48 | $26.77 36 | $26.40 | $24.82] | 36 | $35.92 | $33.76 $60.92 | $57.26 


$27.60 | $25.94 48 | $36.88 | $34.67 


| 48 | $31.72 | $29.82 


$58.17 


$28.80 | $27.07 60 | $37.84 | $35.57 


48 | $61.88 
$59.07 


$30.00 72 


| 60 _| $34.96 | $32.86 | 
| 72 | $38.20 | $35.91 | 


Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches 


RG214/U RG400/U 


RG22 
BMg0297.** 


Impedance Impedance Impedance Impedance 


amos = 


60 | $62.84 

72 $63.80 | $59.97 
Replace #* with ANY 
length in Inches 


RG401/U 


Impedance 


Coax Dia. Coax Dia. Coax Dia. Coax Dia. 


Coax Dia. _| 


# of Shields 
Inches 1-24 25-49 


# of Shields 
Inches 1-24 


# of Shields 
Inches 1-24 


# of Shields 
nches_ 1-24 


# of Shields 
Inches 1-24 25-49 


12 | $54.00 | $50.76 


$25.20 | $23.69 
8.40 $26.40 | $24.82 


24 | $63.60 | $59.78 
$73.20 | $68.81 


$68.24 48 | $27.60 | $25.94 


$81.00 


$28.80 | $27.07 


72 


12 
24 
36 
48 
60 
72_| $112.00 


Impedance 50 


72 


Replace ** with ANY 
length in Inches 


RG401-Flex 
BM90313.** | |Part Part 


Impedance 


36 

48 | $82.80 | $77.83 

60 | $92.40 | $86.86 

72 

Replace ** with ANY 
length in Inches 


Impedance 


De ERY. impedance 
yi Coax Dia, 


Coax Dia. .085” 


| Impedance _| 
Coax Dia. — 20 Coax Dia. Coax Dia. Coax Dia. 141" 
# of Shields 


_ i 
141" 
# of Shields # of Shields 1 # of Shields 1 
nches 1-24 25-49 


# of Shields “4 
Inches 1-24 25-49 
+2 


# of Shields 1 
Inches 1-24 25-49 


Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 
| 12 | $54.00 | $50.76 | 
| 24 | $63.60 | $59.78 | 


24 


| 36_| $73.20 | $68.81 | 


36 


12 | $35.00 | $32.90 
24 | $38.00 | $35.72 
6 


3 $41.00 | $38.54 


| 48 | $62.80 | $77.83 


48 


48 | $44.00 | $41.36 


| 60 | $92.40 | $86.86 
| 72 | $102.00 | $95.88 | 


Replace £* with ANY 
length in Inches 


RG405-Alum 
a 


60 
72 


Replace ** with ANY 
length in Inches 


Pant # BM9 7 oat 


Impedance 50 


: Part # BM90308.2= 


Impedance Impedance 


60 | $47.00 | $44.18 
72 | $50.00 | $47.00 


Replace * with ANY 
length in Inches 


Impedance 


52 
_ Coax Dia. Coax Dia. 405" 


"50 
195" 
# of Shields 4 # of Shields 1 


319. 
~ 50 
5” Coax Dia. 047” 
1 


Impedance | 5 
# of Shields 


Coax Dia. | 


# of Shields 1 
Inches 1-24 25-49 
12 $48.00 


Inches 1-24 25-49 
12 


Inches 1-24 25-49 Inches 1-24 25-49 


# of Shields 1 
Inches 1-24 25-49 
12 


24 $59.96 | $56.36 $53.40 


$60.92 | $57.26 


$61.88 | $58.17 $64.20 | $60.35 


$58.80 : $55.27 


$62.84 | $59.07 $69.60 | $65.42 


$63.80 | $59.97 


Replace ** with ANY 
length in Inches 


$75.00 | $70.50 


Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches 


S Bracke Manufacturing, LLC Phone 949.756.1600 
= PO Box 12319 F vis 949.756.1601 
BRACKE Newport Beach, Ca 92658 a if 


63 


Replace ** with ANY 
length in Inches 


www.brackemfg.com 
sales@brackemfg.com 


RG142B/U 


Part # BM90235.=* 


N Female Bulkhead to SMA Male 


RG174A/U 
Part# BM90237.2% 


Impedance 50 


RG178B/U RG188A/U 
Part BM90729.** | [pat BM90239."* 


Impedance 50 Impedance 50 


RG188-Double 


Impedance 50 


50 


Coax Dia. 


Coax Dia. 100" Coax Dia. 072” Coax Dia. 105" Coax Dia. -118" 


# of Shields 
Inches 1-24 


# of Shields 1 # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


12 12 12 | $32.00 


#ofShields | 2 (| 
Inches 1-24 25-49 


$34.74 


$36.00 
$37.92 


24 24 24 | $33.20 | $31.21 
36 | $34.40 $35.64 


36 36 
$35.60 


48 48 
$36.80 


RG213/U 
Part # BM90241 2 | 
50 


60 60 
$38.00 


72 72 
Replace * with ANY Replace ** with ANY Replace x* with ANY 
length in Inches 


length in Inches length in Inches 


RG223/U 


Impedance 50 Impedance “Impedance 


Impedance 
Coax Dia. | 405° 


Pa Par # OM 
Coax Dia. 425” Coax Dia. Coax Dia. 


# of Shields 1 


Inches 1-24 25-49 
12 


Coax Dia. Eee ssO0"n | 
# of Shields 2 # of Shields # of Shields #ofShields [2 —Ssd| «| #ofShields [ = 2 
Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches -24 25-49 1-24 25-49 


12 12 | $32.00 | $30.08 12 $52.00 | $48.88 
24 24 | $33.20 | $31.21 


$61.60 | $57.90 
36 $53.02 $71.20 
48 


; $66.93 
48 $56.96 


2 
Replace ** with ANY 
length in Inches 


Pat # BM90236.22 


Impedance 50 


60 $60.91 $90.40 
72 ; f } ; Y 72 | $100.00 
Replace * with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace x* with ANY 
length in Inches 


length in Inches length in Inches length in Inches length in Inches 


Impedance 50, Impedance. Impedance rt Y Impedance 


Coax Dia. .195” 


Coax Dia. .250" Coax Dia. 250" Coax Dia. Coax Dia. 


Coax Dia. | .250” 


# of Shields 2 
Inches 1-24 25-49 
12 


# of Shields 1 # of Shields 1 #ofShields | 1 ~_—_—'|_:[ #ofShields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


24 


12 : : 12 b 12 12 | $38.00 | $35.72 


36 


48 


48 48 | $87.80 | $82.53 48 $82.53 


60 
72 


length in Inches 
RG402-Flex 

Parte BM90249.** 
50 


24 24 | $68.60 | $64.48 | | 24 | $68.60 | $64.48 
36 ; 36 | $78.20 | $73.51 36 | $78.20 | $73.51 
| $87.80 


60 60 | $97.40 | $91.56 | | 60 | $97.40 | $91.56 
72 | $107.00 | $100.58 | | 72 | $107.00 | $100.58 


Replace * with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches 


RG405/U RG405-Alum RG405-Flex 


Las eae | 


72 


Replace * with ANY 
length in Inches 


RG58C/U 


Part 


Replace * with ANY 
length in Inches 


Part BM90252.** 


Impedance | Impedance 50 Impedance 50 Impedance | 50 | 
Coax Dia. 141” Coax Dia. 085” Coax Dia. | 085” Coax Dia. 085” Coax Dia. 195” 
# of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
$38.00 | $35.72 12 $39.48 12 12 
$42.80 | $40.23 24 $43.43 24 | $46.80 $43.99 24 


Replace * with ANY 
length in Inches 


$47.60 | $44.74 36 | $46.00 $47.38 36 36 
$52.40 ! $49,26 48 | $49.00 
$57.20 | $53.77 60 | $52.00 

72 | $62.00 | $58.28 72 


Replace * with ANY 
length in Inches 


Repiace ** with ANY 
length in Inches 


Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches 


qT 


2 


BRACKE 
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SMA Male to TNC Male 


eS rae.) 


RG142B/U 


es 3M90466.% | |pat # BM90464.** | [pat # BM90468.** | [Pat# B : 

| Impedance | 50 _| | Impedance impedance Impedance Impedance 
Coax Dia, | 072" 
# of Shields 


Coax Dia. 100” Coax Dia. 105" Coax Dia. | 072" Coax Dia. 
# of Shields # of Shields 1 # of Shields # of Shields 


nches nches 1-24 25-49 Inches 1-24 Inches 1-24 nches 1-24 


# of Shields 


48 
60 | 
72 


Replace x* with ANY Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches 


RG393/U RG400/U 
Part# BM90474.*% | |pat# BM90465.7% 


Saas e Impedance 50 Impedance impedance 50 Impedance 50 
211" Coax Dia. 102” Coax Dia. 114" Coax Dia. 390" Coax Dia. 195" 
# of Shields # of Shields # of Shields 1 # of Shields # of Shields 2 # of Shields 2 


Inches 1-24 25-49 inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 
12 12 
$22.20 | $20.87 24 
$23.40 | $22.00 ‘ 36 


| 12. | 

| 24 | 

| 36 | ! 
| 48 | $24.60 | $23.12 48 | $32.76 | $30.79 
| 60 | 


$25.80 60 | $34.68 | $32.60 60 | $38.40 | $36.10 
$27.00 72 | $36.60 | $34.40 72 | $42.00 | $39.48 


Replace ** with ANY Replace <* with ANY Replace ** with ANY-} | Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


RG401-Alum RG402/U 


476. Pat # BM90478.22 


Part 


2 


| Impedance | 50 ~_—_|_'|_ Impedance 50 impedance ra . 50 impedance 50 impedance 50 Impedance 50 
| Coax Dia. |. 250" | Coax Dia. 250” Coax Dia. 250” Coax Dia. 141” Coax Dia. 141” Coax Dia. 141” 
#ofShields | 1 sid: |_ # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 

Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 


| 12 | $50.00 | 12 $32.90 
| 24 | $59.60 | 24 24 | $38.60 | $36.28 
| 36 | $69.20 | 36 36 sa | $39.67 
: | 48 | $78.80 48 48 | $45.80 
$86.40 | 60 | $88.40 60 60 | $49.40 
72 | $98.00 | $92.12 | | 72 


Replace x* with ANY 
length in Inches 


Replace x* with ANY 
length in Inches 
RG405-Alum 


ue 


Replace £* with ANY 
length in Inches 


RG62A/U 
Part# BM90471.%* 


aM vis : 

P impedance | 7 Impedance | HeO 2 impedance Lote 50 anes Impedance 50 impedances, 
Coax Dia. 195” Coax Dia. Coax Dia. 242” 

# of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 
inches Inches 1-24 25-49 Inches 1-24 25-49 nches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 
| 12 | $36.00 | $33.84 | $37.00 | $34.78 | | 12 | $37.00 | $34.78 12 | $26.00 
rae [iow soe | [2 star nr : E 
| 2888 | 36 | $45.40 | $42.68 | | 36 | $46.60 | $43.80 $20.48 | $19.25 | | 36 | $27.20 | $25.57 
| 48 | $45.00 | $42.30 | | 48 | $49.60 | $46.62 $51.40 | $48.32 $20.72 | $19.48 | | 48 
| 60 | $48.00 | $45.12 | | 60 | $53.80 $56.20 | $52.83 $20.96 | $19.70 | | 60 
| 72 | $51.00 | $47.94 | | 72 | $58.00 | $54.52 | | 72 | $61.00 | $57.34 $19.93 | | 72 72 


Replace ** with ANY 
length in inches 


Replace +* with ANY Replace ** with ANY Replace * with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 
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N Male to TNC Male 


RG142B/U 


RG174A/U RG178B/U 


aK #K xk 
Part# BM90345.** | lpat# BM90347.** | |pat# BM90350.2. at# BM 
Impedance 50 __ Impedance _ 50 Impedance | _50 Impedance Impedance | Impedance | 50 
Coax Dia. | — .195” Coax Dia. | _.100" Cox Ola al O72 Coax Dia. _ Coax Dia. 072" | CoaxDia. | 405" | 
# of Shields 2 # of Shields # of Shields 1 # of Shields # of Shields 1 # of Shields 


Inches 1-24 25-49 


$30.00 | $28.20 


Inches 1-24 25-49 Inches 1-24 25-49 


$30.00 | $28.20 
24 | $30.24 | $28.43 


t 


$30.48 1 $28.65 


Inches 1-24 25-49 


Inches 1-24 25-49 


12 
24 ; 
36 | $34.40 | $32.34 
48 | $35.60 | $33.46 
60 $34.59 
72 |" 
Replace x* with ANY 
length in Inches 


"$34.96 | $92.86 
$35.44 | $33.31 
$35.92 
$36.40 
Replace ** with ANY 
length in Inches 


_| $34.48 | $32.41 
$30.72 | $28.88 | 


$33.76 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


RG214/U RG223/U RG316/U 
Part# BM90354.** | |pat# BM90344.** | |pat# BM90348.%* 


oS ; Impedance | 50 ~——'|_'|_ Impedance | _ Impedance | * | Impedance | 50 

Coax Dia. 425" | | CoaxDia. | _ _| | Coax Dia. |. Coax Dia. | 390” _ Coax Dia. | CoaxDia. | .250" | 

# of Shields # of Shields # of Shields # of Shields | # of Shields #ofShields | 1 J 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


$21.00 | $19.74 : | $35, 


$33.09 | | $22.20 | $20.87 


$37.04 | | 36 | $23.40 | $22.00 
$40.98 $24.60 | $23.12 33.60 | 
$44.93 60 | $34.80 


$48.88 72 | $36.00 | $33. ! 72 | $40.00 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 
RG402/U RG402-Flex RG405/U RG405-Flex RG58C/U 


Part# BM90745.** | |pat# BM90743.** | |part# BM90746.% | | Ip M90: 
Impedance 50 _ Impedance | _ 50 _Impedance | _50 Impedance | _—50 per jpedance 
? Coax Dia. Coax Dia. .085” Coax Dia. ia. 405” 
1 


Coax Dia. pape Coax Dia. 
# of Shields 1 #ofShields [1 _—*(| | #ofShields | 1 


# of Shields 1 # of Shields 1 # of Shields 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


Replace ** with ANY 
length in Inches 


$39.48 | | 12 12_| $42.00 | $39.48 | | 12 2} $000 | $2820 

$46.80 | $43.99 24 | $46.60 | $43.99 | $30.96 | $29.10 | 

36 | _ $51.60 | $48.50 ~36 | $51.60 | $48.50 | 36 | $31.92 | $30.00 | 
48 | $56.40 | $53.02 48 | $56.40 | $53.02 | 48 | $32.88 | $30.91 | 
$61.20 | $57.53 60 | $61.20 | $57.53 | 60 | $33.84 | $31.81 | 

$66.00 | $62.04 72 | $66.00 | $62.04 | 72 | $34.80 | $32.71 | 


Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 
Mini UHF Male to SMA Male 


_ anna =| 


RG142B/U 
Part# BM90173.%* 
50 


RG174A/U 


Part# BM90; 


RG58C/U 


RG142B/U 
Pat# BM90166.™* 


Part BM90168.*% 


RG174A/U 
Part# BM90231.2* 


Impedance 50 |: | Impedance | _Impedance | 50 _Impedance | _ Impedance 50 es! impedan 

Coax Dia. EuiQor ) | Coax Dial iy rai f _ Coax Dia. | ¢+.195" _ _Coax Dia. | .195" Coax Dia. -100” Coax Dia. -195" 

# of Shields 2 # of Shields # of Shields 1 # of Shields 2 # of Shields 1 # of Shields 1 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


12 | $17.00 | $15.98 
24 | $17.24 | $16.21 
5 | $17.48 | $16.43 
$17.72 | $16.66 
$17.96 | $16.88 


$18.20 | $17.11 


Inches 1-24 25-49 
12 


$16.92 
$19.97 
$23.01 
$26.06 
$29.10 


$19.00 
$19.24 
$19.48 | $18.31 
$19.72 | $18.54 
$19.96 


24 | $21.24 
36 | $24.48 
48 
60 


| $24.48 | $23.01 


72 | $20.20 | . 
Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches 
™M 
= ) Bracke Manufacturing, LLC 


PO Box 12319 
BRACKE Newport Beach, Ca 92658 


| $18.72 | $17.60 | 
| 72 | $19.20 | $18.05 | 

Replace x* with ANY 
length in Inches 


$18.24 | $17.15 
$18.48 | $17.37 
| 48 | 
| 60 | 


Replace * with ANY 
length in Inches 


Phone 949.756.1600 
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Reverse Polarity SMA Male to SMA Male to Reverse Polarity 
TNC Male SMA Male 


we 


ewe 


Q 


x 
o 
Soy 


eee 
SS 


o, 
, 


FZ 
ie 
e 


V 


XK2 


V 
4 


RG174A/U RG223 
Part# BM90516.%% | |pant# BM90513.%4 


Impedance _ 5 _Impedance _ Impedance 43 _|Impedance_| ; _ Impedance 


eGoax Dia.) |=". 00" a Coax Dia. | _ , CoaxDia. | _.195” ip Goax Dia: ba! qoute. Coax Dia. 
# of Shields # of Shields # of Shields # of Shields # of Shields # of Shields 


Inches . 1-24 25-49 Inches 1-24 25-49 nches. 1-24 25-49 Inches 1-24 


$26.48 | $24.89 | 
$26.72 | $25.12 


Replace ** with ANY 
length in Inches 


RG58C/U ___RG223/U __RG316/U RG58C/U 
Part # BM90512.** |||pat# BIM90689.** Part # BM90685.2% 
50 50 


Impedance | “ Hah des ay Impedance __Impedance | _ 
Coax Dia. AS ee Coax Dia eee _ Coax Dia. 195 


Impedance | | 


| Coax Dia. | .102” | | Coax Dia. 


Impedance |_ 
Coax Dia. 


/ ‘|| {48 | $29.60 | $27.82 
) | $25.96 | $24.40 $30.80 | $28.95 


$26.20 | $24.63 $32.00 | $30.08 72 


Replace ** with ANY Replace #* with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace x* with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


pane Reverse Thread SMA Male to SMA Male 


| #ofShields | _——-1~——s*«|:«* |: # of Shields # of Shields 1 _# of Shields # of Shields _# of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 1-24 
| 12 | $26.00 | $24.44 | 
$27.82 | | 24 | $25.24 | $23.73 _| $27.20 | $25.57 
i $31.21 | $25.48 | $23.95 36 | $28.40 | $26.70 
= $25.72 | $24.18 
| 


\7 


RG188A/U e RG196A/U 
ee * : ; * 
Part # Part# BM90681.** | |pat# BI ** | Ipat# BM90684.** 
Impedance t : _ Impedance 50 Impedance | 50 Impedance Impedance 50 
Coax Dia. 100" | | Coax Dia. 072" Coax Dia. A ATOS aan CoaxDia. {|  .118" Coax Dia. 072” 
# of Shields # of Shields 1 # of Shields # of Shields # of Shields 1 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 nches 1-24 25-49 Inches 1-24 25-49 
$26.00 $31.00 | $29.14 5 
24 $26.24 2 $31.48 | $29.59 . 526.5 ; $31.92 | $30.00 


36 | $26.48 36 | $31.96 | $30.04 $33.84 | $31.81 
$26.72 $32.44 | $30.49 $35.76 | $33.61 
$32.92 | $30.94 $29.89 $37.68 | $35.42 


$33.40 | $31.40 : $31.02 72 | $39.60 | $37.22 | | 72 


4 72 2 
Replace * with ANY | | Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace x* with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 
RG223/U RG316-Double RG400/U RG55B/U RG58C/U 
Part BM90749.™* | |pat# BM90678.** | |Part# BM90788.** | |pat# BM90679.=* 
RES SOE 


Part# BM90682.** 


| Impedance | 50 i Impedance 50 Impedance _ impedance 53.5 Impedance 50 

. Coax Dia.” hizdge. | a Fi Coax Dia. 114” Coax Dia. | .195". | | Coax Dia. 200" Coax Dia. .195” 
#ofShields | 2 —i«| 1 # of Shields 2 # of Shields 2 # of Shields 2 # of Shields 1 

Inches 1-24 25-49 Inches 1-24 25-49 Inches. 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


$27.00 | $25.38 $28.20 12 | $30.00 


| 12 | $26.00 | $24.44 | 


| 24 | $27.20 | ae $26.51 $31.92 | $30.00 24 | $31.20 | $29.33 

24 $28.40 $29.40 | $27.64 $33.84 | $31.81 36 | $32.40 | $30.46 
$29.60 $30.60 | $28.76 | | $35.76 | $33.61 48 | $33.60 48 | $26.72 
$31.60 | $29.89 | | 60 | $37.68 | $35.42 60 | $34.80 60 | $26.96 


60 | $30.80 
72 | $32.00 


72 | $33.00 | $31.02 || 72 | $39.60 | $37.22 72 | $36.00 
Replace ** with ANY Replace x* with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


TM 


va Bracke Manufacturing, LLC 
2 PO Box 12319 
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SMA Male to 7/16 Din Male 


Sosy) 


RG142B/U RG213/U RG214/U RG223/U RG393/U RG400/U 
Part # BM90497.**| |Partx BM90503.** | |part# BM9050- Part¢ BM90498.** | |part | |Part# BM! 
Impedance 50 Impedance 50 Impedance 50 Impedance 50 impedance | Impedance | ._ 50 
Coax Dia. 195” Coax Dia. 405” Coax Dia. 425” Coax Dia. 211” Coax Dia. 
# of Shields 2 # of Shields 1 # of Shields 2 # of Shields 2 # of Shields # of Shields 2 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
$38.00 | $35.72 $76.00 | $71.44 


24 
36 
48 


$41.24 | $38.77 
$44.48 | $41.81 
$47.72 | $44.86 


$76.96 | $72.34 
$77.92 | $73.24 


$74.15 


24 | $97.60 | $91.74| | 24 | $41.60 | $39.10 | 
36 | $107.20 |$100.77 | | 36 | $45.20 | $42.49 | 
48 | $116.80 | $109.79 | | 48 | $48.80 | $45.87 | 


| 
| $40.40 
$41.60 | $39.10 


$50.96 | $47.90 $75.05 | | 60 60 [$126.40 | $118.82 | | 60 | $52.40 | $49.26 | 
$54.20 | $50.95 $75.95 | | 72 72 $127.84 
Replace ** with ANY Replace x* with ANY Replace ** with ANY Replace x* with ANY 


length in Inches 


Replace £* with ANY 
length in Inches 


RG402 


Part 


length in Inches length in Inches length in Inches 


RG402/U 
# BM90500.*4 


“a 


~ Impedance Impedance Impedance . Impedance 50 impedance ers) ae 
Coax Dia. .250" Coax Dia. .250” Coax Dia. _ .250" Coax Dia. _| 141" Coax Dia. 141” 
# of Shields | 1 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields | ° 1 
Inches 1-24 25-49 Inches 1-24 25-49 Inches. 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
$88.00 | $82.72 $74.00 


24 | $101.60 
36 | $111.20 | $104.53 
48 | $120.80 | $113.55 


60 | $130.40 | $122.58 

72 | $140.00 | $131.60 

Replace ** with ANY 
length in Inches 


$95.50 
$104.53 
$113.55 


$73.51 
s 
60 | $90.80 
72 


Replace ** with ANY 
length in Inches 


36 | $107.20 | $100.77 
$116.80 | $109.79 


60 | $126.40 | $118.82 

72 | $136.00 | $127.84 

Replace ** with ANY 
length in Inches 


| $120.80 
$130.40 | $122.58 
$140.00 | $131.60 


Replace x* with ANY 
length in Inches 


| $93.20 | $87.61 | 
$98.00 | $92.12 | 


Replace £* with ANY 
length in Inches 


$78.80 | $74.07 
$83.60 | $78.58 


Part# BM90789.* 


“Impe BO Impedance | 50 | | ‘Impedance ~ 5 ~ Impedance 53.5 npedance pedance 
Coax Dia. .085” CoaxDia. | _.085” Coax Dia. .085” Coax Dia. 200” Coax Dia. .195” 
# of Shields 1 # of Shields # of Shields # of Shields 2 # of Shields 4 # of Shields 
Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 nches 1 


24 | $79.00 24 


36 | $82.00 | $77.08 | ; $77.92 
48 | $85.00 | $79.90 


48 
60 $88.00 | $82.72 60 $97.20 
72 | $91.00 | $85.54 72 | $102.00 2 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace £* with ANY 
length in Inches length in Inches length in Inches length in Inches 


RG405-Alum 


impedance “te ~in T impedance | 50 
Coax Dia. .085” Coax Dia. .085” Coax Dia. .085” Coax Dia. 
# of Shields # of Shields #ofShields | 1 __—i|:«*{_ # of Shields # of Shields # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 


12 | $31.00 | $29.14 ; ! 12 | $42.00 | $39.48 $42.00 | $39.48 
24 | $34.00 | $31.96 || 24 | $35.20 | $33.09 24 | $47.40 | $44.56 | | 24 | $46.80 | $43.99 | 
36 ee $37.04 | 36 | $51.60 | $48.50 | 


48 | $43.60 


$40.98 $45.40 : 48 | $58.20 | $54.71 || 48 | $56.40 | $53.02 | 
60 | $47.80 | $44.93 $50.20 : | 60 | $61.20 | $57.53 | 
| 72 | $46.00 | $43.24 | | 72 $48.88 | | 72 | $55.00 | $51.70 | | 72 | $66.00 | $62.04 | 


Replace ** with ANY | | Replace ** with ANY | | Replace #* with ANY Replace #* with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 
™M 
= Bracke Manufacturing, LLC 
=) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
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SMA Male to SMB Plug 


| Impedance | 50 err: Grcshed F impetianca | impatience TS ne ean —— “0 ee na WE ae =D a . 
| CoaxDia. |  .195” | ia. 100” Coax Dia. 072" Coax Dia. 105” Coax Dia. | 118” Coax Dia. .072” 

# of shelés prea we | i # of Shields 1 # of Shields # of Shields #ofShields | 1 | 
Inches 1-24 25-49 Inches 1-24 25-49 nches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 
$23.00 | $21.62 a 00 | $27.26 

2c saner| | a4 | sen.e | saa 4a | $27.71 


$28.65 $29.96 | $28.16 
$31.70 $23.72 ; $30.44 | $28.61 
$23.96 | $22.52 $30.92 | $29.06 


$24.20 | $22.75 40 | $29.52 , : . : $31.77 


Replace ** with ANY ** wi ** wi ** wi #* wi Bladece ** with ANY 
length in Inches i i length in Inches 


=a | le he 
Hat shite Ta a “Greve eg # of Shields # of Shields 1 # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 inches 1-24 25-49 | 1-24 or Inches 1-24 ss 49 Inches 1-24 25-49 Inches 1-24 ee 
$24.00 | $22.56 $31.00 | $29.14 $24.00 | $22.56 
fae aa esr] Farrar] Fae S740 | as 
2 ee | setae $33.40 | $31.40 36 | $31.20 | $29.33 
$34.60 | $32.52 48 | $34.80 | $32.71 
| 60 | $28.80 | $27.07 33 $35.80 $33.65 | $38.40 | $36.10 
| 72 | $30.00 | $28.20 | | 72 | $37.00 | $34.78 é ; $42.00 | $39.48 ; } 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 
SSMA Male to SMA Male Banana Plugs to Alligator Clips 
« with 6” Red & Black Leads 


Be 50 
Coax Dia. 105” 
# of Shields 1 


Inches 1-24 25-49 


impedance a oe 50 Impedance aE Impedance ; 
Coax Dia. 072" Coax Dia. 195” Coax Dia. air 
# of Shields 


# of Shields 2 
Inches 1-24 25-49 
12 


24 


ri 2eerese 
Inches 1-24 25-49 


Pa soa | eae 
$30.48 | $28.65 
| 48 | $30.72 | $28.88 | 
| 60 | $30.96 | $29.10 | 
[aa { sivae ease] |e 


# of Shields 1 
Inches 1-24 25-49 


# of Shields 2 


> 1-24 25-49 


= 1-24 ad 


Tech support 


Impedance | _53.5 
Coax Dia. 20 
# of Shields 


imped jance_| ce | at ac —- Ta OS 
. Coax Dia. 114" Coax Dia. = aaa 
# of Shields # of Shields # of Shields # of Shields is waiting to 
Inches 1-24 25-49 Inches 1-24 25-49 Inches. 1-24 ae — 1-24 = 49 Inches 1-24 25-49 
| 12 | $34.00 | $31.96 | $20.68 answer your 


| 24 | $34.96 | $32.86 | 
| 36 | $35.92 | $33.76 | 
| 48 | $36.88 | $34.67 | 
| 60 | $37.84 | $35.57 | 


$39.68 | $37.30 
Replace at ** with ANY Replace ** with ANY pee ** with ANY 
length in Inches length in Inches length in Inches 
TM 


Ps Bracke Manufacturing, LLC 
53 PO Box 12319 
BRACKE Newport Beach, Ca 92658 


$21.81 
$24.40 | $22.94 
$25.60 | $24.06 
$25.19 
$26.32 


Replace x* with ANY 
length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


69 


questions at 
sie} oe |(949)756-1600. 


$22.20 | $20.87 


www.brackemfg.com 
sales@brackemfg.com 


SMA Male to SMC Plug 


RG142B/U RG188A/U 


impedance 03 impedance | rimpedance | 50_| |_Im ee 
Coax Dia. 400" Coax Dia, 072 
# of Shields # of Shields #ofShields | 1 | | #of Shields #ofShields [ 2 | { #ofShieds | 1 | 


nches 1-24 25-49 Inches 1-24 25-49 nches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 1-24 
12 


12 | $28.00 | $26.32 12 | $21.00 | $19.74 
$29.37 24 | $29.48 | $27.71| | 24 | $22.20 | $20.87 


36 | $29.96 | $28.16 
48 | $30.44 | $28.61 
$30.92 | $29.06 


60 
| 72 | $22.20 | $20.87 | | 72 | $31.40 | $29.52 | 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 
RG316/U RG316-Double RG400/U 
Part# BM90432.** | [Part # BM90760.**_ ) 


) Impedance ae Impedance 50 Impedance . “Impedance | Impedance | 50 
Coax Dia. 211” Coax Dia. 102” Coax Dia. 114” Coax Dia. 195” Coax Dia. Coax Dia. 
# of Shields # of Shields 1 # of Shields # of Shields # of Shields #ofShields | 1 


Inches 1-24 25-49 | |inches 1-24 Inches 1-24 Inches 1-24 25-49 
$21.00 | $19.74 . | 12 | $27.00 | $25.38 | 
24 | 24 | $27.24 | $25.61 


$22.20 | $20.87 


$23.40 | $22.00 $24.84 | $23.35 | 36 | $27.48 | $25.83 | 
$24.60 | $23.12 $26.76 | $25.15 . | 48 | $27.72 | $26.06 | 
$25.80 | $24.25 $28.68 | $26.96 .20 | $47.19 | | 60 | $27.96 | $26.28 | 


$27.00 | $25.38 $30.60 | $28.76 72 | $28.20 | $26.51 | 
Replace ** with ANY 
length in Inches 


| 


een 


RG174A/U RG188A/U RG196A/U 
Part# BM90064 . y | |Part# BM90228."" 
Impedance 50 Impedance impedance Impedance eee 
Coax Dia. .195” Coax Dia. | 100” Coax Dia. | — .072’ Coax Dia. 105" 
# of Shields 2 # of Shields # of Shields # of Shields #ofShields | 2 |: |_ # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches Inches 1-24 25-49 nches 1-24 25-49 


12 | $32 .00 | $30.08 


$25.61 ; $24.67 } , f 24 $26.24 
$28.05 


$28.65 ; $24.89 $28.40 | $26.70 
$29.85 


$31.70 : $25.12 ; ‘ $29.60 | $27.82 
$31.66 
$33.46 


$34.74 : $25.34 
$37.79 ; $25.57 

Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 


RG316-Double RG55B/U RG58C/U 


Part # Part 3 


Impedance 50 
Coax Dia. 211" 
# of Shields 2 


impedance impedance 50 eciitece| Impedance | 53.5 | 
Coax Dia. Coax Dia. 114" Coax Dia. CoaxDia. | .200" | 
# of Shields # of Shields 2 # of Shields #ofShields [| 2 _—| 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 nches_ 1-24 25-49 


$24.00 | $22.56 


| 24 | $25.20 | $23.69 
48 | $27.60 
72 | $30.00 


$26.00 12 12 | $24.00 | $22.56 
ee $25.57 | | 24 24 | $27.60 | $25.94 | 


$28.40 | $26.70 36 ; 36 | $31.20 | $29.33 
$29.60 | $27.82 48 : 48 
: 60 | $38.40 | $36.10 60 | $34.80 | $32.71 
72 
length in Inches length in Inches 
TI 


$42.00 | $39.48 72 | $36.00 | $33.84 
M 
=) Bracke Manufacturing, LLC 


$32.40 | $30.46 
48 | $33.60 | $31.58 


72 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


www.brackemfg.com 
‘sales@brackemfg.com 


Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches 
PO Box 12319 


Phone 949.756.1600 
BRACKE Newport Beach, Ca 92658 Fax 949.756.1601 


75 Ohm BNC Male to 75 Ohm N Male MCX Plug to SMA Male 


psososo] | 


R2S2S eS 


187Al 


RG174A/U 


Part# BM90142. 


RG178B/U 


Impedance 


390661.** .** | [Pat# BM90146.** | |part# BM90145.** 
wit Raa Impedance 50: ues Impedance 50 }-tmpedance | _50., J 
| CoaxDia. | 405” | Coax Dia. | Coax Dia. 100° Coax Dia. 072” Coax Dia. 105” 
#ofShields [1 # of Shields # of Shields 1 # of Shields 1 # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


Inches 1-24 25-49 
12 


$24.00 
$24.24 
$24.48 | $23.01 
$24.72 | $23.24 
$24.96 | $23.46 
$25.20 | $23.69 


12 
24 
36 
48 
60 
72 


Replace ** with ANY 
length in Inches 


[42 | $02.00 | $008 | | 12 | 82000] sz726 | 
24 | $33.08 | $21.10 | | 24 | $20.24 | $27.49 | 


36 | so4.t6 | sa2.11 | s2771 
Fae | $25.24 | $93.13 | | 48 | 829.72 
Fao | $36.92 | sata | | 60 | 20.06 | 520.16 | 
P72 | sara0 | $26.16 | | 72 | 30.20 | $28.39 | 


Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches 
[Rez _][__ RGS9BIU 


5 es 
7 


24 24 


ar *=* | |pat# BM90143.** | |pat# BM90144.** 
Impedance Impedance 50 

Coax Dia. _.072” Coax Dia. 102” 
# of Shields 1 # of Shields 1 


Inches 1-24 25-49 Inches 1-24 


ee Bev eee sis ce 
| CoaxDia. | 425". | Coax Dia. 332” 
#ofShields [| 2 _'| |_#of Shields 1 # of Shields 2 
Inches 1-24 25-49 | |inches 1-24 25-49 nches 1-24 25-49 


| 24 | $25.48 | 


12 
24 
$26.92 | $25.30 36 
$27.88 | $26.21 48 
$28.84 | $27.11 60 
72 


RG188A/U 


Impedance 
# of Shields 1 
Inches 1-24 25-49 


RG174A/U RG178B/U_ 
Pate BM90817.%* 


Impedance 50 Impedance 50 
Coax Dia. | 100” Coax Dia. 072” 
# of Shields 1 # of Shields 1 
Inches 1-24 25-49 Inches 1-24 25-49 
12 $25.00 | $23.50 12 
24 | $25.24 | $23.73 24 


$25.48 $23.95 | | 36 


50 Impedance | _50 
072” Coax Dia. 105” 

# of Shields 1 # of Shields 1 
Inches 1-24 25-49 | |Inches 1-24 25-49 


$25.72 | $24.18 $25.79 | | 48 
$25.96 | $24.40 $26.24 | | 60 | $29.80 | $28.01 
$28.20 $26.20 | $24.63 $26.70 | | 72 | $31.00 | $29.14 


Replace ** with ANY 
length in Inches 


Replace * with ANY 
length in Inches 


RG31 6-Double 


Replace ** with ANY 
length in Inches 


B11.** | |pan# E ae Part 23.** | |pat# BM9082: 
50 Impedance 50 Impedance 50 Impedance 50 Impedance 50 
# of Shields 1 # of Shields 2 # of Shields 1 # of Shields 1 # of Shields 2 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 
| 24 | $25. $26.24 ||| 24 24 | $27.92 | $26.24 | 
| 36 | $28.05 36 36 | $29.84 
48 $29.85 48 48 | $31.76 | $29.85 | 


60 
72 


Replace ** with ANY 
length in Inches 


$31.66 
$33.46 


60 | $30.80 | $28.95 
72 | $32.00 | $30.08 
Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


Replace ** with ANY | | Replace ** with ANY 
length in Inches length in Inches 


™ 

- Bracke Manufacturing, LLC 
=) PO Box 12319 

BRACKE Newport Beach, Ca 92658 | 


www.brackemfg.com 
sales@brackemfg.com 


10-32 Male to BNC Male 10-32 Male to SMA Male 


RG178B/U RG316/U RG174A/U RG178B/U 
Part # BM90797.** | |part# BM90799.2* | |pan# BM90801.** || |Part# BM90798.** | leat # BMQO Part # 
Impedance 50 Impedance 50 Impedance 50 Impedance 50 Impedance 50 
Coax Dia. Coax Dia. Coax Dia. | .102” Coax Dia. 100" Coax Dia. 
# of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 nches 1-24 25-49 
$31.96 $42.30 12 Es $47.00 | $44.18 


$32.19 $45.48 | $42.75 $47.48 | $44.63 
$32.41 $45.96 | $43.20 36 | $36.48 $47.96 | $45.08 


$32.64 | $46.44 | $43.65 $37.60 48 | $36.72 44 | $45.53 | 
$32.86 $46.92 | $44.10 | $38.80 92 | $45.98 
$33.09 $47.40 | $44.56 $40.00 2 40 | $46.44 


Replace ** with ANY Replace £* with ANY 
length in Inches length in Inches 


12 
24 
36 
48 
60 
7 


RG214/U 


RG58C/U 


90812.=* | Partt# BM90810 Part # BM90806."* | |Pa 
Impedance | _— 50 Impedance 50 Impedance _ 50 Impedance Impedance 
Coax Dia. 425” Coax Dia. Coax Dia. .195” Coax Dia. | 425" Coax Dia. Coax Dia. 
# of Shields 2 # of Shields # of Shields 1 # of Shields 2 # of Shields # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


Inches 1-24 25-49 
12 


| [$84.00 
24 | $36.20 ; 24 | $35.24 | $33.13 $88.20 ; | 24 | 
36 | $37.40 36 | $35.48 | $33.35 $92.40 | 36 | $40.48 | $38.05 | 
48 $35.72 | $33.58 $96.60 | 48 | $40.72 | $38.28 | 
60 | $33.80 | $100.80 60 | $40.96 
72 ; ; : $34.03 | $105.00 72 | $41.20 | $38.73 | 


Replace <* with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


eee 


RG142B/U 


826.** 


Impedance 50 
Coax Dia. 195” 
# of Shields 2 


Inches 1-24 25-49 


RG142B/U 


Part # 
impedance 50 
Coax Dia. .195" 
#ofShields [| 2 i 
Inches 1-24 25-49 


| Impedance | 50 
| CoaxDia. | 195" | 
#ofShields | 1 


Impedance 


50 
100” 
# of Shields 1 


Coax Dia. 
Inches 1-24 25-49 


$26.24 | $24.67 


| Impedance | 50 
| #ofShields [1s | 
Inches 1-24 25-49 
$26.00 | $24.44 
$26.24 | $24.67 


Impedance 50 
Coax Dia. .195” 
# of Shields 1 


Inches 1-24 25-49 


48 $26.72 | $25.12 | | 48 | $24.72 | $23.24 | 
60 | $25.96 | $24.40 $37.96 | $35.68 60 | $24.96 | $23.46 | 
72 | 72 | $26.20 | $24.63 | | 72 | $25.20 | $23.69 | 
length in Inches length in Inches length in Inches length in Inches length in Inches 


TM 


im Bracke Manufacturing, LLC 
=) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


4.1/9.5 Din Male to N Male 


: Pek NS 
RG223/U RG393/U RG400/U RG58 


Part BM90038.** | [pat BM90040.24 | Ipat¥ BM90042.%* | lpan# BM90069.2* 


| impedance _| 50 Impedance 50 impedance impedance | 50 __—| 
| CoaxDia. | .195" | Coax Dia. 211” Coax Dia. .390” Coax Dia. 195” Coax Dia. 195” 
#ofShields | = 2_—s| {| #ofShields | 2 _|_-{ #of Shields 2 # of Shields 2 # of Shields # of Shields 1 


nches 1-24 nches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


$35.00 | $32.90 12 | $36.00 | $33.84] | 12 | $30.00 | $28.20 || 12 | $29.00 | $27.26 
$39.20 24 | $45.60 | $42.86 || 24 | $33.60 | $31.58 | | 24 | $29.24 


48 
$34.80 | $32.71 60 | $29.96 | $28.16 


72 | $46.20 | $43.43 | } 72 $78.96 | 


Replace ** with ANY Replace ** with ANY Replace x* with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 


$29.72 | $27.94 


223/ RG400/U_ 


|_Impec jance | zt dance lf mpe: wey Impedance a aden “50. ~ Impedance 
oe Dia. a Coax Dia. 211” Coax Dia. 390” ; 195” Coax Dia. 
# of Shields # of Shields # of Shields | #ofShields [| 2 ~~ +‘| | #ofShields 2 # of Shields 
: 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 nches 1-24 25-49 Inches 1-24 25-49 
$30.00 | $28.20 | | 12 | $28.20 | | $30.00 | $28.20 $29.00 | $27.26 


$33.60 | $31.58 | | 24 | $29.24 | $27.49 | 


$34.97 36 $29.48 | $27.71 
$38.35 48 $29.72 | $27.94 
96 | $40 60 | $29.96 | $20.16 | 
[72 | $46.20 | $43.43 | | 72 | $5600 _ 72 | $40.00 | $45.12 | | 72 | $2020 | $20.39 | 


Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches 


4 


wae! 
| RG142B/U_ RG188A/U RG223/U RG316-Double 


Part# BM90134.** 


* RE 
ila IVES mee cc 
Impedance 50 Impedance 50 
Coax Dia. ah bs Coax Dia. 102” 
# of Shields 2 # of Shields 1 
Inches 1-24 25-49 Inches 1-24 25-49 
$25.38 12 
$26.51 $24.63 
$27.64 
$28.76 


$24.40 $29.89 


| 72 | $26.20 | $24.63 | $31.00 | $29.14 $31.02 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 
RG402/U RG405/U RG405-Flex 


Part# BM90152.**| |pat# BM90154.4* 


Impedance 


Coax Dia. 
1 


# of Shields # of Shields 
Inches 1-24 25-49 Inches 1-24 


Impedance 50 
Coax Dia. 114" 
# of Shields 2 


Inches 1-24 25-49 


$24.44 
$26.24 
$28.05 


$33.68 | $31.66 


25-49 


Impedance 50 Impedance 50 Impedance ai 50 ai Impedance "50 
Coax Dia. 141" Coax Dia. 085" Coax Dia. .085” Coax Dia. 195" 
# of Shields # of Shields 1 # of Shields # of Shields 1 # of Shields 1 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches. 1-24 25-49 
| 12 | $26.00 $28.00 | $26.32 | $26.00 | $24.44 | | 12 | 12 $24.44 


24 | $32.80 


36 


48 48 
60 | $47.20 | $44.37] | 60 | $38.00 | $35.72 | | 60 | $47.20 | $44.37 | | 60 | $26.96 | $25.34 
| 72 | $47.00 | $44.18 | $52.00 | $48.88 | | 72 72 | $27.20 | $25.57 


$52.00 | $48.88 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


length in Inches length in Inches length in Inches 
— - 
= Bracke Manufacturing, LLC 
=) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Replace ** with ANY 
length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 
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www.brackemfg.com 
sales@brackemfg.com 


QMA Male to SMA Female 


( RG316-Double 
Part# BM90006.** | [part # BM9000 Part 


Impedance 50 }-tmpedance_+ 0 pec 
Coax Dia. 211" Coax Dia:. || sah 1 02a 
Beet) a) 


Impedance 


Coax Dia. -100” Coax Dia. 105” 
# of Shields 1 # of Shields 1 # of Shields # of Shields 
nches 1-24 nches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


I 
| 12 | $24.00 | $22.56 | 
24 | $30.24 | $28.43 | 24 | $25.92 | $24.36 | 
36 | $33.48 | $31.47 | | 36 $26.70 | 36 | $27.84 | $26.17 
48 | $36.72 | $34.52] | 48 | $23.72 | $22.30 $29.60 | $27.82 | 48 | $29.76 | $27.97 | 
60 | $39.96 | $37.56 | | 60 | $23.96 | $22.52 60 $28.95 | 60 | $31.68 | $29.78 | 
| 72 | $43.20 | $40.61 | 72 | 72 | $29.00 | $27.26 || 72 | $33.60 | $31.58 | 
Replace ** with ANY Replace ** with ANY Replace * with ANY Replace ** with ANY Replace ** with ANY Replace £* with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


RG58C/U 


RG405/U 


Pat# BM90018.2* 


RG400/U 


Impedance. S 
Coax Dia. | .141” 


A 
7: 


Pot AGS eae Ca 
# of Shields # of Shields 


# of Shields 1 #ofShields | _1 # of Shields 

Inches 1-24 25-49 Inches 1-24 25-49 Inches | 1-24 25-49 nches 1-24 Inches 1-24 25-49 Inches 1-24 25-49 
| re | ee 12 | $25.00 | $2350} | 12 $24.44 | | 12 | $24.00 | $22.56 | 

$30.60 | $28.76 | | 24 | $28.60 | $26.88 | | 24 | $30.80 $28.95 | | 24 | $24.24 | $22.79 | 
| 36 | $34.20 | $32.15 | $35.60 | $33. 36 | 36 | s24.ae | $23.01 | 
| 48 | $37.80 | $35.53 | | 48 | $35.80 | $33.65 || 48 $37.98 | | 48 | 48 | $24.72 | $23.24 | 
| 60 | $41.40 | $38.92 | | 60 | $39.40 | $37.04 | | 60 $42.49 $37.00 | 60 | $24.96 | $23.46 
| 72 | $45.00 | $42.30 | | 72 | $43.00 | $40.42 | | 72 | $25.20 | $23.69 | 


Replace £* with ANY 
length in Inches 


Replace £* with ANY 
length in Inches 


Replace ** with ANY Replace ** with ANY Replace £* with ANY 
length in Inches length in Inches length in Inches 


Impedance 50 Impedance 50 Impedance 50 Impedance 50 Impedance | 50 
Coax Dia. 195” Coax Dia. 100” Coax Dia. 105” Coax Dia. 211" Coax Dia. 
# of Shields 2 # of Shields 1 # of Shields 1 # of Shields 2 # of Shields # of Shields 


Inches. 1-24 25-49 Inches 1-24 25-49 Inches 1-24 ° 25-49 Inches 1-24 25-49 Inches 1-24 25-49 inches 1 


12 | 12 | $23.00. | $21.62 | 
24 | $24.20 | $22.75 | 


$24.63 
48 ; : 48 | $25.60 48 | $26.60 | $25.00 | 
60 | 60 | $22. $26.80 | $25.19 | | 60 | $29.80 60 | $27.80 | $26.13 | 
| 72 | $42.20 | $39.67 | 72 | $29.00 | $27.26 | 


Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


RG142B/U RG174A/U 


| Impedance _| 50 Impedance “50 impedance Impedance 50 Impedance 
195” Coax Dia. 4141” Coax Dia. Coax Dia. | .085” Coax Dia. 

# of Shields 2 # of Shields 1 # of Shields # of Shields 1 # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 nches 1-24 
$26.00 | $24.44 $26.00 
| 24 | ; $30.80 ; 

$35.60 | 36, | 

$40.40 i | 48 | 


36, 
60 
72 


60 
72 $50.00 | $47.00 


Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace x* with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches 


rn Bracke Manufacturing, LLC 
=) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


74 


QN Male to N Female 


RG393/U 


RG223/U 
Partt# BM90009.** 


Part# BM90007.22. 


RG213/U 


Part# BM9000. 


~RG214/U 


Part# BM90005.*¢ 


e ) 1 Impedance ; Impedance 50 Impedance 50 Impedance TE) ‘ Impedance 50 
| CoaxDia. { ( .195" | Coax Dia. Coax Dia. 425" Coax Dia. 211" Coax Dia. .390” Coax Dia. 195” 
#ofShields [2 sd, |_ # of Shields # of Shields 2 # of Shields 2 # of Shields 2 # of Shields 


Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


nches 1-24 25-49 


| 12 | $42.00 | $39.48 | 12 | $34.00 | $31.96 | | 12 $43.24 $34.00 | $31.96 
| $37.24 | $35.01 || 24 | $42.96 | $40.38 || 24 | $47.20 | $4437 || 24 | $35.20 | $33.09 $52.26 $37.60 | $35.34 | 
| 36 | $40.48 | $38.05 | | 36 | $43.92 | $41.28 | 


| 48 | $43.72 | $41.10 || 48 | $44.88 | $42.19 | 
| 60 | $46.96 | $444 | | 60 | $45.84 | $43.09 | | 60 | 
| 72 | $50.20 | $47.19 | | 72 | $46.80 | $43.99 | 


Replace ** with ANY Replace ** with ANY Replace x* with ANY 
length in Inches length in Inches length in Inches 
RG402-Alum RG402-Flex 


9001 017 


# of Shields | 1 


Inches 1-24 25-49 


ae | 


$44.80 | $42.11 


Replace ** with ANY 
length in Inches 


RG8A/U 


Part # BM90035.° 


ac Se 
Impedance 52 
Coax Dia. 405” 
# of Shields 1 


Inches 1-24 25-49 


48 | $37.60 | $35.34 || 48 | $74.80 $70.31 


$79.34 


60 
Replace ** with ANY 
length in Inches 
RG58C/U 


Part BM90033.2* 


a oa 
| Coax Dia. | .195” 
# of Shields 1 


Inches 1-24 25-49 


| 12 | $33.00 | $31.02 | 
| 24 | $33.24 


$33.48 | $31.47 
$33.72 | $31.70 
$33.96 
$34.20 


Replace ** with ANY 
length in Inches 


12 
24 

$34.22 $65.20 | $6129 || 36 | $41.20 | $3873 
48 


Replace ** with ANY 
length in Inches 
RG55B/U 
Part# BM90030.2%% 

# of Shields 2 
Inches 1-24 25-49 


12 | $34.00 | $31.96 
24 | $35.20 | $33.09 


36 | $36.40 | $34.22 
48 | $37.60 | $35.34 
60 | $38.80 | $36.47 
$40.00 


Replace ** with ANY 
length in Inches 


# of Shields 
Inches 1-24 25-49 


24 $40.23 
36 $44.74 
48 


60 
Replace ** with ANY 
length in Inches 


QN Male to N Male 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace #* with ANY 
length in Inches 


RG142B/U 


~ RG213/U RG214/U RG223/U 
: cee Ae a fC - 


BM90043.24 


tele 


900712 


Impedance Pier BO es | | Impedance _| Impedance 5 50 i dance 50 ‘q Pe ce 50. |_Imped Jance _| p50. 2-5 : 50. 2-5 
Coax: Dia (Ser 1g5es 5 FteexDa, | — ate | Coax Dia. Coax Dia. Coax Dia. 
| #ofShields [2 # of Shields 2 # of Shields 2 # of Shields 2 # of Shields 
Inches 1-24 25-49 | |inches 1-24 25-49 | |Inches 1-24 25-49 | |inches 1-24 25-49 Inches 1-24 25-49 
| 12 | $31.00 | $29.14 | 12 
| 24 | $34.24 | $32.19 | | 24 | $39.96 | $37.56 | | 24 | $45.20 | $42.49 24 | 24 | $34.60 | $32.52 | 
| 36 _| $37.48 | $35.23 | | 36 | $40.92 | sae46 | | 36 | $49.40 | $46.44 36 
| 48 | $40.72 | $38.28 || 48 | $41.88 | $39.37 | | 48 | $53.60 | $50.38 | 48 | 48 | $41.80 | $39.29 | 
| 60 | $43.96 | $41.32 | $42.84 | $40.27 $57.80 | $54.33 | | 60 | $35.80 60 60 | $45.40 
| 72 | $47.20 | $44.37 | $43.80 | $41.17 | | 72 | $62.00 | $58.28 72 $36.48 | | 72 | $49.00 | $46.06 

Replace * with ANY 


Replace ** with ANY 
length in Inches 
RG402-Alum 


E a 


Replace x* with ANY 
length in Inches 
RG8A/U 


Pon BMG0126.22 


length in Inches 


Replace ** with ANY 
length in Inches 
RG402-Flex 


Part: 


Replace ** with ANY 
length in Inches 
RG55B/U 


Party BM90115.2% 


Replace ** with ANY 
length in Inches 
RG58C/U 


90117. 


; 
ped 50 Tf Impedance 53.5 “Impedance 50 Impedance §2 
Coax Dia. 141” 141" Coax Dia. 200" Coax Dia. 195” Coax Dia. 405” 
# of Shields 1 # of Shields 1 # of Shields 2 # of Shields 1 # of Shields 1 


Inches 1-24 25-49 


$32.90 


Inches 1-24 25-49 


12 | $39.00 | $36.66 
24 | $39.96 | $37.56 
6 


Inches 1-24 25-49 Inches 1-24 25-49 


12 | $30.00 | $28.20 
24 | $30.24 | $28.43 


Inches 1-24 25-49 


$37.41 
$41.92 36 3 
$46.44 48 

| $45.50 | $50.95 60 

72 72 72 72 


Replace x* with ANY 
length in Inches 


Replace ** with ANY Replace x* with ANY 
length in Inches length in Inches 


TM 

eg Bracke Manufacturing, LLC 
=) PO Box 12319 

BRACKE Newport Beach, Ca 92658 


Replace ** with ANY 
length in Inches 


www.brackemfg.com 
sales@brackemfg.com 


Replace x* with ANY Replace ** with ANY 
length in Inches length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


75 


QN Male Right Angle to 
N Female 


QN Male Right Angle to 


RG142B/U 


Part # BM90189.2% 0191. : *|/leat BM90212.* 


Impedance 50 Impedance 50 50 Impedance | 50 Impedance _ mp 
Coax Dia. 195” Coax Dia. 405” Coax Dia. 425° Coax Dia. 4 195" Coax Dia. |. 405" | Coax Dia. 
2 # of Shields # of Shields # of Shields 


Inches 1-24° 25-49 inches 1-24 25-49 | |inches 1-24 25-49 | |inches 1-24 25-49 
12 12 12 | 12 | $46.00 | $43.24 | 
P26 | 24 | $46.96 | sea.ta | | 24 24 24 | $50.20 | $47.19 
36 36 36 36 
48 48 48 48 | $58.60 | $55.08 
60 | $47.96 60 60 | $62.80 | $59.03 “60 60 
72 72 72 72 
Replace ** with ANY ||| Replace #* with ANY | | Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 


Pat# BMQ0187.22. 


[impedance [50 impedance 
# of Shields 2 # of Shields 2 # of Shields 
nohes__ 1-24 

$46.06 

$33.09 $55.08 

$34.22 $64.11 

$35.34 | | 48 | $77.80 | $73.13 

$36.47 | | 60 | $87.40 | $82.16 

$91.18 


RG58C/U 
, r pedance w impedance 


Coax Dia. SQA TE CoaxDia. | 5 .141" Coax Dia. ul 195" = 3 | 

# of Shields # of Shields | #ofShields | 1 | 
Inches 1-24 Inches 1-24 inches 1-24 25-49 

$34,00 84] | 12 

$35.20 X : i 24 

$36.40 ; " \ 36 

48 | $37.60 

60 | $38.80 

72 | $40.00 


Replace ** with ANY 
length in Inches 


RG142B/U ‘RG213/U RG214/U . 
fs F 
Coax Dia. T 195” Coax Dia. Coax Dia. 8 | 
# of Shields 2 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
12 $30.08 $39.48 
$33.13 $41.96 | 24 | $46.20 | $43.43 | 

$42.92 | $40.34 
$43.88 | $41.25 


__RG142B/U 


_BM90194.4* 


Impedance 50 Impedance Impedance 50 
Coax Dia. .195” Coax Dia. AA” Coax Dia. -195” 
# of Shields 2 # of Shields # of Shields y: 


Inches 1-24 25-49 nches_ 1-24 25-49 Inches 1-24 25-49 


$34.00 | $31.96 | | 12 | $33.00 | $31.02 
| 24 | $37.24 | $35.01 | | 24 | $34.20 | $32.15 


$45.80 


Replace ** with ANY Replace ** with ANY Replace ** with ANY 


Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches 


length in Inches length in Inches length in Inches. . 


RG402/U 


Part BM90211.*# 


Part# BM9C 


Impedance Impedance 


impedance 50 Impedance impedance 

Coax Dia. | 141” Coax Dia. 141” Coax Dia. | .195” Coax Dia. 211” Coax Dia. | 141” 
# of Shields 1 # of Shields 1 # of Shields 1 # of Shields # of Shields | « 1 
Inches 1-24 25-49 Inches 1-24 Inches 1-24 Inches 1-24 25-49 
24 | $41.60 | $39.10 

48 

60 

72 72 


Replace ** with ANY 
length in Inches 


Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches 
7M 
- } Bracke Manufacturing, LLC 


PO Box 12319 
BRACKE Newport Beach, Ca 92658 


www.brackemfg.com 
‘sales@brackemfg.com 


F Male to 75 Ohm BNC Male F Male to 75 Ohm N 


! 


N V 


Part# BM90130"" BM art# BMS f , 1.5 + BM90153."" 
| Impedance Impedance Impedance Impedance 75 Impedance 75 
Coax Dials .632" =] Coax Dia. Coax Dia. | .242” Coax Dia 332” Coax Dia. 405” Coax Dia. | 242” 
#ofShields [ 2} |_# of Shields # of Shields # of Shields # of Shields i # of Shields i 
Inches 1-24 25-49 | [Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches’ 1-24 25-49 Inches 1-24 25-49 


| 12 | $15.00 |- $14.10 | 12 12 $23.00 | $21.62 | | 12 | $17.00 
| 24 | $15.24 | 24 | $24.08 | $22.64 || 24 | $17.48 
| 36 | $15.48 | 36 $25.16 | $23.65 | | 36 | $17.96 
| 48 | $15.72 | 48 | $26.24 + SA 48 $18.44 
| 60 | $15.96 | $15.00 | $27.32 | $25.68 | | 60 | $18.92 


| 72 | $16.20 | $15.23 


Replace x* with ANY 
length in Inches 


$28.40 | $26.70 


Replace ** with ANY 
length in Inches 


72 | $19.40 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


Impedance Ws 7 76: a 
Coax Dia. | 100? Coax Dia. | _.105” Coax Dia. 
# of Shields | # of Shields 1 # of Shields 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 
12 $20.00 | $18.80 
$20.24 | $19.03 | | 24 | $20.24 $19.03 


$20.48 t $19.25 $20.48 


|_ Impedance _| 75 Impedance 75 impedance Wi 
100” Coax Dia. 105” CoaxDia. | .425” 
# of Shields 1 # of Shields 4 # of Shields 2 


nches: 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


| 12 | $16.00 | $15.04 | sre $15.04 


| 24 | $16.24 | $15.27 | $16.24 | $15.27 
| 36 | $16.48 | $15.49 $16.48 | $15.49 
| 48 | $16.72 | $15.72 $16.72 | $15.72 
| 60 | $16.96 ) | $16.96 | $15.94 

72 | $17.20 | $16.17 $16.17 

length in Inches 
BNC Female Bulkhead Rear 

Mount to Open End x 


$20.72 | $19.48 $20.72 
$20.96 | $19.70 
72 | $21.20 | $19.93 7. 


2 2 f 

length in Inches length in Inches length in Inches 
BNC Female Bulkhead Right Angle 
[—| Front Mount to Open End 


G174A/U RG188-Double 


M90176.22 


” Impedance 50 | | Impedance | 50 | | Impedance 50 
Coax Dia. 100” Coax Dia. | ‘105° Coax Dia. | 118” 
# of Shields 1 # of Shields 1 # of Shields 2 


Inches 1-24 25-49 nches 1-24 25-49 Inches 1-24 25-49 
12 


$17.00 | $15.98 
$18.92 ies 


RG188A/U 
j—tmpedance | __50, J | Impedance _| 50 |: Imp 50 
105". Coax Dia. 118” 
# of Shields 1 


# of Shheldenl So Ts || # of Shields 2 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
| 12 | $14.00 | $13.16 


He Se SH | . $16.92 | $15.90 
$14.48 | $13.61 36 | $18.84 | $17.71 
| 48 | $14.72 | $13.84 | 48 | $20.76 | $19.51 
$22.68 | $21.32 
72 | $15.20 | $14.29 $24.60 
length in Inches length in Inches 


| $20.84 | $19.59 

$22.76 | $21.39 

7 $24.68 | $23.20 

72 | $22.00 | $20.68 72 | $26.60 | $25.00 

Replace ** with ANY Replace x* with ANY 
length in Inches length in Inches 


RG316-Double 


Pat# BM90180.22 


va 


Impedance "Impedance 50 = 50 4 impedance SOhs; 
Coax Dia. Coax Dia. 114” | Coax Dia. 102” Coax Dia. 114" 
# of Shields # of Shields 1 # of Shields 2 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


12 | $15.00 | $14.10 
24 | $16.92 | $15.90 


$18.92 | $17.78 
$20.84 | $19.59 
48 | $22.76 | $21.39 
60 | $24.68 | $23.20 
72 | $26.60 


Replace ** with ANY 
length in Inches 


Replace ** with ANY Replace xx with ANY 
length in Inches lengthinInches 
TM 
rs Bracke Manufacturing, LLC 
=) PO Box 12319 


BRACKE Newport Beach, Ca 92658 


Replace x* with ANY 
length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


77 


www.brackemfg.com 
sales@brackemfg.com 


Mini 75 Ohm SMB Plug to 
75 Ohm BNC Male 


75 Ohm SMB Plug to 
75 Ohm BNC Male 


S43 
RG59B/U 
Part # See || 


RG179B/U 
Part # BM90158. xe 


RG187A/U 
Part # SMG S 


RG179B/U 


Part # BM90182.** 


"Impedance 


Impedance Impedance | _ Impedance 75 _Impedance __ Impedance "4 _— 
Coax Dia. | _.10 Coax Dia. _ Coax Dia yl vend Coax Dia. seer _Coax Dia. 105” Coax Dia. 
# of Shields # of Shields | # of Shields _ 1 # of Shields 1 # of Shields 1 #ofShields | 1 si 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 


e $26.00 | $24.44 
$26.24 $24.67 
ty a $26.48 | $24.89 
z $26.72 | $25.12 


60 | $26.96 | $25.34 


$24.00 


$2448 | $23.01 24 | $2648" | $24.09 | 
$24.96 | $23.46 
$25.44 | $23.91 
$25.92 | $24.36 


ve - $26.40 | $24.82 


36 | 
48 | 


F 60 | $27.92 | $26.26 | 
72 | $27.20 | $25.57 72 | $20.40 | $26.70. 


length in in Inches length in Inches 
75 Ohm SMC Plug to 
75 Ohm BNC Male 


Replace ** with ANY 
length in Inches 


RG174A/U 
Part # BMo0164.* 


Impedance _ 
Coax Dia. -100" Coax Dia. 


RG196A/U 
Part# BM901 bal 


Impedance 


im Impedance 75 
Coax Dia. 242" 


Impedance _ 
Coax Dia. 


_Impedance 
Coax Dia. 


~ Coax Dia. 


# of Shields Jone _#of Shields |” _# of Shields | # of Shields _ # of Shields 1 
Inches 1-24 7 49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
$33.00 | $31.02 peers $24 4 | 
$33.24 | $31.25 $28.24 | $26.55 || 24 ee | 24 | $26.48 | $24.89 | 
36 | $28.48 | $26.77 | $2828 
| $28.72.|. $27.00 $27.44 


$28.96 
$29.20 | 


$27.22 
$27.45 


$25.34 
$25.79 
J $27.92 a 


$28.40 | $26.70 | 70 


‘Replace ** with ANY 
length in Inches. 


RG1 7T4AIU 


RG196A/U 
Part # M9017. 


Part # BM90179.=* 


Impedance Impedance 50_ irnmedanoe .o Impedance Impedance F Impedance | 50 _| 

Coax Dia. cia Coax Dia. 072" _ Coax Dia. 102” Coax Dia. 195” Coax Dia. | 211” 

# of Shields 1 # of Shields 1 # of Shields 1 # of Shields 2 # of Shields 2 #ofShields | 1} 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 


$33.00 | $31.02 
$33.24 | $31.25 
$33.48 | $31.47 
$33.72 | $31.70 
$31.92 
$32.15 


$30.76 
$33.80 
$36.85 


Replace ** with ANY 
length in Inches 


Phone 949.756.1600 
Fax 949.756.1601 


Replace x* with ANY Replace x* with ANY 
length in Inches length in Inches 
TM 


- Bracke Manufacturing, LLC 
=) www.brackemfg.com 


ssales@brackemfg.com 


PO Box 12319 
BRACKE Newport Beach, Ca 92658 


78 


MMCX Plug to SMA Male 


“RG188A/U RG196A/U RG316/U RG316-Double 
~* | |partt# BM90199.** | |pat # BM90201.* | |part# BM90198.%* | |pat# BM90787.%* 


| Impedance |. 50 | D Impedance | 50 Impedance | Impedance | ics Impedance | 50 _ Impedance 50 
Coax Dia) 10052: |.) CoaxDia. [ 072" © Coax Dia. | _.105"__ Coax Dia. | 4 Coax Dia. | .102" _CoaxDia. | .114” 
# of Shields # of Shields 1 # of Shields # of Shields # of Shields 1 # of Shields 2 
Inches 1-24 25-49 Inches 1-24 25-49 


Inches 1-24 25-49 Inches 1-24 25-49 
12 | $26.00 | $24.44 


24 | $27.20 | $25.57 
36_| $26.40 | $26.70 


48 | $29.60 | $27.82 
$28.02 60 | $30.80 | $28.95 
$29.40 | 72 | $32.00 |. $30.08 


Replace +* with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace x* with ANY 
length in inches length in Inches length in Inches length in Inches length in Inches length in Inches 


Semi-Rigid 047-Alum} | Semi-Rigid 047-Flex 


at# BM90206.24 | |e ‘| leart# BM90203.22 | pat# BM90204.2# 


| Impedance | 50 ___'|_ | Impedance | — simpedance | 50 dance | _Impedance 450 Impedance 50 
foe — BE Coax Dia. | | Coax Dia. | 085" _ Coax Dia. | —_.047” Coax Dia. Coax Dia. 047" 
|_# of Shields # of Shields # of Shields # of Shields # of Shields 1 # of Shields 1 

Inches 1-24 Inches 1-24 25-49 | [Inches 1-24 Inches 1-24 - 25-49 
$30.00 | $28.20 | | Wel 30.00 | 42 : 
$34.20 | $32.15 || 24 $35.40 | $33, 24 
$38.40 | $36.10 | $39.60 | $37.22 | | 36 | $3836 | | 36 | $4080 | $36.35. $39.60 
$42.60 | $40.04 ; AZ] | $46.20 | 48 | $46.20 | $43.43 || 48 $44.40 
$46.80 | $43.99 || 60 20 | $46.25 | | 60 | $5160 | $4850 || 60 | $5160 | s4aso || 60 | $49.20 
$51.00-| $47.94 | .00-| $50. $57.00 | $53.58 | | 72 | $57.00 | $53.58 || 72 | $54.00 


Replace x* with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches 


( 
‘ 
\ 
4 


oO 
, 
+ 


x 


SS 
SX) 


xx 


‘es 
PX RS 
= 


RG218/U 
RE 
Part# BM90734.-— 
Impedance mt Y Impedance 50 
Coax Dia. | — .870" Coax Dia. .390" 
# of Shields # of Shields 2 


_Impedance 50. _\mpedance_ 
Coax Dia. ae Coax Dia. 


pedance : BiDive 
Coax Dia. 405" _ 
# of Shields 1 


 # of Shields # of Shields 


a ae ey) 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 
, ; 12 12 : . ; j f 


12. | $80.00 


24 24 $81.80. 
36 | $83.60 | 
48 | $68.60 48 | $85.40 | $80.28 || 48 $113.93 
60 | $72.80 60 | $87.20 | | 60 [$129.60 |$121.82 | | 
72 | $89.00 | 72 | $138.00 | $129.72 | | 72 | $104.00 
Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace x* with ANY Replace ** with ANY 
length in inches length in Inches length in Inches length in Inches length in Inches length in Inches 


RG8A/U 


RG400/U | RG402-Flex RG58C/U | 
Partt# BM90735.2= 
52 


pate BMOL Part# BM90364.2* 


dd 


| impedance | 50. | : ; Impedance 5Oc 1 Impedance _Impedance | 50> Impedance | - 50 Impedance 

CoaxDia. |. 250” | | CoaxDia. Coax Dia. |. 085" | [) CoaxDia. | 195” Coax Dia. _.405" 

| # of Shields | # of Shields 1 # of Shields # of Shields | # of Shields 1 # of Shields 1 
Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-4 Inches 1-24 25-49 Inches 1-24 25-49 
$40.00 | $37.60 $75.20 | | 12 | $72.00 | $6 42 | $72.00 | $67.68 | | 12 | 12 | $56. 


$84.22 | | 24 |” $76.80 24 | $76.80 | $72.19 24 
$93.25 || 36 | $81.60 36 | $81.60 | $76.70 
$108.80 | $102.27 | | 48 | $86.40 | 48 | shexo'| $0122. 8 | $58. 
$118.40 | $111.30 | | 60 | $91.20 60 ae $8573 | | 60. 60 | $59.84 
$128.00 | $120.32 | | 72 | $96.00 24| | 72 | $96.00 | $90.24| | 72 ; 72 | $60.80 
length in Inches length in Inches length in Inches length in Inches length in Inches 


T 


M 
Pe Bracke Manufacturing, LLC 
3) PO Box 12319 

BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


% i 
> all 


Roose 


RG142B/U 


Pat # BM90830.22. 


Impedance 50 


Reverse Polarity TNC Male to SMA Male 


Impedance ; 50 


impedance 50 


Coax Dia. 195° 


Coax Dia. | —_.405” 


Impedance ) 50 
Coax Dia. 425" 


Impedance 50 
Coax Dia. ; it: 


# of Shields 2 


Inches 1-24 25-49 


12 | $25.00 | $23.50 


Coax Dia. -100" 
# of Shields 1 


Inches 1-24 25-49 


2 


24 | $29.24 


# of Shields 1 


Inches. 1-24 25-49 
12 


# of Shields 2 


Inches 1-24 25-49 
12 


$64.00 | $60.16 


24 


24 | $68.20 | $64.11: 


# of Shields 2 
Inches 1-24 25-49 


24 


# of Shields 
Inches 


36 | $31.48 | $29.59 


36 | $29.48 


36 $60.08 


36 


48 | $29.72 


48 $60.99 


$72.40 | $68.06 
$76.60 | $72.00 


24 en $26.55 


60 | $37,96 


60 | $29.96 


60 $61.89 


$80.80 | $75.95 


48 | $34.72 | $32.64 
$35.68 
72 | $41.20 | $38.73 


Replace ** with ANY 
length in Inches 


RG316-Double 


72 | $30.20 


Replace ** with ANY 
length in Inches 


RG393/U 


72 | $66.80 | $62.79 
Replace ** with ANY 
length in Inches 


72 $85.00 | $79.90 
Replace ** with ANY 
length in Inches 


RG400/U RG402-Flex RG405-Flex 


w 
nin 


ith ANY 
h ches 


Replace &* 
length i 


Parte E ae Ie B 90850 
Impedance. | 50 Impedance 50 Impedance 50 Impedance 50 impedance 
Coax Dia. 114” Coax Dia. .390” Coax Dia. .195” Coax Dia. “| 144" Coax Dia. 
# of Shields 2 # of Shields 2 # of Shields 2 # of Shields 4 # of Shields 
Inches. 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 Inches 1-24 


eo Dy) 1 | 

a 

# of Shields 
25-49 


Z 

24 | $76.60 24 | $23.24 | $21.85 

36 | $86.20 36 | $23.48 | $22.07 

48 | $95.80 48 | $23.72 | $22.30 | 

60. | $105.40 | 60 | $23.96 | $22.52 | 

72 | $115.00 | $108.10 2 | 72 | $24.20 | $22.75 | 

Replace *% with ANY | | Replace ** with ANY Replace ** with ANY 

length in Inches length in Inches length in Inches length in Inches length in Inches length in Inches 

Reverse Polarity TNC Male to N Male SN 


Impedance 50 


Impedance 


RG223/U 


Impedance 50 


Coax Dia. 


Coax Dia. 100” 


Coax Dia. 


Coax Dia. 211” 


# of Shields 
Inches 1-24 


# of Shields 1 
Inches 1-24 25-49 


# of Shields 


Inches. 1-24 25-49 


1-24 - 25-49 


# of Shields 2 
Inches . 1-24 25-49 


24 | $33.96 | $31.92 


24 | $25.20 


Ci BE, |i 
#ofShields [1 
Inches 1-24 _25-49 


|_ $34.20 | $32.15 | 


24 $31.25 
$33.48 


$32.82 


36 | $ $31.47 
$33.72 


$33.73 


$25.94 


48 $31.70 
60 | $33.96 | $31.92 


36 | $34.92 
48 $35.88 


60 | $36.84 | $34.63 


$27.07 


RG316-Double 
Part# BM90866.2* 


impedance 50 


12 | $33.00 | $31.02 
$33.24 
| 


72 $34.20 | $32.15 
Replace ** with ANY 


length in Inches 


RG393/U 
f 086 


Impedance 50 


72 | $37.80 | $35.53 


Replace ** with ANY 
. length in Inches 


Replace ** with ANY 
length in Inches 


RG400/U i 


Impedance 


Impedance 


Replace +* with ANY 
length in Inches 


Coax Dia. | 114” 


Coax Dia. | 390” 


Coax Dia. _ 195” 


Coax Dia. 141”. 


lance 
Coax Dia. .085” 


Replace ** with ANY 
length in Inches 


RG58C/U 


oe 
ie Bi 
bee RAR oils 


Coax Dia. 


# of Shields 2 
Inches | 1-24 25-49 
12 $34.00 | $31.96 


# of Shields 2 
Inches 1-24 25-49 


12 


# of Shields 2 
Inches 1-24 25-49 


12 | $25.00 | $23.50 


# of Shields A 
Inches- 1-24 25-49 


# of Shields 1 


Inches 1-24 25-49 


12 $42.30 


| $35.92 | $33.76 


24 


24 | $28.60 | $26.88 


24 
36 | $37.84 | $35.57 


36 


36 | $32.20 | $30.27 


24 $46.81 
36 $51.32 


# of Shields ae 
| 12 | $25.00 | $23.50 | 
| 24 | $25.24 | $23.73 | 


48 | $39.76 | $37.37 


48 


48 $55.84 


60 


48 | $35.80 | $33.65 
60 | $39.40 | $37.04 


60 $60.35 


72 


Replace ** with ANY 
length in Inches 


72 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


72 $64.86 


Replace xx with ANY 
length in Inches 


36 
48 
60 
72 


Replace ** with ANY 
length in Inches 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


| $39.18 
TM 
= 
ED 


BRACKE 


_ +UMCX Plug RG178B/U to (see below) 


SMA Female 
Bulkhead 
Right Angle 


SMA Male SMA Female 
Right Angle |, Bulkhead 


x 


Impedance | 50 __| é impedance 50 
Coax Dia. 072” Coax Dia. | — .072” 
# of Shields 1 # of Shields | # of Shields # of Shields 1 
Inches 1-24 25-49 Inches 1-24 Inches 1-24 25-49 Inches 1-24 
| 3 | $26.00 | $23. $26.00 
6 | $25.48 _ $26.48 
9 | $25.96 | $24.40 $26.96 

$26.44 | $24.85 $27.44 | 
$26.92 | $25.30 $27.92 
24 $25.76 | | 24 | $28.40 


Replace * with ANY Replace x* with ANY 
length in Inches - length in Inches 


Impedance 
Coax Dia. | 
# of Shields 


nches 1-24 25-49 


24 
Repla 
len 


Reverse Polarity 
SMA Male 
Right Angle 


Part# BM90326.= 


Reverse Polarity 
SMA Female 
Bulkhead 


Part# BM90330.2# 
0 


Reverse Polarity 
--SMA Male 


impedance 50 
Coax Dia. 072” 
# of Shields 1 


Inches 1-24 25-49 


MCX Jack -— 
Bulkhead 


MCX Plug 
Right Angle 


Reverse Polarity 
SMA Female 


Bmgo0294.*# 


Impedance 50 Impedance 50 impedance 50 Impedance 5 
Coax Dia. 072 Coax Dia. 072” Coax Dia. | .072” Coax Dia. 072” 
# of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 # of Shields 1 


25-49 Inches 1-24 25-49 


Inches 1-24 25-49 nches 1-24 25-49 Inches 1-24 25-49 Inches 1-24 


| 3 | $23.00 | $21.62 || 3 | $23.00 | $21.62 | 3 | $25.38 | - 
Ee | ee | 6 | $23.48 | $22.07 S- 6 

$23.96 | $22.52] | 9 | $23.96 | $22.52 9 
a2 | szaaa | szz.o7 | [12 | a4 | $25.70 | | 12 
24 | $25.40 | $23.88 | 24 | $26.70 24 | $28.40 | $26.70 | | 24 | $29.40 | $27.64 


Replace ** with ANY 
length in Inches 


| Replace ** with ANY Replace ** with ANY Replace ** with ANY Replace ** with ANY 
length in Inches length in Inches length in Inches length in Inches 


Reverse Thread 
SMA Female 
Bulhead 


Reverse Thread 
SMA Male 


Reverse Thread 
SMA Female 


MMCX Plug 
Right Angle 


Impedance |_ 50 
Coax Dia. .072” 
# of Shields 1 


Inches 1-24 25-49 


Reverse Thread 
SMA Male 


Part# BM90829. 


impedance 50 
Coax Dia. .072” 
# of Shields 1 


nches_ 1-24 25-49 


3 
6 
9 
12 


| impedance | 50 


pe Impedance ot So Impedance Impedance 50 
072” Coax Dia. | .072” Coax Dia. 072” Coax Dia. 072" 


# of Shields # of Shields 1 
Inches 1-24 nches 1-24 25-49 


1 
nches 1-24 25-49 


# of Shields 1 
Inches 1-24 25-49 


$25.83 
$26.28 
$26.73 


| 18 | $27.92 | $26.24 18 | $27.92 | $26.24 $27.18 $22.48 $28.92 | $27.18 
24 | $28.40 | $26.70 24 $22.94 | | 24 | $29.40 | $27.64 


Replace x* with ANY 
length in Inches 


Replace ** with ANY 


Replace ** with ANY 
length in Inches i 


length in Inches 


Replace ** with ANY 
length in Inches 


Replace ** with ANY 
length in Inches 


. 
_ Bracke Manufacturing, LLC 
=) PO Box 12319 
BRACKE Newport Beach, Ca 92658 


| 24 | $28.40 | $26.70 | 
T 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


SMA Female {SO BM50133 | 95. 


1.85mm Female {P} BM50840 | 123 
4.85mm Male {P BM50839 | 123 


BM50837 
BM50838 


1.85mm Female {P} 
1.85mm Male {P 


BM50316 | 
| BM50308. 


1.6/5.6 Female {BM} 

75 Ohm BNC Female {BM} 
75 Ohm BNC Male 

75 Ohm N Male 


75 Ohm BNC Female 


BM50309 | 102 


BM50840 
BM50837 
BM50260 
BM50258 
BM50291 
BM50288 
BM50305 
BM50302 
BM50243 
| BM50240 


1.0mm Female {P} 
1.0mm Male {P} 
1.85mm Female {P} 
1.85mm Male-{P} 
2.4mm Female {P} 
2.4mm Male {P} 
2.92mm Female {P} 
2.92mm Male {P} 
3.5mm Female {P} 


2.4mm Female {P} F 


RF & Microwave Adapters Chart 


to 


_|BM50870 | 124 


2.4mm Female NMD {P} 


+ 
| BM50936 | 127 


2.4mm Male {P} 


BM50869 


2.4mm Male NMD {P} 
2.92mm Female {P} _ 


2.92mm Male {P} 


BM50881 


1.85mm Female {P} BM50302 Hot 
1.85mm Male {P} re BM50304 
2.4mm Female {P BM50298 | 101 | 
2.4mm Female NMD {P} | BM50877 | 124 | 


| BM50848 


2.4mm Male {P} BM50300 | 101 | 


BM50877 


3.5mm Female {P} 


BM50876 


3.5mm Male {P} 


BM50875 


3.5mm Male NMD {P' 


_ | BM50882 


2.92mm Female {P} ‘s BM50250 | 99 
2.92mm Female {RA}{P} BM50255 | 100 
2.92mm Female {RRA}{P BMS50814 | 122 
2.92mm Female NMD {P} 


N Female {P} 


BM50872 


2.92mm Male {P} 


N Male {P} 


SMA Female {P} 


BM50871 


| BM50251 | 99 | 
2.92mm Male {RA}P} _ | BM50256 | 100 | 


BM50874 


SMA Male {P 


1.8 mm Female { } 


BM50873 


[BMS50 


1.85mm Male {P} 


BM50290 


2.4mm Female {P} 


| BM50284 


2.4mm Female {RA}{P} 


BM50675 


2.4mm Female NMD {P} 


"| BM50869 


BM50285 


2.4mm Male {P} 
2.4mm Male NMD {P} 


BM50938 


2.92mm Female {P} 


BM50299 


+— 


2.92mm Female NMD {P} 


BM50859 


2.92mm Male {P} 


BM50300 


2.92mm Male {RRA 


BM50623 | 114 | 


_ [3.5mm Female {P BM50233 | 99 | 


3.5mm Female NMD {P 
3.5mm Male {P 


BM50857 | 124 | 


BM50234 | 99 
BM50315 | 102 
BM50311 | 102 
BM50312 | 102 


Pp 
sa Female RANE] as0626[ 125 
SMA Female {RA}{P | BM50926 | 126 | 


3.5mm Female {P} 


BM50237 


N Female {P} BM50264 


3.5mm Female NMD {P} __ 


BM50849 


[124 | 

al | 126 | 
smn! 

| BM50243 | 99 | 


4.85mm Female {P} 
1.85mm Mele {P} BM50241 | 99 
BM50239 | 99 


N Male {P}. 
SMA Female {P} 
SMA Male {P 


BM50261 
BM50104 
BM50101 


0mm Female {P} BM50839 


3.5mm Male {P} 


BM50238 


2.4mm Female {P} 
BM50876 | 124 | 


BM50297 


2.4mm Female NMD {P} 
‘| BM50237 | 99 


N Female {P} 


_| BM50293 | 101 


2.4mm Male {P} 
BM50235 | 99 


N Male {P} 


BM50294 | 101 


2.92mm Female {P} 
BM50868 | 124 


SMA Female {P} 


| BM50107 | 94 


2.92mm Female NMD {P} 
BM50233 


1.0mm Male {P} 
1.85mm Female {P} 
1.85mm Male {P} 
2.4mm Female {P} 
2.4mm Maile {P} 
2.92mm Female {P} 
2.92mm Male {P} 


BM50838 
BM50258 
BM50259 
BM50289 
BM50290 
BM50303 
BM50304 


‘2.4mm Female {P} 


BMS50937 


2.4mm Female NMD {P 
2.4mm Male {P} 


BM50881 


BM50938 


2.4mm Male NMD {P} 


BM50880 


3.5mm Female {P} 
3.5mm Male {P} 


N Female {P} 


SMA Female {P} 
SMA Male {P 


BM50241 


10-32 Female 
10-32 Female {BM} 
10-32 Male {RA} 
BNC Female 


BNC Female {BM} 


BM50668 
| BM50669 

BM50174 
BM50639 | 4 
BM50640 


3.5mm Female NMD {P’ 


485mm Female {P} 


BM50879 


BM50305 


1.85mm Male {P} 


BM50303 


2.4mm Female {P} _ 


BM50301 


2.4mm Female NMD {P} 


BMS0848 


2.4mm Male {P}_ 


BM50299 


2.92mm Female {BM}{P} 


BM50254 


2.92mm Female {P} 


BM50252 


2.92mm Female {PM}{P} 


| BM50253 


2.92mm Female {RA}{P} 


BM50257 


BNC Male BM50636 


2.92mm Female {RRA}{P} 


BM50622 


BM50940 
BM50942 


BM50174 
BM50637 


10-32 Female {RA} 
BNC Female 


2.92mm Female NMD {P} | 


BM50861 


2.92mm Male {P} 


BM50250 


2.92mm Male {RA}{P} _ 


BM50255 


2.92mm Male {RRA}{P} 


BM50814 


3.5mm Female {P} _ 


BM50235 


BNC Female {BM} 
BNC Male 

SMA Female 

SMB Jack 


BM50638 
BM50641 
BMS50941 
BM50394 


1.85mm Female {P} 
1.85mm Male {P} 
2.4mm Female {BM}{P} 
2.4mm Female {P} 
2.4mm Female NMD {P} 
2.4mm Male {P} 


BM50291 
BM50289 
BM50287 
BM50286 
BM50870 
BM50284 
BM50675 
BM50937 
| BM50301 

BM50860 
[BM50298 
BM50239 
BM50850 
BM50236 
BM50296 | 104 
BM50295 | 104 


2.4mm Male NMD {P} 
2.92mm Female {P} 
2.92mm Female NMD {P 
2.92mm Male {P} 
3.5mm Female {P 
3.5mm Female NMD {P} 
3.5mm Male {P} 


N Female {P} 


3.5mm Female NMD {P} 


BM50858 


3.5mm Male {P} 


BM50232 


7mm {P} 


BM50314 


N Female {P} 


BM50313 


N Male {P} 


BM50310 


BM50794 


SMA Female {P} 
SMA Female {RA}{P} _ 


BM50927 


SMA Male {P} _ 


BM50791 


2.92mm Male {P} 
3.5mm Female {BM}{P BM50193 | 97 


3.5mm Female {P BM50191 | 97 
3.5mm.Female NMD {P’ BM50856 
BM50188 | 97 
3.5mm Male {P} _ BMS50187 | 97 
7mm {P}_ BM50248 
N Female {P} BM50247 
N Male {P} BM50244 
SMA Female {P BM50116 


o 
s 


BM50850 | 123 | 
| BM50849 | 123 | 
BM50879 | 125 | 
2.92mm Female {P BM50858 | 124 | 
sm Femela @)—Bs00s6 124 
3.5mm Female {P | BM50856 | 124 | 
3.5mm Male {P} 

3.5mm Male NMD {P} 
N Female {P} 

N Male {P} 

SMA Female {P} 

SMA Male {P’ 


BM50878 
BM50852 
BM50851 


1.85mm Female {P} 
1.85mm Male {P} 
2.4mm Female {P} 
2.4mm Female NMD {P} 
2.4mm Male {P} 
2.92mm Female {P} 


BM50242 | 99 


| BM50236 | 99 


SMA Male {RA}{P 


"2.4mm Female {P}. 


BM50925 


BM50860 | 124 | 


2.4mm Male {P} 


BM50859 | 124 | 


2.92mm Female {P} 


BM50861 | 124 


2.92mm Male {P} 


BM50862 | 124 


3.5mm Female {P} 


BM50868 | 124 


3.5mm Male {P} 


BM50867 | 124 


N Female {P} 


BM50864 | 124 


N Male {P} 


BM50863 | 124 


SMA Female {P} 


BM50866 | 124 


BM50292 | 104 
BM50108 | 94 
BM50106 | 94 


N Male {P} 
SMA Female {P} _ 
P 


SMA Male {P 


BM50865 | 124 


2.$2mm Female NMD {P 
2.92mm Male {P} 
3.5mm Female {BM}{P 
3.5mm Female {P 


| 97 | 
BMS50187 
3.5mm Female NMD {P BM50855 | 124 | 


3.5mm Male {P} _ 
3.5mm Male NMD {P 

7mm {P} 

N Female {P 

N Male {P} _ ¢ 

SMA Female {P 

SMA Male {P 


BM50862 | 124 | 


{BM} Bulkhead Mount, {HS} Hermetically Sealed, {IG} Isolated Ground, {P} Precision, {PM} Panel Mount {QD} Quick Disconnect, {RA} Right Angle, {RJ} Rotary Joint, {RRA} Radius Right Angle, {SO} Slide On 
Pe Biehl 8 iat Ebi tts ea. Edad cet lik SIE lA bh Mk secede esa Rs SSR th Wicket artes EA 


rT 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


- Bracke Manufacturing, LLC 
=) PO Box 12319 
Newport Beach, Ca 92658 


BRACKE 


Pen 


pcs 
| BM50482 | 109 | 


75 Ohm N Male {RA} __ 


4.1/9.5 Din Male 


75 Ohm SMB Jack 
75 Ohm SMB Plug 


BM50490 | 109 
BM50488 | 109 


BM50752 


4.1/9.5 Din Male Low PIM 


BM50630 75 Ohm SMC Jack BMS50559 | 112 


4.3/10 Din Female Low PIM 
4.3/10 Din Male Low PIM 


“1/9. "| BM50496 | 109 
4.1/9.5 Din Female Low PIM {BM) | BM50426 | 106 


75 Ohm SMC Plug | BM50557 | 112 


F Female {P} 


BM50898 


7/16 Din Female {RA} 


BM50707 | 118 | 
BM50416 F Male 


4.1/9.5 Din Male {RA | BM50759 | 120 
4.1/9.5 Din Male Low PIM BM50495 | 109 
“T”, Female to Female to Female | BM50761 


7/16 Din Female Low PIM — 
7/16 Din Female Low PIM {RA} 


BM50786 


BM50705 | 118 
F Male {P BM50706 | 118 


“T”, Female to Male to Female 507 7/16 Din Male 


BM50760 
7/16 Din Female 


BM50134 
BM50415 


95 
106 


Mini 75 Ohm SMB Jack BM50563 4a 
Mini 75 Ohm SMB Plug BM 
75 Ohm N Male t j 


BM50754 
7/16 Din Female Low PIM BM50634 


7/16 Din Female Low PIM {BM M50428 


HN Female 


7/16 Din Male Low PIM BM50785 
“T”, Female to Male to Female BM50417 


N Female 


7/16 Din Male 


= 
a 
S 
“i 
a 
oe 


11.6/5.6Female  —s———| BM50309| 102 | 
BMS0420 75 Ohm BNC Female BM50491 | 109 | 
BMS50318 75 Ohm BNC Female {P BM50745 


| 106 | 
7/16 Din Male Low PIM BM50633 | 145 N Female {RA BM50830 a 75 Ohm BNC Male BM50493 
N Female BM50758|120| rprale Low Pim _tem07e2 1211 75 Ohm BNC Male {P BM50744 | 119 
N Female Low PIM BM50499 | 109 N Male: BMS0320 50 Ohm N Female BM50683 | 117 
N Female Low PIM {BM) BM50427 | 106 INMaleLowPIM | BM50784 | 121 | 75 Ohm N Female BM50481 | 109 | 
NMale BM50757|120} |SCFemale S| BM50676/116| — [75 Ohm N Female (P BM50748 | 119 | 
Se ee 
woes 75 Ohm N Male BM50483 
oMA Female Low FIM pMor7s 12 75 Ohm N Male {P BM50750 19} 
BMs0776| 120] [75 Ohm SMB Jack BM50487 | 109 
BMs0497|109] [INC Female __| 850425406] [75 ohm SMB Plug BM50489 
BM50760 | 120 uu ee PS 75 Ohm SMC Jack BM50556 
7/16 Din Female } BM50751 | 119 1.6/5.6 Female {BM | BM50308 | 102 | F Female BM50703 | 118 | 
7/16 Din Female Low PIM BM50632 | 115 1.6/5.6 Male BM50307 ne F Female {P. BM50704 | 118 
7/46 Din Male BM50752 | 149 75 Ohm BNC Female BM50545 BM50615 | 114 
7/16 Din Male Low PIM BM50630 | 115 75 Ohm BNC Female (BM BM50547 | 114 | | BM50560 | 112 | 
N Female BM50755 | 120 BM50548 iid B: 
BM50498 | 109 75 Ohm BNC Female {P BM50743 - 
INMale *BM50756 [1420] [75 OhmBNC Female {PM} | BM50546 | 111 | BM50490 | 109 
N Male Low PIM 501 | 109 |75Ohm BNC Male{P} | BM50744 | 119 | 75 Ohm N Male 
d in "Pea |75OhmBNCMale{RA) | BM50544| 111 | 75 Ohm SMB Jack BM50502 
|“T’, Female to Male toFemale —_| BM50549 | 111 | BNC Female SMSO52 | 108 
|75OhmNFemale | BM50494 | 109 | BNC Male BM50525 
eee eee fn. | BMGT 
pms0e97 [125]  }7SOhmNMale{P) _|pms0745 {119} 75 Chm N Female 
NFemaleLowPIM | BM50903 | 126]  }EFemale=_| BM60365] 104} 75 Ohm N Male BM0489 | 109 
IN Male Low PIM" [pmsoeot/ 125] | FFemale(P)__1Bw50866/ 112) TNC Female -BM50526 | 110 | 
s BNC Male BM50527 | 110 | 
oa | Male) pemso726| 118] FENG Male ema 
Mini 75 Ohm SMB Jack BMS0553|112|  eumnnoagm ome Jack = 
Mini 75 Ohm SMB Plug BM50551 | 111 | 79 Ohm SM 
n ale Low " saiceaiiaanias iiaaae ee 
N Female Low PIM BM50904 | 126 1.6/5.6Female | BM50306 | 102 | Bac Fephaig 
BNC Male 
[SMAFemaleLowPIM | m BNC Female eae 7 
=: Mr M808 126 75 Ohm BNC Male BM50543 | 111 oa yeack bo Eu | BM50635 | 115 | 
4.1/9.5 Din Female 75 Ohm BNC Male {P} BM50742 78 Oht wh 
PS ay I NarERASa 75 Ohm N Female BM50492 BM50557 | 112 | 
4.1/9.5 Din Female Low PIM {BM) | BM50428 BNC Female Ss BMI50509 | 110 | 
4.1/9.5 Din Male Low PIM BM50632 78 Ohm Bi Male iF BmSO744 u = 


4.3/10 Din Female Low PIM BM50899 “T”, Female to Male to Female BM50549 F PS # 
4.3/10 Din Male Low PIM BM50900 F Female BMS50362 2.4mm Female {P BM50296 | 101 | 
7/16 Din Female BM50413 F Female {P. BM50564 2.4mm Male {P BM50297 | 101 | 
7/46 Din Female (BM BM50364 2.92mm Female {P} BM50314 | 102 | 
7/16 Din Female Low PIM BM50787 F Male {P} BMS50565 2.92mm Male {P} BM50315 | 102 | 
7/16 Din Female Low PIM {BM BM50788 Mini 75 Ohm SMB Jack BM50550 3.5mm Female {P BM50248 | 99 
BM50416 Mini 75 Ohm SMB Plug | BM50582 | 3.5mm Male {P} BM50249 | 99 
7/16 Din Male Low PIM BM50786 . Plug | BMA Jack {P BM50835 | 123 | 
Tee nA PAL Female BM50818/122| | BMA Plug {P BM50834 | 123 | 


“T” Female to Male to Female 


“T”, Female to Female to Female 
HN Male 

N Female 

N Female {PM 


BM50418 
BM50419 
BM50321 
| BM50805 


75 Ohm BNC Female BM50494 | 109 | 
75 Ohm BNC Female {P BM50747 | 119 | 
75 Ohm BNC Male BM50492 | 109 | 


ee 


BNC Female {P BM50407 | 106 | 


BNC Male {P} BM50408 | 106 
N Female {P BM50194 | 97 
N Male {P} BM50195 | 97 


SMA Female {P} BM50141 

N Female Low PIM BM50783 75 Ohm BNC Male {P BM50746 | 119 | 
N Male BM50319 75 Ohm N Female BM50484 | 109 | sua Female {PM}{P re | 95 | 
N Male Low PIM 75 Ohm N Female (BM BM50485 MA Male {P} __ 50143 | 95 | 
SC Female 75 Ohm N Female {(BM}{IG BM50486 | 109 SMA Male {P}(PM BM50422 | 106 | 

75 Ohm N Female {P BM50749 | 119 SSMA Female {P} BMs0282 Ht 
SMA Female Low PIM 50 Ohm N Male BM50684 | 117 emaie 

75 Ohm N Male TNC Male {P BM50424 | 106 | 


SMA Male Low PIM BM50775 75 Ohm N Male {P 


BM50481 08 
BM50748 


{BM} Bulkhead Mount, {HS} Hermetically Sealed, {IG} Isolated Ground, {P} Precision, {PM} Panel Mount {QD} Quick Disconnect, {RA} Right Angle, {RJ} Rotary Joint, {RRA} Radius Right Angle, {SO} Slide On 
a ek eS ace ails A Nees ee, ieee a aie ak es Rilhasenent Aiea is Mies ideas shed ted Midis 


T 
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= Bracke Manufacturing, LLC 
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83 


Phone 949.756.1600 


www.brackemfg.com 


949.756.1601 sales@brackemfg.com 


ey 


TNE 


RF & Microwave Adapters Chart 
ss 2 mcs Ferhele G RERONE Temso122 P94 


BNC Male, Black BM50466 | 108 Single Banana Plu BM50465 | 108 


BNC Male, Red BM50464 | 108 Single Banana Plug BM50463 SMA Male | BM50123 | 94 | 
t: # SMA Female BM50127 SMA Male {P 
BNC Female BMS50468 | 108 SMA Female {BM BM50130 SMB Jack 


SMA Female {BM} BM50129 
SMA Female {P} BM50128 
SMA Female {PM BM50610 
SMA Male i BM50125 
SMA Male {P} BM50126 
SMB Jack BM50372 
SMB Jack {BM} BM50373 
SMB Plug BM50370 
SMB Plug {BM} BM50371 
SMC Jack BM50660 
SMC Jack {BM} | BMS50661 | 
SMC Plug BM50657 

SMC Plug {BM} BM50672 
SSMA Female BM50731 
SSMA Male BM50270 
SSMB Plug BM50505 
SSMC Jack 
SSMC Plug 
TNC Female BM50429 
TNC Female {BM}{HS BM50430 
TNC Male BM50433 
TNC Male {RA BM50434 
TPS Plug ‘ BM50681 
UHF Female BM50412 
UHF Mal BM50410 


BM50470 | 4 


LEN 


SMC Jack 
SMC Plug 
SSMA Female 


7mm {P} BM50835 

SMA Female {BM}{P} BM50599 | 
SMA Female {P} BM50596 
SMA Female {P}{PM BM50709 
BM50597 


w 
= 
s 
é 


S|a|/5 
N/S 


SSMB Jack © 
SSMB Plug 
SSMC Jack 

TNC Female 
TNC Female {RA 
TNC Male 

TPS Jack 

UHF Female 


BM50834 
SMA Female {BM}{P} BMS0833 
SMA Female {P} __ BMS0598 
SMA Male {BM}{P} [ BM50832 
SMA | BM50831 


_ 
~ 


BM50347 


[BNC Male | BM50265 | 100 | 
[BNC Triax Female | BM50268 | 100 | 
| BNC Triax Female {BM}{IG)__| BM50266 | 400 | 
|“T”, Female to Male toFemale | BM50267 | 100 | 


“T” Female to Male to Female BM50267 | 100 | 


BNC Twinax Jack BM50455 | 108 | 
BNC Twinax Jack {BM}: | BM50456 | 108 | 


BNC Twinax Plug {RA 


| BM50457 | 108 | 
“T” Jack to Jack to Jack BM50459 | 108 


S 


BM50639 
10-32 Female {BM} BM50640 | 
10-32 Male BM50637 
10-32 Male {BM} BM50638 
75 Ohm SMB Jack BM50528 
BM50526 
BM50511 
BM50509 
BM50407 
BM50468 | ° 
BM50353 
BNC Female {BM}{HS} | BM50355 
BNC Female {BM}{HS BM50356 
BNC Female {BM}{IG BM50357 | 104 
BNC Female {P} BM50734 
BNC Female {PM} BM50354 | 104 
BNC Male BM50349 | 103 
BNC Male {45°} _ BM50893 | 125 
BNC Male {P BM50733 | 119 
BNC Male {RA BM50350 
Female to Female to Female | BM50360 | 104 
“T”, Female to Female to Male | BM50359 | 4 04 
“T”, Female to Male to Female _| BM50358 | 104 
“yy”, Female to Male to Female BM50361 | 104 
PL ies to Male to Female BM50789 | 121 


C Female "| BM50714 | 448 
C Female {BM [BM50715 | 118 
BM50741 | 118 


10-32 Female BM50636 5 

10-32 Male | BM50641 | 145 

75 Ohm SMB Jack BM50525 | 110 
75 Ohm SMC Jack BM50508 | 110 | 
| 106 | 

| BM50466 | 108 


| BM50464 | 108 
BM50470 | 108 


[BNC Twinax Jack{RA})____ | BM50457 | 108 | 
BNC Twinax Plug h BM50460 | 108 | 
“7”, Jack to Plug to Jack BM50458 | 108 | 


[BNC Female === ss BM50714 | 118 | 
[BNC Female{BM) —ss————| BM50715 | 118 | 
[BNCMale = (<s——SS—SCSC*d'SC@BM50712| 1483 | 
C Female M50: 105 
C Female {BM 

C Male {RA 

“TJ”, Female to Male to Female 
HN Male 

N Female 


4] 
@ 
rr) 


BNC Female {45° 
BNC Female {P} 
BNC Female {RA} 
BNC Male 

BNC Male {P} 
BNC Male {RA} : 
“T”, Female to Female to Male BM50359 
“T”, Female to Male to Female BM50358 
“Y”, Female to Male to Female BM50361 
AK Female to Male to Female BM50789 


3 

ao 

o 
On) Oo) PO 


zie/2 
3/8/8 
a\s\e 


aeaaae 


eo|N|/=|N 


N Male {RA 


a 


ts) = 
41= 


BNC Female 'BMS50711 | 


Double Banana Plug BM50469 | 108 Be lias (eames outs aestre He 
+ C Female ; BM50712 emale 
FME Jack BM50891 | 125 | 105 | 
BM50892 Double Banana Plug BM50467 <= ‘ 
FME Jack BM50889 T”, Female to Male to Female | 105 | 
_| BM50697 BM50890 HN Female | 118 | 
| BMS0453 BM HN Male oS Seas 118 | 
MCX Jack BM50604 : ee BM50440 | 107 | 
MCX Jack (BM) ‘| BM50605 a omale Bhepes [NMale «BM 0439 | 107 | 
MCX Plug BM50607 5045. SMA Female BM50685 | 117 | 
MCX Jack BM50603 oe ee ~— . 
MHV Male BM50390 SaReaee CR 
Mini UHF Mal 656 eae SPRUE: 
eae ae tae = MHV Female BM50391 | 105 Reverse Polari | 122 | 
= Mini UHF Female BM50655 | 116 SMA Female | 122 | 
N Female BM50214 
MMCX Jack BM50646 | 145 Dt u ee 
N Female {BM BM50217 | 98 EP we 
N Female {BM BM50216 | 98 peel cee.’ | BMSO279 BNC Female | 108 | 
N Female {P BM50211 BNC Male | 408 | 
N Female {P BM50215 | 98 + — - 
N Female {PM} BM50212 tes be 
N Female {PM BM50218 | 98 N Female {RA Aid BM50213 
N Male __|BM50203 | 98 emale {RA} _ SMeoabe 75 Ohm BNC Female BM50365 | 104 | 
N Male {P BM50204 | 98 75 Ohm BNC Female {P’ BM50566 | 112 | 
N Male {PM} BM50205 | 98 BM50208 75 Ohm BNC Male : BM50362 | 104 | 
N Male {RA} BM50206 | 98 N Male {RA} 75 Ohm BNC Male {P B 412 
Phono Plug BM50366 | 104 Phono Jack BM50367 75 Ohm N Female {P 148 | 
Phono Plug {RA BM50740 | 119 Phono Jack {RA BMS0739 75 Ohm N Male 118 | 
Reverse Polarity BNC Male BM50512 | 110 75 Ohm N Male {P | 118 | 
SC Male 1 | 105 | 
SC Female BM50590 | 113 
SC Male BM50588 | 113 SMA Female F Female {BM BM50403 | 106 | 
{BM} Bulkhead Mount, {HS} Hermetically Sealed, {IG} !solated Ground, {P} Precision, {PM} Panel Mount {QD} Quick Disconnect, {RA} Right Angle, {RJ} Rotary Joint, {RRA} Radius Right Angle, {SO} Slide On 
=> ; 
> ) Bracke Manufacturing, LLC 
rad PO Box 12319 Phone 949.756.1600 www.brackemfg.com 
‘ 
Fax 949.756.1604 sales@brackemfg.com 


BRACKE Newport Beach, Ca 92658 
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RF & Microwave Adapters Chart 


iF CEMA | HN ee : etd Mi fate ti ee 3# 
F Female {P} ~ BM50402 | 105 7/16 Din Female BM50419 | 106 BNC Female BM50390 | 105 | 
F Male {P BM50405 | 106 | BNC Female BM50453 | 108 MHV Female {RA} BM50384 | 105 | 


F Male {RA BM50406 | 106 BNC Male BM50454 | 108 “T”, Female to Male to Female | BM50385 
F Male {SO BM50404 | 106 C Female BM50717 | 118 SHV Jack _ BM50386 
N Male BM50643 | 115 C Male poe | BM50389 | 105 | 
PAL Female BM50619 | 114 | HN Female BM50442 PG # 


PAL Male BM50616 | 114 
Phono Jack | BM50621 | 114 
Phono Plug BM50620 | 114 
SMA Female BM50167 | 96 | 
SMA Male BM50165 | 96 | 
UHF Female BM50524 | 110 
UHF Male BM50523 | 110 | 


HN Female {RA} BM50443 | 107 
HN Male [1BM50444 | 107 
HN Male {RA} BM50445 
“T”, Female to Male to Female BM50449 | 107 
“T", Male to Female to Male _| BM50450 | 107 
LC Female |.BM50474 | 108 
MHV Female BM50451 
N Female | BM50050 

‘| BM50082 | § 
| BM50844 | 123 
BM50845 | 123 
SMA Female | BMS50144 
SMA Male BM50147 
TNC Male BM50682 


75 Ohm BNC Male 
75 Ohm N Female 
75 Ohm N Male 

75 Ohm SMB Plug BM50613 
Mini 75 Ohm SMB Jack BM50652 
Mini 75 Ohm SMB Jack {BM} 

Mini 75 Ohm SMB Plug 


75 Ohm BNC Female BM50363 
75 Ohm BNC Female {P’ BM50726 
75 Ohm BNC Male BM50364 
75 Ohm BNC Male {P’ BM50565 
75 Ohm N Female BM50705 
75 Ohm N Female {P 

75 Ohm N Male {P . BM50615 
F Female {P. BM50405 


SHV Jack 


75 Ohm BNC Female 
75 Ohm BNC Male 
75 Ohm N Female 
75 Ohm N Male 

75 Ohm SMB Jack 


| BM50614 
Mini 75 Ohm SMB Jack BM50651 


HN Male BM50474 
F Female {RA’ BM50406 LC Female 'BM50472 75 Ohm SMB Plu 
F Female {SO BM50404 BM50473 
F Male BM50399 N Female BM50197 __| BM50655 
F Male {P} _ ; BM50400 — TBM50196 | Mini UHF Female BM50592 
N Female _ BM50642 | Mini UHF Male {RA} BM50593 | 113 


“T” Female to Female to Female | BM50595 | 113 
“T”, Female to Male to Female BM50594 
N Male BM50538 
TNC Male BM50667 
BM50650 


PAL Female BM50617 
PAL Female {RA { BM50819 
PAL Male BM50618 
SMA Female BM50166 
SMA Male BM50317 


HN Female BM50475 
LC Female {RA BM50473 


BM50471 
BM50198 
BM50933 


C Female BM50656 
Mini UHF Female {RA BM50593 
“T”, Female to Male to Female BM50594 
N Female BM50537 
TNC Female BM50666 | 116 | 
UHF Female BM50649 | 115 | 


4 


MMBX Plug BMS50713 | 118 | 


"BNC Female BM50647 | 115 
BNC Male BM50646 | 115 


BNC Male 
SMA Female 
SMA Maie 


BNC Female BM50604 
BNC Female {BM ai BMS50605 | 


eee es, 


|'BM50603 | 
MCX Jack BM50586 

BM50587 
BM50585 
“7”, Jack to Jack to Jack | BM50397 
MMCX Jack BM50665 
MMCX Plug BM50663 


BNC Female BM50892 
BNC Male BM50890 
N Male BM50888 
SMA Female 'BM50886 
BM50885 


N Female BM50554 MCX Jack | BMS0665 
BM50345 MCX Plug BM50662 
SMA Female BM50812 MMCX Jack BM50601 


SMA Male BM50811 MMCX Jack {BM} BMS0602 


| .BM50156 MMCX Plug BM50600 
BM50157 SMA Female BM50185 


BM50183 


| BM50797 
| BM50611 
BM50612 


TNC Male BM50609 


BNC Female BM50607 | 114 
BNC Male "BM50606 | 114 
MCX Jack | BM50585 | 113 
MMCX Jack _| BM50662 | 116 


MMCX Plug BM50664 | 116 


SMA Male 
MCX Jack BM50663 
MCX Plug BM50664 | 116 
MMCX Jack | BM50600 | 113 
PAL Female _ | BM50820 | 122 
SMA Female BM50186 | 97 
SMA Female {RA} _ BM50799 | 121 
SMA Male BM50184 | 97 


N Fem 


1.85mm Female {P} 


BM50264 | 100 
N Male BM50555 | 112 
4.85mm Male {P} BM50262 | 100 
Reverse Polarity SMA Female __| BM50813 | 122 % ea Festi te) Saaanaan 
HN wate RAY SMA Fedian | BM50155 | 96 2.4mm Female NMD {P} BM50872 | 124 
pirate te Mia's to remare 58 2.92mm Female {P} BM50313 


“T”, Female-Female-Female 


: F l 
“T” Male to Female to Male 22m yn Ee) 


LC Male anc pus! sien FemaisteT {P} BM50247 
N Female HN Male BM50451 | 107 3.5mm Female NMD {P} BM50852 | 
N Female {PM MHV Female BM50382 | 105 3.5mm Male {P BM50245 
MHV Female {BM}{HS) | BM50383 | 105 4.1/9.5 Din Female BM50758 | 120 
MHV Male {RA} BM50384 | 105 4.1/9.5 Din Female Low PIM BM50499 | 109 
; “T”, Female to Male toFemale —_| BM50385 | 105 4.1/9.5 Din Female Low PIM {BM 
SMA Female BM50146 | 95 SHV Jack BM50388 | 105 4.1/9.5 Din Male 


4.1/9.5 Din Male Low PIM BM50498 | 109 | 
4.3/10 Din Female Low PIM BM50903 | 126 


{BM} Bulkhead Mount, {HS} Hermetically Sealed, {IG} Isolated Ground, {P} Precision, {PM} Panel Mount {QD} Quick Disconnect, {RA} Right Angle, {RJ} Rotary Joint, {RRA} Radius Right Angle, {SO} Slide On 
TM 
= Bracke Manufacturing, LLC 
=) PO Box 12319 


BRACKE Newport Beach, Ca 92658 


SHV Pluc | BM50387 | 105 


SMA Male __ BM50145 | 95 | 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 
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uN 


7/16 Din Female 
7/16 Din Female {PM} MCX Plug 
7/16 Din Female Low PIM Mini UHF Female 
7/16 Din Male BM50318 N Female 
7/16 Din Male {RA} ~_ | BM50830 SMA Female {BM}{P} _ N Female Low PIM 
7/46 Din Male Low PIM BM50782 SMA Female {P N Female {45 
75 Ohm N Male BM50683 N Female {BM} 
7mm {P BM50194 N Female {P 
BMB Jack BM50347 N Female {QD 

= aa N Female {RA 
BNC Female BM50214 NFeniale TAR 

a 

BNC Female {BM BM50217 | TN Eeenie eee 
BNC Female {BM} BM50216 N Female {SO 
BNC Female {P} fBMsogts N Male 
BNC Female {PM} BM50218 N Male Low PIM 
BNC Male BM50210| 98 | SMA Male {PM}{P} 
BNC Male {P} BM50211 SMA Male {RA}{P} N Male {PHRRA 
BNC Male {PM} ['BM50212 SMB Jack BM50329 N Male {RA 
BNC Male {RA} BM50213 SMB Jack {BM} N Male {RAMP 
C Female BM50441 SMB Plug BM50327 “Cross”, Female to Female to 
BM50440 SMC Jack {BM}. BM50822 Female to Male 
BM50642 SMC Plug BM50540 “T”, Female to Female to Male 


rales 
ale 
sis 
o 
o 
_ 


oO 
= 
a 
S 
nN 
oe 


w 

: aig 
|= 
NO| CO 


Ny 
o|M 


SSMA Female BM50275 “T”, Female to Male to Female 
HN Female BM50053 SSMA Male BM50272 “T”, Male to Male to Male 

HN Female {PM} _ BM50054 TNC Female BM50225 QMA Female 

HN Male BM50050 TNC Female {BM} BM50229 QMA Male 

LC Female TNC Female {BM QN Female 

LC Male BM50198 TNC Female {P BM50226 


BM50933 TNC Female {PM BM50227 Reverse Polarity N Female 
BM50554 BM50222 Reverse Polarity SMA Female 


Mini UHF Male BM50537 TNC Male {P BM50223 Reverse moan SMA Male 
N Female BM50000 TNC Male {RA} _ BM50224 7 ae ae omnes 
N Female Low PIM BM50779 TNC Male {RRA}{P’ BM50673 SC Female (P 

N Female {BM}{HS} BM50002 TPS Jack BM50348 | 103 | 


22 
3g 
NSIS 
NIN | Oo 


ie] 
=|=|= 
: 


N Female {BM}{HS} BM50003 TPS Plug BM50679 SC Male 1P 
N Female {BM}{HS} BM50732 UHF Female BM50325 SMA Female 


~“ 


N Female {BM}{HS}{RA} BM50696 UHF Male ‘| BM50322 SMA Female (BM). 


N Female {BM}{IG} BM50005 U {RA ) SMA Female {P 
NE tee e Ne NMaleto i SMA Female {PM 
emale {BM}{P} SMA Female {PM}{P}- 
1.85mm Female {P BM50261 
N Female {P} BMS0001 1.85mm Male {P BM50263 SMA Female {QD 
N Female {P .BM50700 2.4mm Female {P BM50292 SMA Female {RA}{P 
N Female {PM B 2.4mm Female NMD {P} BM50871 SMA Female {RRA}P 
N Female {PM}{P} | BM50007 | 90 | 2.4mm Male {P | BM50294 
N Female {RA} _ BMS50008 | 90 | 2.92mm Female {P BM50310 SMA Male {P 
NFemale{RA{BM} BMS0009 2.92mm Female NMD {P BM50863 
N Female {RA}P} | BM50923 2.92mm Male {P BM50312 SMB Jack 
N Male BM50012 3.5mm Female {P | BM50244 ! 
N Male Low PIM BMS50780 3.5mm Female NMD {P} BM50851 
BMS0896 3.5mm Male {P BM50246 
N ate (ee) wee 4.1/9.5 Din Female BM50757 
ale 4.1/9.5 Din Female Low PIM BM50500 | 109 | 
__ | BM50014 | 90 | 4.1/9.5 Din Male et 
N Male {RA} | BM50010 4.1/9.5 Din Male Low PIM BM50501 
N Male {RA}{P} BMS50921 | 126 4.3/10 Din Female Low PIM BM50901 
P} SMSCeT Tae 4.3/10 Din Male Low PIM BM50902 [TNC Male —~———~—S”~*~S«™SBM510230| 99 
N Male 50) Sw Fenml BM50131 | 95 7/16 Din Female BM50319 
“Cross”, Female to Female to 7/16 Din F le Low PIM BM50781 
Female to Female sami is Din ele Suse 
,Cross”, Female toFemaleto | arys0923 7/46 Din Male Low PIM | BM50784 


Female to Male 
“T”, Female to Female to Female | BM50021| 90 | 75, Ohm N Fogiate _| BMS0664 


“T”, Female to Female to Male BM50022 | 90 | N Female {BM 

“T”, Female to Male to Female BM50020 | 90 ene remate p oe PAL | 

NMO Mount Female {BM} BM50648 N © efE BM50205 75 Ohm MCX Plug 50818 

QMA Female BM50762 ee I oe. : . 50619 
BNC Female {RA} BM50206 


Mi 
iF Female BM 
M 
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=| |= 
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sieges saas ee ssieisiels2 
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NMO Mount 


wo 


wo 


bediey 
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QN Female BM50768 | 120 F Male {RA 50: 
QN Male BM50529 | 111 BNC Bate i BM50208 | 98 | 08 


[MMCX Plug ——~—C—CSSCdSC@®BMS 
N Male BM50572 | 112 eve Male RA ee a PAL Male {RA M50817 
Reverse Polarity SMA Female BM50816 | 122 ISMAMale =———C—S—Sids BMG 


Reverse Polarity SMA Male BM50049 SMB Jack BM 


Reverse Polarity TNC Male BM50569 | 112 | 
Reverse Thread TNC Male BM50843 | 123 


SC Female BM50201 me 6 
SC Female {P BM50728 | 119 | BM50618 
BM50199 PAL Female {RA BM50817 


{BM} Bulkhead Mount, {HS} Hermetically Sealed, {IG} Isolated Ground, {P} Precision, {PM} Panel Mount {QD} Quick Disconnect, {RA} Right Angle, {RJ} Rotary Joint, {RRA} Radius Right Angle, {SO} Slide On 
A a ae 
T 
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BM50570 


BNC Male. ~ | BM50367 
BNC Male (RA BM50739 | 119 


F Female BM50621 | 114 | 


2.92mm Female {RA}{P}_ 
2.92mm Female NMD {P} 


Reverse Polarity TNC Male {RA} | BM50693 2.92mm Male {P} 
SMA Female Standard BM50169 2.92mm Male {RA}{P} 


SMA Male Standard 


BM50170 


BNC Female wate BM50366 
BNC Female {RA 
F Female 


BM50740 
BM50762 | 120 


'N Female Standard | 


| BM50569 | 


BM50691 


BM50620 
BM50530 | 111 


Reverse Polarity SMA Female 


BM50688 


QMA Female BM50773 Reverse Polari 


QMA Male {RA 


SMA Male 


BM50689 


Reverse Polarity TNC Female 
RA 


BM50693 


3.5mm Female {P} 


3.5mm Female ND {P} BM50854 | 124 
3.5mm Male {P} BM50115 


4.3/10 Din Male Low PIM 
7/16 Din Female Low PIM 
7/16 Din Male 

7/16 Din Male Low PIM 
7mm {P} 


-BM50117 
BM50774 
BM50141 


SMA Female 


SMA Female Standard 


BM50168 


SMA Male Standard 


| BM50174 


BM50765 


SMA Male 

N-Male , BM50763 
| 120 | 
| 120 | 


QMA Female 
se 
QMA Male 120 
SMA Female BM50644 | 115 Ll 
pwsores 420] | NFemale 
SMA Female 


7/16 Din Female 


LTNC Female Standard 


SMA Female Standard 


SMA Male Standard BM50176 


tibed Sid fil 
BM50177 | 97 


BM50843 


* BM50842 


BM50083 


N Male BM50531 


7/16 Din Male 


BM50676 


BM50529 | 114 | 
LT SAS A 


BM50769 | 120 | 


BNC Female | BMS0590 113 
N Female f BM50201 | 97 
NFemale{P} BM50728 | 119 
N Male BM50200 | 97 


PGs 
BNC Male Standard BM50513 | 110 | 


N Male {P} 


bail 


BM50720 


} Reverse Polarity BNC Female BM50801 | 121 | SC Female 


_| BM50578 


Reverse Polarity BNC Female BM50671 


SC Female {BM} 
P 


BM ; SC Female 


Reverse Polarity BNC Male {RA}_| BM50800 | 121 | 


“T” Female to Female to Female | BM50804 | 122 
“T”, Female to Male to Female BM50803 | 122 


BNC Female Standard BM50512 


'7/16 Din Female 


BM50678 


Pepe Polarity BNC Female 


BM50800 7/16 Din Male 


BM50677 


BM50802 


BM50803 


N Male Standard BM50571 | 


Reverse Polarity N Female BM50573 


N Female Standard BM50572 


Reverse Polarity N Male BM50574 


BNC Female F, BM50588 

BNC Male ‘ BM50589 | 113 
N Female BM50199 | 97 
N Female {P} Ly BM50721 | 118 
N Male f BM50202 | 98 
NMale{P} BMS50722 | 118 
SC Female BM50575 | 112 
SC Female {RA BM50576 | 112 
SC Male | BM50577 | 142 


eo 


le 


ore Female to Male to Female 


BMS0580 


BM50847 | 123 


BM50844 | 123 


BM50388 | 105 


BM50536 


BM50532 | 111 
BM50533 


SMA Male Standard 


HN Female 


BM50846 | 123 


TNC Female Standard 


TNC Male Standard 


BM50811 


N Female Standard BM50049 


HN Male “ BM50845 | 123 
MHV Female BM50387 | 105 
bos BM50389 | 105 

BM50476 | 108 

BM50477 | 108 


N Male Standard BM50815 - 
Reverse Polarity SMA Female BM50532 ol 


BM50480 


Reverse Polarity SMA Female 
Reverse Polarity SMA Male BM50534 ey 
Reverse Polarity TNC Female - 023 Plug iSO 


Reverse Polarity TNC Male 


I Plu 
BNC Female BM50465 | 108 
BNC Female BM50463 | 108 
TG 


SMA Female Standard BM50179 


TNC Female Standard BM50582 


BM50583 | 113 


TNC Male Standard 


1022.3 Plug {SO} [BMs01S5 | 95 SMA Female {BM}{HS BM50062 | 92 
-85mm Female SMA Female {BM}{HS}{RA BM50710 
2.4mm Female {P) BM50108 | 94 SRA remare (BM}IC EMGO0SS 
2.4mm Female NMD{P} ___| BM50874 SIA Female JBUHF) ight, SL mcene | 
2.4mm Male {P} BM50107 SMA Female {BM}{P} BMS50060 


BM50142 
BM50941 
BM50599 


10-32 Male 
BMA Jack {BM}{P} _ 
P 


BMA Jack {P}{PM} 
BMA Plug {BM}{P} 
BMA Plug {P} 
BNC Female 

BNC Female {BM} 
BNC Female {BM} _ 
BNC Female {P} __ 
BNC Female {PM 
BNC Male 


BNC Male {P} 
C Male BM50685 
CRC9 Male BM50809 


F Female BM50167 


BM50159 
GR874 {PM} BM50033| 91 
HN Female | BM50146 | 95 
HN Male ['BM50144 | 95 
MC-Card Plug BM50810 
MCX Jack BM50156 


MCX Plug {RA} 
MMCX Jack 
MMCX Plug 
MMCX Plug {RA} 
N Female 


BM50185 
BM50186 
BM50799 
BM50040 
BM50042 
BM50044 
BM50043 
BM50045 
BM50041 
BM50046 


N Female {BM} 

N Female {BM}{P} 
N Female {BM}{P} 
N Female {P} 

N Female {PM} 


N Male {BM} | 


N Male {P} 
N Male {PM}. 


N-Male {PM}{P} 
N Male {QD} 
RA 


BM50026 
BM50029 
BM50030 
BM50028 
BM50919 
BMS50795 
BMS0767 | 
BM50558 
BM50644 


i 
QMA Female 
QMA Female {BM} 
QMA Male 
Reverse Polarity SMA Male 
Reverse Polarity TNC Female 
Reverse Polarity TNC Male 
Reverse Thread SMA Male 
Reverse Thread TNC Male 
SMA Female 


BM50177 


SMA Female {BM} _ 
SMA Female {BM} _ 


BM50790 
BM50061 


{BM} Bulkhead Mount, {HS} Hermetically Sealed, {IG} Isolated Ground, {P} Precision, {PM} Panel Mount {QD} Quick Disconnect, {RA} Right Angle, {RJ} Rotary Joint, {RRA} Radius Right Angle, {SO} Slide On 
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"SMA Female {P 


7/16 Din Male Low PIM 


rs Chart 


UMCX Plug 


1.85mm Female {P} 


BM50182 


BM50101 


97 


1.85mm Male {P} _ 


BM50102 


94 


2.4mm Female {P} _ 
2.4mm Female NMD {P} 


BM50106 
BM50873 


94 


2.4mm Male {P} 


| BM50105 | 94 


2.92mm Female {P} __ | BM50791 | 121 
2.92mm Female {RA}{P} | BM50925 
2.92mm Female NMD {P} BM50865 
2.92mm Male {P BM50792 
2.92mm Male {RA}{P} BM50924 | 126 
3.5mm Female {P} BM50114 | 94 


3.5mm Female NMD {P} 


BM50853 


3.5mm Male {P 
4.3/10 Din Female Low PIM 
7/16 Din Female 

7/16 Din Female Low PIM 


BM50113 
BM50909 
BM50118 
BM50775 


BM50056 | 92 BM50776 38 "TNC Female {PM} BM50092| 93 | 
SMA Female {P} BM50057 | 92 7mm {P} BM50143 TNC Female {RA}{P} BM50912 | 126 | 
SMA Female {PM} BM50064 | 92 7mm {P}{PM} — __ | BM50422 | 106 TNC Male BM50093 | 93 | 
SMA Female {PM}{P} BM50065 | 92 10-32 Female __|BM50940 | 127 TNC Male {P BM50094 | 93 | 
SMA Female {PM}{P} BM50929 1c 27 BMA Jack {P} | _| BM50597 a3 TNC Male {RA}{P} BM50913 | 126 | 
SMA Female {PM}{RA} BM50686 | 117 BMA Plug {BM}{P} BM50832 UHF Female BM50120 | 94 | 
SMA Female {RA} BM50073| 92] | BMA Plug{P} gemness 123] [UMCX Jack BM50180 
SMA Female {RA}{P) _ BM50075 | 93 BNC Female BM50125| 95 | [§ ikto: eG 
SMA Female {RJ}{P} BM50928 | 127 BNC Female {P} BM50126 | 95 10-32 Male BM50394 | 105 | 
SMA Female {RJ}{P} BM50932 BNC Male BM50123 | 94 BNC Female BM50372 | 104 | 
BNC Male {P} BM50124 | 94 
SMA Female {RRA}{P} | BM50074 | 92 BNC Female {BM BM50373 | 104 | 
SMA Male BM50079| 93 Lomas 0108 | 3s BNC Male | BM50368 | 104 
SMA Male (45°) pMs50895 | 125| | F Male BMcoatetios|  [NFemale ‘| BM50329/ 403 
SMA Male {45°}{P} BM50072 | 92 B35 Si N Female (BM | BM50796 | 121 | 
SMA Male {BM} BM50461 | 108 ao eee a N Male BM50326 | 102 
SMA Male {BM} | BM50084 | 93 HN Female + BM501451 95 PAL Female ‘BM50806 | 422 
SMA Male {P}___ BM50080 | 93 HN Male BM50147 | 95 SMA Female | BM50138 | 95 | 
Si aes sap aah MCX Jack BM50157 | 96 SMA Male | BM50135 | 95 | 
SMA Male {PM}{P} BM50085 | 93 SMB Jack BM50376 | 104 
MCX Jack {RA ~_[BM50797 | 121 
SMA Male {QD} BM50082| 93 SMB Jack {BM BM50377 | 104 
MCX Plug BM50158 | 96 
SMA Male {RA} BM50069 | 92 T SMB Jack {BM}{HS BM50670 | 116. 
MMCX Jack BM50183 | 97 } 
SMA Male (RA}{P} _ BMSONri | 82 MMCX Plug | BM50184 | 97 | 104 | 
SMA Male {RRA}P} BM50070| 92 N Female {BM}{P BM50039| 91 | 105 | 
SMA Male {SO} _ BM50132 | 95 N Female {BM}{P BM50038 | 91 | 105 | 
SMA Male {SO}{BM) BM50939 | 127 N Female {P} BM50035 | 91 | 110 | 
mia Female to Female to Female | BM50086 | 93 N Female {PM | BM50036 | 91 1110 | 
‘T”, Female to Male to Female BM50087 | 93 N Female {PM}{P} BM50037 | 91 1123 | 
“T”, Male to Female to Male BM50088 | 93 N Female {RA}{P} | BM50918 | 126 
SMB Jack BM50138 | 95 N Male BM50031| 94 
SMB Plug_ BM50136 | 95 N Male {P} 1BM50032| 91 704) 
SMC Jack BM50151 | 96 N Male {RA}{P} BM50917 | 126 oa] 
SMC Plug BM50149 | 95 PAL Female BM50821 | 122 04, 
SMP Female {P} | BM50729 | 119 QMA Female BM50765 | 120 02, 
SMP Female {P} BM50725 | 118 QMA Male BM50766 | 120 rr03 | 
SMP Male {P | BM50152 | 96 Reverse Polarity SMA Female | BM50178 |. 97 422 | 
SSMA Female BMS0112 | 94 Reverse Polarity TNC Female _| BM50170 | 96 50136 | 95 | 
SSMA Male BM50111 | 94 Reverse Polarity TNC Male BM50171 | 96 eieirtes 
SSMB Jack BM50283 | 101 Reverse Thread SMA Female __| BM50176| 97 [SMA Wain 
SSMB Plug [BM50140 | 95 SMA Female BM50079| 93 See MOST 104 
SSMC Jack BM50823 | 122 SMA Female {45°} BM50895 | 125 
SSMC Plug BM50824 | 122 SMA Female {45°}{P} | BM50072 | 92 een Pe BM60380 | 105 
“T”, Jack to Plug to Jack BM50379 | 105 | 
TNC Female BM50097 | 93 SMA Female {BM} BM50461 | 108 < 
TNC Female (BM) BM50100 | 94 SMA Female {BM} BM50084 | 93 Fae. Pug Soe BMMBOS81 | 105 
TNC Female {BM} BM501611 96 SMA Female {P} [Bms0081 | 93 SMC Jack | BM50515 | 110 | 
TNC Female {BM}{P [BM50162| 96 SMA Female {P. | BMSOCee Te ae: eal 
TNC Female {BM}{P} BM50164 | 96 SMA Female {PMP} | EMO ae Bh 
TNC Female {P} BM50098 | 93 SMA Female (QD Pesca 7M 
TNC Female {PM} BM50099 | 93 SMA Female {RA BM50069 | 92 BNC Female {BM 
TNC Female {PM}{P) BM50163 | 96 SMA Female {RA}P}_ BM50071 | 92 BNC Male 
TNC Female (PM}(RA} auebaae SMA Female {RJ}{P} _|'8M50930 | 127 N Female (BM 
SMA Female {RRA}P} BM50070 | 92 IN Male So a, ee 
TNC Female {(RA}{P} BM50910 
SMA Female {SO} BM50132 | 95 SMA Female 
TNC Male BM50095 | 93 
TNC Male (P} apr SMA Female {SO}BM} BM50939 | 127 SMA Male BM50148 
TNC Male {RA}{P} BM50914 | 126 a a ABE SMB Jack / BM50517 | 110 
UHE Mal BMs0119 | 94 SMA Male {P BM50067 | 92 [SMB Plug | BM50515 | 110 | 
= SMA Male {PPM BM50068 SMC Jack | BM50627 | 114 | 
UMCX Jack 4 BMS0161 | 97 SMA Male {RA SMC Jack {BM} BM50628 | 115 | 
UMCX Jack (BM) BM50503 | 110 ae se 
wan: SMA Male {RA}{P} 


SMA Male {RJ}{P 


SMA Male {RRA}{P} 


“T”, Female to Male to Female 


“T”, Male to Female to Male 


“T”, Male to Male to Male 


SMB Jack 


SMB Plug BM50137 | 95 | 
SMC Jack BM50148 


SMC Plug" 


‘[BM50150 


SMP Female {P} 


BM50154 


SMP Female {P 


BM50175 | 96 


SMP Male {P} BM50724 | 118 
SSMA Female BM50110 


SSMA Male 
SSMB Jack 


BM50109 
BM50139 


SSMC Jack BM50736 | 119 
SSMC Plug BM50825 | 122 
TNC Female | BMS50090 | 93 
TNC Female {P BM50091 


| BM50629 | 115 | 

BNC Female {BM 
N Female | BMI50540 | 

N Male 
SMA Female 
SMA Male 
SMB Jack 
SMB Plug 
SMC Jack 
SMC Jack {RA} 
SMC Plug 
“T", Jack to Jack to Plug 
“T”, Jack to Plug to Jack 


BM50629 | 115. 


{BM} Bulkhead Mount, {HS} Hermetically Sealed, {IG} Isolated Ground, {P} Precision, {PM} Panel Mount {QD} Quick Disconnect, {RA} Right Angle, {RJ} Rotary Joint, {RRA} Radius Right Angle, {SO} Slide On 
_—- Kran 
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SMA Female {P 
SMA Female {P 
ISMAMale{P} sid 


N Male {P} BM50220 | 98 
SMA Male {P’ N Male {RA} BM50221 | 98 
SMA Male {P N Male {RRA}{P} BM50674 Hi 
SMP Female {P’ Reverse Polarity SMA Female BM50584 
SMP Female {P} _ Reverse Polarity SMA Male | BM50582 | 113 

Reverse Polarity TNC Male BM50692 | 117 

. SMA Female BM50097 | 93 

SMA Female {BM} BM50100 | 94 

SMA Female {BM} BM50161 | 96 
SMA Female {BM}{P _|BM50162 | 96 
; PG SMA Female {BM}{P} | BM50164 | 96 

[7mm{P} CB M50282 | 101 | pee emale iP DMSO eae 

A oe 

See isaac emote 

SMA Female {PM}{RA BM50421 | 106 

. SMA Female {RA}{P) BM50910 | 126 
SMA Female BM50112 | 94 
emsoi10| 94] | SMa Male {PM —Temsoos2 
ale 
SSMA Female SMA Male {RAP} ~ | BM50912 

SMB Jack {BM} BM50836 

TNC Female BM50337 

BM50277 TNC Female {BM}{HS} BM50339 

TNC Female {BM}IG) _ BM50340 108 

TNC Female {P} | BM50338 

TNC Female {P}{PM} ___| BM50645 | 115 

BM50271 TNC Female {PM} | mn BM50341 | 103 
N Female TNC Female {RAXP} BM50915 | 126 

BM50111 aa Sener Tite 

BM50109 aE tony SE 

TNC Male {QD BM50332 | 103 | 

TNC Male {RA} BM50333 | 103 

TNC Male {RA}P BM50914 | 126 

BMS50281 TNC Male {RRA}{P 7BM50462 | 108 

“T” Female to Female to Female | BM50343 | 103 

‘, i : “T” Female to Female to Male BM50344 | 103 

“T", Female to Male toFemale _| BM50342 | 103 

TPS Plug — 1 BM50944 | 127 
SMA Male UHF Male BM50567 | 112 

: sa 

7mm {P i BM50424 | 106 

i BNC Female _ BM50433 | 107 
|BNCFemale = eee sent BN50434 | 107 
_ Eotst [1a 

; C Female BM50436 | 107 
HN Male BM50682 

MCX Jack BM50609 | 114 

Mini UHF Female BM50667 | 116 

N Female BM50222 | 98 

N Female {P} BM50223 | 98 

N Female {RA BM50224 | 98 

N Female (RRA}P} BM50673 | 116 

N Male | BM50230| 99 

ack {BM} _ lf i N Male {P} BM50231 | 99 

BM50826 Reverse Polarity SMAFemale _| BM50581 | 113 

aes Reverse Polarity SMA Male __ BM50583 | 113 

Reverse Folarity TNC Female | aM 

BM50824 SMA ne £ 

BM50825 any aaiteatia 
: SMA Female {RA}{P} BMS50911 | 126 

ISSMC Jack | BM50826 | 

SMA Male BM50093 | 93 

; 

SMA Male {P} _ BM50094 | 93 

al iP SMA Male {RA}{P BM50913 | 126 

Tom iPy nie os | BMS0423 TNC Female BM50330 | 103 

TNC Female {45°} BM50894 | 125 

TNC Female {P BM50331 | 103 

TNC Female {QD} _ BM50332 | 103 


BNC Female {BM}{HS 


BNC Male {RA 


MCX Jack 


MCX Jack {BM 
Mini UHF Male 


N Female 
N Female {BM 
N Female {Bi 


TNC Female {RA} 


BM50333 


TNC Female {RA}{P} 


BM50914 


TNC Female {RRA}{P 


BM50462 


BM50334 


TNC Male {P} 


BM50335 


BMS50666 | 116 TNC Male {RA} 


BM50336 


BMS50225 
BM50229 
BM50730 


98 
99 
119 


TNC Male {RA}{P} 


“T”, Female to Male to Female 


“T”, Female to Female to Male 


BM50916 


98 TPS Jack 


| BM50943 


| BM50227 | 99 UHF Female 


BMS0568 


rt 


BM50680 
N Female BM50348 | 103 
TNC Male _ BM50943 | 127 
reset! OPES, 
TRS PI GH 


emale 


BM50412 
mel cd 


BNC Female BM50681 | 117 
NFemale _ BM50679 | 117 
TNC Female BM50944 | 127 


BNC Male BM50409 | 106 
F Female BM50524 | 110 


BM50542 
BM50649 
BM50325 


111 


“T”, Female to Male to Female BM50522 


'BNC Female “|'BM50410 


N Male BM50323 | 102 
N Male {RA} _ BM50738 | 119 
SMA Male BM50120| 94 | 
TNC Male | BM50568 nH 
UHF Female | BM50518 

UHF Female {BM} BM50519 | 110 
UHF Male {RA} | | BM50521 


BNC Male 
F Female 


BM50411 


Mini UHF Female 


N Female BM50322 


| 1BM50523 | 110 
BM50650 | 


115 
102 


tat 


N Female {RA | BMS50737 | 119 
N Male BM50324 | 102 
SMA Female BM50119 | 94 
TNC Female BM50567 | 112 


TSMA Female BMS50181 


UHF Female {RA} BM50521 
BM50520 
Female to Male to Female BM50522 | 110 | 


97 


SMA Female {BM} 


~ [BM50503 | 110 


SMA Male 


EEE eS FRESE 


SMA Female 


Notes 


BM50180 | 97 


BM50182 


{BM} Bulkhead Mount, {HS} Hermetically Sealed, {IG} isolated Ground, {P} Precision, {PM} Panel Mount {QD} Quick Disconnect, {RA} Right Angle, {RJ} Rotary Joint, {RRA} Radius Right Angle, {SO} Slide On 
EG ge me MB ce daca!) aderaaplaa RL  SBAR Pll ae asa asd Ep acta ih Bibel MBB i is OL a la se A Phe Ai tla bide i! Bact sha tin 
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RF & Microwave Adapters 
Part # BM50001 gerne Part # BM50002 Sener) 


Vi 7 


COMA || GA Meee 


<r 
—-—. 


: N Female to N Female 
N Female to N Female, N Female to N Female Bulkhead Mount, N Female to N Female. 
Max VSWR 1.15:1 @ 18 Bulkhead Hermetically Hermetically Sealed, 1” Bulkhead, Max VSWR 
N Female to N Female GHz a8 _| {Max Panel _ 1.15:1 @ 18 GHz 
Brass Nickel Plated Body. Passivated Stainless Steel Body} | Brass | Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact Silver Plated Contact « 


Part # BM50008 Standard 


x 


0009 Standard 


N Female to N Female 

Panel Mount, Max VSWR 

1.15:1@18 GHZ 

Passivated Stainless Steel Body 
Gold Plated Contact 


$72.95 
25-49 $68.57 


Part # BM50012 fener 


N Female to N Female 

Right Angle Bulkhead 
__Brass Nickel Plated Body 

Gold Plated Contact 


Standard 


N Female to N Female 
RightAngle 
_ Brass Nickel Plated Body * 
Gold Plated Contact 


cision 


N Female to N Female 
PanelMount 
_ Brass Nickel Plated Body _ 
Gold Plated Contact 


$17.95 
25-49 $16.87 


N Female to N Female 
Bulkhead Isolated Ground 

Brass Nickel Plated Body _ 
Gold Plated Contact 


/ 


N Female to N Male 
Radius Right Angle, Max 
VSWR 1.30:1 @ 18 GHz_ 
Passivated Stainless Steel Body 


Gold Plated Contact 


N Female to N Male, Max 

VSWR 1.15:1 @ 18 GHz 

Passivated Stainless Steel Body 
Gold Plated Contact 


N Female to N Male Right 

Angle : 

Brass Nickel Plated Body 
Gold Plated Contact 


N Female to N Male Quick 
Disconnect - 


NFemaletoNMale 
Brass Nickel Plated Body _ 
Gold Plated Contact 


$13.95 $139.95 $75.95 | 
25-49 | $131.55 25-49 $71.39 


25-49 $13.11 


Part # BM50016 BSemrene 


N Male to N Male, Max N Male to N Male Right 
VSWR 1.15:1 @ 18 GHz Angle N “T” Male to Male to Male 


N Female to N Male 
Bulkhead Mount 


N Male to N Male 


Brass Nickel Plated Body Brass Nickel Plated Body Passivated Stainless Steel Body Brass Nickel Plated Body Brass Nickel Plated Bod 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
$26.95 $8.95 $55.95 | 1-24 [$36.95 
25-49 $25.33 25-49 $8.41 25-49 $52.59 25-49 $18.75 25-49 $34.73 
: BM50020 Standard Part # BM50021 Standard t# BMS 500% B24 Standard 


c é j 
le 
N “T” Female to Female to 


Female | 20 ae 
___ Brass Nickel Plated Body _ 


N “T” Female to Male to 
Female iy 
Brass Nickel Plated Body 


N Cross Female to Female 
to Female to Female 
Brass Nickel Plated Body 


N “T” Female to Female 
mere ail. (Ler 
__ Brass Nickel Plated Body 


__Brass Nickel Plated Body __ 


Gold Plated Contact Gold Plated Contact Silver Plated Contact Silver Plated Contact Gold Plated Contact _ 
$16.95 $46.95 $27.95 $47.95 
25-49 $17.81 25-49 $15.93 25-49 $44.13 25-49 $26.27 25-49 $45.07 


Bracke Manufacturing, LLC 
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SMA Female to N Male, 
Max VSWR 1.15:1 @ 18 
GHz 


SMA Female to N Male 
Bulkhead Mount 


SMA Female to N Male 
Quick Disconnect 


SMA Female to N Male, 
Panel Mount 


SMA Female to N Male 


Passivated Stainless Steel Body Brass Nickel Plated Body _|_ | Passivated Stainless Steel Body Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
| 1-24 = | $29.95 | 


25-49 $93.95 


# BME Part# BM50033 emeete 


Pa ecision 


25-49 $36.61 


art # 0031 Bienen 


Si 
Ot 


es 
SS 


SS 


ae 


4% 
. 


r, 

Wi 
ih 
y 


SMA Female to N Male, 
Panel Mount, Max VSWR 
1.15:1 @ 18 GHz 
Passivated Stainless Steel Body 


Gold Plated Contact 


SMA Male to N Male, Max 
VSWR 1.15:1 @ 18 GHz _ 


Passivated Stainless Steel Body 
Gold Plated Contact 


SMA Male to N Male 


_Brass Nickel Plated Body _ 
Gold Plated Contact 


SMA Male to N Female | 
Brass Nickel Plated Body 


Gold Plated Contact 


$95.95 $72.95 $199.95 $32.95 
$30.97 


25-49 | $68.57 25-49 $187.95 


SMA Male to N : e to N Female 
Bulkhead With Hardware Bulkhead With Hardware 
On SMA Side, Max VSWR | |On N Side, Max VSWR 
1.15:1 @ 18 GHz 1.15:1 @ 18 GHz 
Passivated Stainless Steel Body| | Passivated Stainless Steel Body 
Gold Plated Contact Gold Plated Contact 


$83.95 
25-49" | __$78.91 $78.91 
M50043 idee | ; 


SMA Male to N Female 

Panel Mount, Max VSWR 

1.15:1 @ 18 GHz 

Passivated Stainless Steel Body 
Gold Plated Contact 


Part# BM50042 Kturetl 


WY /Kihi 


SMA Male to N Female, 
Max VSWR 1.15:1 @ 18 
GHz ‘ 


$57.95 


SMA Male to N Female 
Panel Mount _ l 
Brass Nickel Plated Body 


Gold Plated Contact 
$54.95 
25-49 $51.65 


4 BM50041 Precision 


SMA Female to N Female 
Bulkhead with Hardware 
on N Side, Max VSWR 
1.15:1 @ 18 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


$91.95 
25-49 $86.43 


SMA Female to N Female, 

Max VSWR 1.15:1 @ 18. SMA Female to N Female 

GHz Bulkhead 

Passivated Stainless Steel Body Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact 


[4:24 “| $56.95 $31.95 
25-49 $53.53 25-49 $30.03 


Part# BM50046 CREECH (Part # BM50047 (EeRen 


SMA Female to N Female 
Bulkhead with Hardware 
on SMA Side 

Brass Nickel Plated Bod 
Gold Plated Contact 


$39.95 
25-49 $37.55 


SMA Female to N Female 
Bulkhead With Hardware 
on SMA Side, Max VSWR 


SMA Female to N Female 

Panel Mount, Max VSWR 

1.15:1 @ 18 GHz 

Passivated Stainless Steel Body 
Gold Plated Contact 


$91.95 
25-49 $86.43 


N Female to Reverse 

Polarity SMA Male 
Brass Nickel Plated Body 

Gold Plated Contact 


SMA Female to N Female 
Panel Mount 


Brass Nickel Plated Body _ 


Gold Plated Contact 
$36.95 
25-49 | $34.73 


N Male to Reverse Polarity 
SMAFemale 
___Brass Nickel Plated Body’ 
Gold Plated Contact 


$44.95 
$42.25 


Passivated Stainless Steel Body 
Gold Plated Contact 


www.brackemfg.com 
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RF & Microwave Adapters 


Standard 


HN Female to N Female, 
HN Male to N Female HN Female to N Male HN Male to N Male HN Female to N Female Panel Mount 
Brass Nickel Plated Bod Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Bod 
Gold Plated Contact Silver Plated Contact Silver Plated Contact 
1-24 


Standard Precision 


Pa iis\t/tlefey Precision 


hye 


SMA Female to SMA SMA Female to SMA SMA Female to SMA 
SMA Female to SMA Female, Max VSWR Female, Max VSWR SMA Female to SMA Female Bulkhead, Max 
Female di au 1.15:1 @ 18 GHz 1.20:1 @ 27 GHz _} | Female Knurled Center VSWR 1.25:1 @ 18 GHz 
Passivated Stainless Steel Body| | Passivated Stainless Steel Body| | Passivated Stainless Steel Body| | Passivated Stainless Steel Body| | Passivated Stainless Steel Bod 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
| 1-24 | $15.95 


Pat# BM50 Standard ifz —BM50062 BIEIPEICR |Patt# BI = Standard 


SMA Female to SMA 


SMA Female to SMA SMA Female to SMA SMA Female to SMA 


Female Bulkhead, Max Female Bulkhead with Female Bulkhead Female Bulkhead Isolated | | SMA Female to SMA 
VSWR 1.25:1 @ 27 GHz O-Ring Hermetically Sealed Ground Female Panel Mount 


Passivated Stainless Steel Bod 


Brass Nickel Plated Bod Passivated Stainless Steel Bod 


Passivated Stainless Steel Body Stainless Steel Gold Plated Body 


Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
$71.95 $19.95 $26.95 $22.95 $36.95 
25-49 $67.63 25-49 $18.75 25-49 $25.33 25-49 $21.57 25-49 $34.73 
'# BM500 Part# BM Part 0067 aeeeus iPat# BM50068 facenten fe 


SMA Male to SMA Male 

Panel Mount, Max VSWR 
1.20:1 @ 18 GHz : 
Passivated Stainless Steel Body 


SMA Male to SMA Male, 
Max VSWR 1.20:1 @ 27 
GHz 


SMA Female to SMA 
Female Panel Mount, Max 
VSWR 1.25:1 @ 18 GHz 


Passivated Stainless Steel Bod 


SMA Male to SMA Male 
Passivated Stainless Steel Body 


Right Angle 


Passivated Stainless Steel Body 


Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 

$54.95 $13.95 $39.95 $115.95 | { “1-24 =] $16.95 
25-49 $51.65 25-49 $13.11 25-49 $37.55 25-49 $108.99 25-49 $15.93 

Part # BM50070 Seeeen lpate BMS 71 at# B M50072 Precision Ky Standard Par ; 


SMA Female to SMA 
Female Radius Right 
Angle, Max VSWR 1.25:1 
@ 18 GHz 


Passivated Stainless Steel Bod’ 
Gold Plated Contact 


SMA Female to SMA Male 
45 Degree, Max VSWR 
1.30:1 @ 26 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


SMA Female to SMA Male 
Right Angle, Max VSWR 
1.35:1 @ 27 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


SMA Female to SMA Male 
Radius Right Angle, Max 
VSWR 1.30:1 @ 18 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


SMA Female to SMA 
ht A 


$34.95 $42.95 $64.95 | 1-24 24 5 $53.95: | 
25-49 $32.85 25-49 25-49 $23.45 $50.71 
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RF & Microwave Adapters 


SMA Male to SMA Male 
Right Angle, Max VSWR 
1.35:1 @ 27 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


SMA Female to SMA 
Female Right Angle, Max 
VSWR 1.35:1 @ 27 GHz > 


SMA Male to SMA Male 
Radius Right Angle, Max 
VSWR 1.30:1 @ 18 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


SMA Male to SMA Male 


Right Angle 


SMA Female to SMA Male 
Brass Nickel/Passivated Body 
Gold Plated Contact 


$54.95 | 1-24 | $49.95 $13.95 
25-49 | $5165 | $46.95 


25-49 $42.25 


2recision 


$13.11 


( 1083. Standard . f 


SMA Female to SMA Male, | | SMA Female to SMA Male, 
Max VSWR 1.15:1@18 4.}Max VSWR 1.20:1 @ 27 SMA Female to SMA Male | |7/16 Din Female to SC SMA Male to SMA Female 
GHz GHz Quick Disconnect Female Bulkhead Mount 


Passivated Stainless Steel Body 
Gold Plated Contact 


Brass Nickel/Passivated Body 
Gold Plated Contact 


Brass Nickel Plated Body 
Gold Plated Contact 


Brass Nickel Plated Body 
Gold Plated Contact 


$24.95 $69.95 $129.95 $23.95 
25-49 | $23.45 25-49 $34.73 25-49 $65.75 25-49 $122.15 25-49 $22.51 


50085 tacerien 


SMA Female to SMA Male, 
Panel Mount, Max VSWR 


Passivated Stainless Steel Bod 
Gold Plated Contact 
25-49 

TG BMABANON 


SMA “T” Female to Male to 
Female 
Brass Nickel Plated Body 


SMA “T” Female to 
Female to Female 

Brass Nickel Plated Body. 
Gold Plated Contact 


SMA “T” Male to Female 
to Male 

Brass Nickel Plated Body 
Gold Plated Contact 


SMA “T” Male to Male to 
Male 


Brass Nickel Plated Body 
Gold Plated Contact 


$54.95. 
"$51.65 


25-49 $39.43 


| 25-49 $36.61 25-49 $43.19 
-BM50091 Ferry F # E 


93 | Standard 


TNC Female.to SMA Male, 
Max VSWR 1.15:1 @ 18 SMA Male to TNC Female 


GHz Panel Mount 
Passivated Stainless Steel Body} | Passivated Stainless Steel Body 
Gold Plated Contact Gold Plated Contact 


TNC Male to SMA Male, 
Max VSWR 1.15:1 @ 18 
GHz 


TNC Male to SMA Male 
Brass Nickel Plated Body 


TNC Female to SMA Male 


Passivated Stainless Steel Bod 


Gold Plated Contact Gold Plated Contact 
$27.95 $68.95 $39.95 $27.95 
25-49 $26.27 25-49 $64.81 


25-49 $64.81 


25-49 $26.27 
= — # BM50096 Precision 


e 


¢ Standard 


Part # BM50097 iSeurene 


sooth 
ef 


Part # BM50098 | Precision 


TNC Male to SMA Female, 
Max VSWR 1.15:1 @ 18 
GHz 

Passivated Stainless Steel Body 
Gold Plated Contact 


$68.95 
25-49 $64.81 


TNC Female to SMA 
Female, Max VSWR 
1.15:1 @ 18 GHz 

Passivated Stainless Steel Bod 
Gold Plated Contact 


$68.95 
$64.81 


SMA Female to TNC 
Female Panel Mount 

Brass Nickel Plated Body 
Gold Plated Contact 


$31.95 
25-49 $30.03 


TNC Female to SMA 
Female 

Brass Nickel Plated Body 
Gold Plated Contact 


$27.95 
25-49 $26.27 


Brass Nickel Plated Bod 


Gold Plated Contact 


www.brackemfg.com 
sales@brackemfg.com 
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RF & Microwave Adapters 


Part # BM50100 Senne 


1.85mm Female to SMA 1.85mm Male to SMA 1.85mm Male to SMA 1.85mm Female to SMA 
SMA Female to TNC Male, Max VSWR 1.20:1 Male, Max VSWR 1.20:1 Female, Max VSWR Female, Max VSWR 
Female Bulkhead 7 GH 1.20:1 @ 27 GHz 1.20:1@27G 
Passivated Stainless Steel Body} | Passivated Stainless Steel Bod 
Gold Plated Contact Gold Plated Contact 
$122.15" | 


$33.95 
25-49 $31.91 


2.4mm Male to SMA Male, 
Max VSWR 1.20:1 @ 27 
GHz 

Passivated Stainless Steel Body 


2.4mm Female to SMA 
Male, Max VSWR 1.20:1 

@ 27 GHz 

Passivated Stainless Steel Body 


2.4mm Male to SMA 
Female, Max VSWR 
1.20:1 @ 27 GHz 

Passivated Stainless Steel Body 


2.4mm Female to SMA 
Female, Max VSWR 
1.20:1 @ 27 GHz 
Passivated Stainless Steel Bod 


SSMA Male to SMA Male 


Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
$139.95 $139.95 $139.95 $139.95 $37.95 
25-49 $131.55 


25-49 $131.55 25-49 $131.55 25-49 $131.55 


Pai Standard 


25-49 $35.67 
Part ¢ | Precision 


SMA Male to 3.5mm Male, | | SMA Male to 3.5mm 
SMA Male to SSMA SSMA Male to SMA SSMA Female to SMA Max VSWR 1.20:1 @ 27 Female, Max VSWR 
Female Female Female GHz 


Passivated Stainless Steel Body| | Passivated Stainless Steel Body Brass Nickel Plated Body Passivated Stainless Steel Body} | Passivated Stainless Steel Bod 
Gold Plated Contact 


Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 


$32.95 $29.95 $109.95 


25-49 $30.97 25-49 $28.15 25-49 $34.73 25-49 $103.35 


117 Beare! 


I Standard 


SMA Female to 3.5mm 
Male, Max VSWR 1.20:1 


SMA Female to 3.5mm 
Female, Max VSWR 
1.20:1 @ 27 GHz 
Passivated Stainless Steel Bod 
Gold Plated Contact 


7/16 Din Male to SMA 
Female 
Brass Nickel Plated Bod 


Gold Plated Contact 


7/16 Din Female to SMA 
Male 

Brass Nickel Plated Body 
Gold Plated Contact 


UHF Male to SMA Female 
Brass Nickel Plated Bod 
| 4-2 


$109.95 $109.95 $39.95 $39.95 $15.05." | 
25-49 $103.35 25-49 $103.35 25-49 $37.55 $14.99 


25-49 $37.55 
Part # BM50121 Standard fale 50122 Teese IP: 3 Ky Standard 


BNC Male to SMA Female, BNC Male to SMA Male, 
Max VSWR 1.25:1 @ 8 Max VSWR 1.25:1 @ 8 
UHF Female to SMA Male | | BNC Male to SMA Female |} |GHz BNC Male to SMA Male GHz 


Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel/Passivated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
1-24 | $45.95 _ | 


Bracke Manufacturing, LLC 
PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
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BNC Female to SMA Male, BNC Female to SMA SMA Female to BNC 

Max VSWR 1.25:1 @ 8 BNC Female to SMA Female, Max VSWR Female Bulkhead with 
BNC Female to SMA Male | |GHz Female 1.25:1 @ 8 GH Harware on SMA Side 
Brass Nickel/Passivated Body Brass Nickel Plated Body Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact 
| 1-24 | $16.95 
$15.93 


ie andard 


7/16 Din Male to 7/16 Din 


BNC Female Bulkhead N Male Stide On to N SMA Male Slide On to 1.0/2.3 Slide On Plug to Female Right Angle Low 
Mount to SMA Female Female SMA Female SMA Female PIM 


Brass Nickel Plated Body Stainless Steel Gold Plated Body] | Beryllium Copper Gold Plated Brass Tri-Metal Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Silver Plated Contact 
WE a 


SMA Male to SMB Plug 
Brass Nickel Plated Body. ~ Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact 
| 1-24 | $24.95 | 


150: 2 Precision 


SMA Female to 7mm, 
7mm to SMA Female, Max } | Panel Mount, Max VSWR 7mm to SMA Male, Max 
@ 18 GHz 8 GH VSWR 1.15:1 @ 18 GHz 


PI 15: 

Gold Plated Contact 
{1:24 | $33.95 | 

. 


HN Male to SMA Male SMA Male to SMC Jack SMA Female to SMC Plug 
Brass Nickel Plated Bod Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Bod 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 


Bracke Manufacturing, LLC 
PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
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SMP Female to SMA 
Male, Max VSWR 1.20:1 
SMA Male to SMC Plug SMA Female to SMC Jack 


.20: 1 
Brass Nickel Plated Body Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
| 1-24 | $18.95 


Beneecn iPat# BM5015: | d ii Standard 


SMA Female to MCX Jack | {SMA Male to MCX Jack SMA Male to MCX Plug SMA Female to GR874 SMA Male to GR874 
Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated/Nickel Plated Conta 
| 1-24 | $1409.95 | 


Precision Precision Hii andard 


Rp 


SMA Female Bulkhead to SMA Female to TNC SMA Female to TNC 
SMA Female Bulkhead to TNC Female, Max VSWR Female Panel Mount, Max | | Female Bulkhead, Max 
TNC Female 35 G VSWR 1.35:1 @ 18 GHz VSWR 1.35:1 @ 18 GHz SMA Male to F Female 
Passivated Stainless Steel Body] | Passivated Stainless Steel Body] | Passivated Stainless Steel Body 
Gold Plated Contact 
| 1-24 | $15.95 | 


Pa <7 Standard fils : 


SMA Female to Reverse SMA Female to Reverse SMA Male to Reverse 
SMA Female to F Male ity TNC Male Polarity TNC Female Polarity TNC Female 
Brass Nickel Plated Body Brass Nickel Plated Bod Brass Nickel Plated Body Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
1-24 | 1-24 $31.95 «|| 


art 450171 Standard Pa q 17 art # #4 Standard 


SMA Male to SMP Female, 
SMA Male to Reverse 10-32 Male to 10-32 Max VSWR 1.25:1 @ 26.5 
Polarity TNC Male SSMB Plug to SSMB Plug | | SSMB Plug to SSMB Jack | | Female Right Angle GHz 
Brass Nickel Plated Bod Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body Pass SS/Brass Gold Plated Bod 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 


$36.95 $79.95 
$34.73 $30.97 25-49 25-49 $28.15 25-49 $75.15 


Bracke Manufacturing, LLC 
PO Box 12319 Phone 949.756.1600 www.brackemfg.com 
BRACKE Newport Beach, Ca 92658 Fax 949.756.1601 sales@brackemfg.com 
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RF & Microwave Adapters 


<i See 
Reverse Polarity SMA Reverse Polarity SMA 

Reverse Thread SMA Reverse Thread SMA Male} |Female to Standard SMA Male to Standard SMA 

Female to SMA Male to SMA Female Female 


(c 
Brass Nickel Plated Bod 


Gold Plated Contact 
$24.95 $21.95 $14.95 
25-49 25-49 $14.05 


50184 Standard 


UMCX Jack to SMA UMCX Plug to SMA MMCX Jack to SMA 
Female Female MMCxX Plug to SMA Male Female 


Brass Gold Plated Body Brass Nickel Plated Body Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
| 1-24 | $14.95 | 


recision Part # 382) Precision 


3.5mm Male to 3.5mm 3.5mm Female to 3.5mm 3.5mm Male to 3.5mm 3.5mm Female to 3.5mm 
MMCX Plug to SMA Female, Max VSWR Male Bulkhead, Max Male, Max VSWR 1.25:1 Female, Max VSWR 
Female 1.15:1 @ 26.5 GHz VSWR 1.25:1 @ 34.5 GHz .5 GH 1.25:1 @.34.5 GHz 
Passivated Stainless Stee! Bod Passivated Stainless Steel Body 
Gold Plated Contact Gold Plated Contact - Gold Plated Contact 


Par # BM50196 BEI 
3.5mm Female to 3.5mm 3.5mm Female to 3.5mm 
Female Panel Mount, Max | | Female Bulkhead, Max 
34 GH las : 415: 45: N Male to LC Female 
Passivated Stainless Steel Body Brass Nickel Plated Bod 

Gold Plated Contact Silver Plated Contact 
| 1-24 | $139.95 $109.95 $159.95 $169.95 
$131.55 25-49 $150.35 25-49 $159.75 


#@ Standard 


N Female to LC Female LC Male to N Female SC Male to N Female. . N Male to SC Female N Female to SC Female 
Brass Nickel Plated Body Brass Nickel Plated Body _ Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Bod 
Silver Plated Contact Gold Plated Contact Silver Plated Contact Silver Plated Contact Silver Plated Contact 


™ 


Bracke Manufacturing, LLC 
PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


Be / 


BNC Female to N Male, 
Max VSWR 1.15:1 @ 8 
GHz 


N Male to BNC Female BNC Female 


N Male to 
ight Ang 


SC Male to N Male N Male to BNC Female Panel Mount Rig le 
Brass Nickel Plated Body Brass Nickel/Passivated Bod Brass Nickel Plated Body Brass Nickel Plated Bod 


Gold Plated Contact 


$28.95 
25-49 $27.21. 


a 
o¥ cision 


Gold Plated Contact 


$21.95 
25-49 $20.63 


Gold Plated Contact 


$84.95 
25-49 $79.85 


Silver Plated Contact 


$66.95 


BNC Male to N Female, 
BNC Male to N Male, Max Max VSWR 1.15:1 @ 8 
BNC Male to N Male VSWR 1.15:1 @ 8 GHz | BNC Male to N Female GHz 
Brass Nickel Plated Body Brass Nickel/Passivated Body Brass Nickel Plated Body Brass Nickel/Passivated Bod 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 


$22.95 ; 
25-49 $21.57 | 25-49 -| $9.35 | 25-49 $79.85 


MM 2 Standard 


BNC Female to N Female, | |N Female to BNC Female 
N Female to BNC Male, N Female to BNC Male Max VSWR 1.15:1 @ 8 Bulkhead with Hardware 
Panel Mount Right A GHz on N Side 
Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body 
Silver Plated Contact Gold Plated Contact Gold Plated Contact 


TNC Female to N Male, 

Max VSWR 1.15:1 @ 18 

GHz 

Passivated Stainless Steel Bod 
Gold Plated Contact 


$84.95 
25-49 $79.85 


N Male to TNC Female 
Right Angle 


eae 


N Female to BNC Female 

Bulkhead Mount 

Brass Nickel Plated Body 
Gold Plated Contact 


2 Standard Precision yee2 Standard 


N Female to BNC Female, 

Panel Mount 

Brass Nickel Plated Bod 
Gold Plated Contact 


TNC Female to N Male 
Brass Nickel Plated Body 
Gold Plated Contact 


TNC Female to N Female, 
Max VSWR 1.15:1 @ 18 

GHz 
Passivated Stainless Steel Bod’ 


TNC Male to N Female, 
Max VSWR 1.15:1 @ 18 
GHz 

Passivated Stainless Steel Bod 


TNC Male to N Female 
Right Angle 
Brass Nickel Plated Body 


TNC Male to N Female 
Brass Nickel Plated Body 


Brass Nickel Plated Body 


Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
$79.95 $28.95 $17.95 $84.95 
25-49 $9.35 25-49 $75.15 25-49 $27.21 25-49 $16.87 25-49 $79.85 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 
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Fax 949.756.1601 
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RF & Microwave Adapters 


) Standard 


N Female to TNC Female 
Bulkhead Mount 


N Female to TNC Female, 
Panel Mount 
Brass Nickel Plated Bod 
Silver Plated Contact 
| 1-24 | $42.95 
25-49 $40.37 


3.5mm Male to 2.92mm 
Male, Max VSWR 1.25:1 


Passivated Stainless Steel Bod 
: Gold Plated Contact 


3.5mm Female to 2.92mm 
Male, Max VSWR 1.25:1 


Passivated Stainless Steel Bod 
Gold Plated Contact 


1-24 $119.95 


25-49 $112.75 


MDUZ recision 


| $119.95 
25-49 $112.75 


3.5mm Female to 2.4mm 

Female, Max VSWR 

1.25:1 @ 34.5 GHz 
sgetpconteges 


See 


3.5mm Male to 2.4mm 
Male, Max VSWR 1.25:1 


Passivated Stainless Steel Bod 
Gold Plated Contact 


Precision 


3.5mm Female to N Male, 
Max VSWR 1.15:1 @ 18 


3.5mm Female to 1.85mm 
Female, Max VSWR 


Passivated Stainless Steel Bod 
Gold Plated Contact 


| _ 1-24 | $109.95 
$103.35 


cision 


3.5mm Female to 7mm, 
Max VSWR 1.15:1 @ 18 
GHz 


Passivated Stainless Steel Bod 
Gold Plated Contact 
| 1-24 | $209.95 _| 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


BRACKE 


TNC Male to N Male 


3.5mm Female to 2.92mm 
Female, Max VSWR 
1.25:1 @ 34.5 GHz 


TNC Male to N Male, Max 
VSWR 1.15:1 @ 18 GHz 


# Precision 


3.5mm Male to 2.4mm 
Female, Max VSWR 
1.25:1 @ 34.5 GHz 


3.5mm Male to 2.92mm 
Female, Max VSWR 
1.25:1 @ 34.5 GHz 


Precision 


3.5mm Female to 2.4mm 
Male, Max VSWR 1.25:1 
@ 34.5 GHz 


Passivated Stainless Steel Body 


Passivated Stainless Steel Bod 


Gold Plated Contact 


$119.95 
25-49 $112.75 


# Precision 


3.5mm Male to 1.85mm 
Female, Max VSWR 
0: 34 GH 


Gold Plated Contact 
$119.95 
25-49 $112.75 


3.5mm Female to 1.85mm 
Male, pale VSWR 1.30:1 
H 


Gold Plated Contact 
$109.95 
25-49 $103.35 


3.5mm Male to N Female, 
Max VSWR 1.15:1 @ 18 
GHz 

Passivated Stainless Steel Body 


2.92mm Male to 2.92mm 
Female, Max VSWR 
1.25:1 @ 40 GHz 


$109.95 
25-49 $103.35 


3.5mm Male to N Male, 
Max VSWR 1.15:1 @ 18 
GHz 


Passivated Stainless Steel Body 
$99.95 | 


2.92mm Male to 2.92mm 
Male, Max VSWR 1.25:1 
@ 40 GHz 


Passivated Stainless Steel Bod 


Fax 


99 


Phone 949.756.1600 
949.756.1601 


Passivated Stainless Steel Body 
Gold Plated Contact 


Passivated Stainless Stee! Body 
Gold Plated Contact 


$119.95 
25-49 $112.75 


Precision 


3.5mm Male to 1.85mm 
Male, Max VSWR 1.30:1 


Gold Plated Contact 


3.5mm Female to N 
Female, Max VSWR 
1.15:1 @ 18 GHz 
$93.95 


2.92mm Female to 
2.92mm Female, ins 


$109.95 
25-49 $103.35 


www.brackemfg.com 
sales@brackemfg.com 


SSMA Female.to 7mm, 
SSMA Female to SSMA SSMA Male to SSMA Max VSWR 1.15:1 @ 18 
SSMA Male to SSMA Male | |F Female Bulkhead Mount Female Right Angle GHz 


Stainless Steel Gold Plated Body Brass Nickel Plated Body Passivated Stainless Steel Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
| 1-24 | $39.95, | | 1-24 $32.95 __ | 1-24 | $39.95 


02 ecision 86 Precision fats -BM50287 Precision 


Precision 


2.4mm Male to 2.4mm 2.4mm Male to 2.4mm 2.4mm Female to 2.4mm 2.4mm Female to 2.4mm 
SMA Female toSSMB | _|Female, Max VSWR Male, Max VSWR 1.30:1 Female, Max VSWR Female Bulkhead, Max 
Jack 1.30:1 @ 50 GHz 1.30:1 @ 50 GH VSWR 1.30:1 @ 50 GHz 


Passivated Stainless Steel Bod Passivated Stainless Steel Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact 
| 1-24 | $33.95 | 


Iraricion sricinNn 
e If Precision 


2.4mm Male to 1.85mm 2.4mm Female to 1.85mm | |2.4mm Malé to 1.85mm 2.4mm Female to 1.85mm | |2.4mm Female to N Male, 
Female, Max VSWR Male, Max VSWR 1.35:1 Male, Max VSWR 1.35:1 Female, Max VSWR Max VSWR 1.15:1 @ 18 
.35:1 @ 1.35:1 @ 50G GHz 
i Passivated Stainless Steel Bod Passivated Stainless Steel Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
SATO S: « | 


2.4mm Male to N Female, | |2.4mm Male to N Male, 2.4mm Female to N 2.4mm Female to 7mm, 
Max VSWR 1.15:1 @ 18 Max VSWR 1.15:1 @ 18 Female, Max VSWR Max VSWR 1.15:1 @ 18 2.4mm Male-to 7mm, Max 
GHz GHz 1.15:1 @18G GHz VSWR 1.15 @ 18 GHz 


Passivated Stainless Steel Bod’ Passivated Stainless Steel Bod Passivated Stainless Steel Bod Passivated Stainless Steel Body} | Passivated Stainless Steel Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 


Precision 18:82 Precision 


2.4mm Female to 2.92mm | |2.4mm Male to 2.92mm 2.4mm Male to 2.92mm 2.4mm Female to 2.92mm | |2.92mm Male to 1.85mm 
Male, Max VSWR 1.30:1 Female, Max VSWR Male, Max VSWR 1.25:1 Female, Max VSWR Female, Max VSWR 
1.25:1 @ 40 GHz @ 40 GHz 1.25:1 @ 40 GHz 1.30:1@40GHz 
Passivated Stainless Steel Bod Passivated Stainless Steel Body} | Passivated Stainless Steel Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact 


| 1-24 | $89.95 ' $89.95 $299.95 
$84.55 $84.55 25-49 $281.95 


TM 


Bracke Manufacturing, LLC 
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2.92mm Female to 
1.85mm Male, Max VSWR 
1.30:1 @ 40 GHz 


2.92mm Male to 1.85mm 
Male, Max VSWR 1.30:1 
@ 40 GHz 


2.92mm Female to 
1.85mm Female, Max 
VSWR 1.30:1 @ 40 GHz 


75 Ohm BNC Male to 
1.6/5.6 Female 


Passivated Stainless Steel Body 


Passivated Stainless Steel Body 


Passivated Stainless Steel Body 


Brass Nickel/Gold Plated Body 


@ Standard 


75 Ohm BNC Female to 
1.6/5.6 Male 


Gold Plated Contact 


25-49 $281.95 


BM50308 ISGIRES 


75 Ohm BNC Female to 
1.6/5.6 Female Bulkhead 


Gold Plated Contact 


$281.95 
Part # BM50309 enrete 


75 Ohm N Male to 1.6/5.6 
Female 


Gold Plated Contact 


$299.95 
25-49 | $281.95 


2.92mm Female to N 
Male, Max VSWR 1.15:1 
@ 18 GHz 


Gold Plated Contact 


2.92mm Male to N 
Female, Max VSWR 
1.15:1 @ 18 GHz 


: Gold Plated Contact 
$10.95 


2.92mm Male to N Male, 


Max VSWR 1.15:1 @ 18 
|GHz 


Gold/Brass Nickel Plated Body 


Brass Nickel/Gold Plated Body 


Passivated Stainless Stee! Body 


Passivated Stainless Stee! Pady 


Passivated Stainless Steel Body 


Gold Plated Contact 


$10.95 
25-49 $10.29 


2.92mm Female to N 
Female, Max VSWR 
1.15:1 @ 18 GHz 


Gold Plated Contact 


$25.95 
25-49 $24.39 


2.92mm Female to 7mm, 
Max VSWR 1.10:1 @ 18 
GHz 


Gold Plated Contact 


2.92mm Male to 7mm, 
Max VSWR 1.10:1 @ 18 
GHz 


Gold Plated Contact — 


$119.95 _ 
25-49 $112.75 


1.6/5.6 Female to 1.6/5.6 
Female Bulkhead 


Passivated Stainless Steel Body 


Passivated Stainless Steel-Body 


Passivated Stainless Steel Body 


Gold Plated Contact 


$129.95 
25-49 $122.15 


# BM50318 Standard 


N Female to 7/16 DIN 
Male 
Brass Nickel Plated Body 


Gold Plated Contact 


25-49 $281.95 | 


Paté BM503 19) Standard 


N Male to 7/16 DIN 
Female 


Gold Plated Contact 
$299.95 
1 25-49 $281.95 


N Male to 7/16 DIN Male 


{ee ¥10) Standard ff 


$9.95 
$9.35 


Pat# B 


N Female to 7/16 DIN 
Female 


_|N Female to UHF Male 


Gold Plated Contact 
$119.95 
25-49 $112.75 


Gold Plated Contact 


Brass Nickel Plated Body 


Brass Nickel Plated Body 


Brass Nickel Plated Body 


Brass Nickel Plated Body 


Gold Plated Contact 


25-49 $42.25 


N Male to UHF Female 


Gold Plated Contact 
$44.95 
25-49 $42.25 


N Male to UHF Male 


Gold Plated Contact 
$42.95 
25-49 $40.37 


325 Standard 


N Female to UHF Female 


Gold Plated Contact 
$42.95 
25-49 $40.37 


Pp: ) Standard 


N Male to SMB Jack 


Gold Plated Contact 


25-49 $13.11 


& Standard 


Brass Nickel Plated Body 


Brass Nickel Plated Body 


Brass Nickel Plated Body 


Brass Nickel Plated Body 


Brass Nickel Plated Body 


Gold Plated Contact 


$14.95 


BRACKE 


Gold Plated Contact 
$15.95 
25-49 $14.99 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


Gold Plated Contact 


$13.95 
25-49 | $13.11 


Phone 
Fax 


: Gold Plated Contact 
$36.95 
25-49 $34.73 


949.756.1600 
949.756.1601 


Gold Plated Contact 


www.brackemfg.com 
sales@brackemfg.com 


S B Standard 


TNC Male to TNC Female, 
Max VSWR 1.15:1 @ 18 
GHz 

Passivated Stainless Steel Body 


TNC Female to TNC Male 
Quick Disconnect 
Brass Nickel/Passivated Bod 


TNC Male to TNC Female 
Brass Nickel Plated Body 


N Female to SMB Jack 
Brass Nickel Plated Body 


Brass Nickel Plated Body 


Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
$38.95 $36.95 $12.95 $65.95 $84.95 
25-49 | $3661 | 25-49 $34.73 25-49 $12.17 25-49 $61.99 25-49 $79.85 


dard Pay (64 Standard 0: Standard 


TNC Male to TNC Male, 
Max VSWR 1.15:1 @ 18 

GHz ‘ # 
Passivated Stainless Stee] Body 


TNC Male to TNC Male 
Right Angle 
__Brass Nickel Plated Body 


TNC Female to TNC 
Female 
Brass Nickel Plated Body 


Brass Nickel Plated Body 


Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
$13.95 $79.95 $12.95 


25-49 $18.75 25-49 $13.11 25-49 $75.15 $22.51 25-49 $12.17 
338 [ac 339 Semeeien [Pat # BM50340 emene t# BM50341 Part f BI 50342 Ecard 


TNC Female to TNC TNC FemaletoTNC TNC Femalé to TNC 
Female, Max VSWR Female Bulkhead Female Bulkhead Mount, TNC Female to FNC TNC “T” Female to Male to 
F Hermetically Sealed Isolated Ground Female, Panel Mount Female 


Passivated Stainless Steel Bod Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Bod 
Gold Plated Contact 


Gold Plated Contact Gold Plated Contact Gold Plated Contact 


| 1-24 | ($79.95 $14.95 $13.95 
$75.15 25-49 $14.05 25-49 $9.35 25-49 $13.11 


4 50344 Standard Part # BM50345 ESEnCETC) 


N Male to MCX Jack 
Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact 
| 1-24 | $15.95 __ | 


Standard 


BNC Male to BNC Female 


BNC Male to BNC Male 
Right Angle 


Right Angle 


BNC Male to BNC Female. BNC Male to BNC Male 


__ Brass Nickel Plated Body Brass Nickel Plated Body _ Brass Nickel Plated Body Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
; 
| 25-49 | $46.95 __ | $9.35 
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BNC Female to BNC @ 
Female, Panel Mount 


BNC Female to BNC 
Female 


BNC Female to BNC 
Female Bulkhead 
Hermetically Sealed 


SM Wow ((O 
BNC Female to BNC 
Female Bulkhead Mount, 


Hermetically Sealed, 1” 
Max Panel 


Brass Nickel Plated Body 


Brass Nickel Plated Body 


Gold Plated Contact 


BNC “T” Female to 
Female to Male 


BNC “T” Female to Male to 
Female 


BNC “T” Female to 


BNC “Y” Female to Male 
to Female 


Brass Nickel Plated Body _ 


Brass Nickel Plated Body 


Brass Nickel Plated Body 


Brass Nickel Plated Bocly 


Gold Plated Contact 


Gold Plated Contact 


$10.95 


$10.29 


F Male to 75 Ohm BNC 
Male 


F Male to.75 Ohm BNC 
Female 


Gold Plated Contact 
$13.95 
25-49 


F Female to 75 Ohm BNC 
Female 


Gold Plated Contact 


Brass Nickel Plated Body 


Brass Nickel Plated Body 


Gold Plated Contact 


SMB Jack to BNC Male SMB Plug to BNC Male 


Gold Plated Contact 


Brass Nickel Plated Body Brass Nickel Plated Body 


Brass Nickel Plated Body 


25-49 $8.41 


tandard 


SMB Plug to BNC Female 
Bulkhead Mount 


Gold Plated Contact Gold Plated Contact 


$29.95 
25-49 $28.15 


SMB Jack to BNC Female 


Bulkhead Mount SMB Plug to SMB Jack 


$29.95 
25-49 $28.15 


Gold Plated Contact 


$29.95 
25-49 $28.15 


SMB Plug to SMB Plug 


Brass Nickel Plated Body 
Gold Plated Contact 


Brass Nickel Plated Body Brass Nickel Plated Body 


Brass Nickel Plated Body 


Brass Nickel Plated Body 


$30.95 
25-49 $29.09 


BNC Female to BNC 
Female Bulkhead Isolated 
Ground 


Brass Nickel Plated Bod x 


Gold Plated Contact 


| 1-24 | $15.95 
25-49 | $14.99 


i Standard 


Gold Plated Contact 
$8.95 
25-49 $8.41 


BNC Male to Phono Jack 


Brass Nickel Plated Bod 
|___ Gold Plated Contact| 


Gold Plated Contact 
$8.95 
25-49 $8.41 


SMB Jack to BNC Female 


Standard 


SMB Jack to SMB Jack 
Bulkhead Mount_ : 


Brass Gold Plated Body 
Gold Plated Contact 


Gold Plated Contact Gold Plated Contact 


$30.95 
$29.09 


$10.95 
$10.29 


Gold Plated Contact 


$9.95 
25-49 $9.35 


Gold Plated Contact 


25-49 


$9.35 


$10.95 
25-49 $10.29 
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MHV Female to MHV 


SMB “T” Jack to Jack to 
Female 


Jack 


SMB “T” Jack to Plug to 
Jack 


SMB “T” Jack to Jack to 


SMB “¥ Plug to Plug to 
Plug 


Plu 


Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body _ 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
|__ $25.33 | 


25-49 $39.43 


4 Standard 


MHV Female to MHV 
Female Bulkhead Mount, 


MHV Male to MHV Female| | MHV “T” Female to Male 


Hermetically Sealed ~ Right Angle to Female _|MHV Male to SHV Jack MHV Female to SHV Plug 
Brass Nickel Plated Bod Brass Nickel Plated Bod Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body 
Silver Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 


| 1-24 | $36.95 
25-49 $34.73 


iWisekiss) Standard 


$29.95 
$28.15 


10389 Standarc 


$59.95 $59.95 


25-49 $56.35 


Pa Standard 


25-49 $30.97 


Brass Nickel Plated Body Brass Nickel Plated Body 
Silver Plated Contact Gold Plated Contact Gold Plated Contact , Gold Plated Contact 


ppm tie : eee 
Dear vv 50393, Standard 


died 


C Female to C Female C “T” Female to Male to MCX “T” Jack to Jack to 

Bulkhead Mount Angl Female Jack 

Brass Nickel Plated Bod Brass Nickel Plated Bod 
Silver Plated Contact 

: 

39.43 


150399 Standard 


fern (mom 


wie 


F Female to F Female, 
Max VSWR 1.30:1 @ 3 


F Male to F Male, Max 
VSWR 1.30:1 @ 3 GHz 
Brass Nickel Plated Body 
Nickel Plated Contact 


F Female to F.Female 
Brass Nickel Plated Body 
Gold Plated Contact 


F Male to F Male 
Brass Nickel Plated Body 
Gold Plated Contact 


_ Brass Nickel/Passivated Body 
Gold Plated Contact 


Silver Plated Contact 


| 1-24 | ‘$37.95 $41.95 $3.95 
25-49 $6.53 25-49 $39.43 25-49 $3.71 $39.43 
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RF & Microwave Adapters 
Part # BM50404 Bienrerg 


(«« 0 


SY 


Part # BM50403 BSenrere 
- sn gS 


BNC Female to 7mm, Max 


: 15:1 @ 18 GHz 
Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body _ 


A 
Brass Nickel Plated Bod Passivated Stainless Steel Bod 
Gold Plated Contact Gold Plated Contact Nickel Plated Contact Gold Plated Contact Gold Plated Contact 


1-24 $41.95 $6.95 $179.95 
25-49 $39.43 $6.53 $169.15 


Par standard fF: Standard 


F Male to F Female, Max 
VSWR 1.30:1 @ 3 GHz 


F Female to F Female 


F Female to F Male Push 
Bulkhead Mount On 


c 
—— WS 
Ss 

NS 


BNC Female to UHF 


BNC Male to 7mm, Max 


VSWR 1.15:1 @ 18 GHz BNC Female to UHF Male | | BNC Male to UHF Male Female 
Brass Nickel Plated Body Brass Nickel Plated Body _ Brass Nickel Plated Bod 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
p iP. Standard 


Standard 


7/16 Din Female to 7/16 
Din Female Bulkhead 
Mount _ ‘5 

Brass Nickel Plated Body 
Silver Plated Contact 


7/16 Din “T” Female to 

Male to Female 

Brass Nickel Plated Bod 
Silver Plated Contact 


$123.95 
25-49 $116.51 
Pa 


aBricinn 


7/16 Din Female to 7/16 
Din Male Right Angle 
Brass Nickel Plated Bod 


7/16 Din Female to 7/16 
Din Female 

Brass Nickel Plated Body 
Gold Plated Contact 


$44.95 
25-49 $42.25 


SMA Female to TNC 
Female Right Angle, Panel 


SMA Male to 7mm, Panel 
Mount, Max VSWR 1.15:1 
) 18 


7/16 Din “T” Female to 7/16 Din Female to HN 7/16 Din Male to HN 


Female to Female Male | MeN: 7 ctl ae Mount Q GHz 
Brass Nickel Plated Body Brass Nickel Plated: Body Brass Nickel Plated Body Brass Nickel/Passivated Bod Passivated Stainless Steel Body 
Silver Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact - 
| 1-24 | $329.95 _| 


25-49 $87.37 


eee 


Standard 


4.1/9.5 Din Female to 
4.1/9.5 Din Female 


TNC Female to 7mm, Max | | TNC Male to 7mm, Max TNC Female to 7/16 Din ‘4.1/9.5 Din Female to N 


VSWR 1.15:1 @ 18 GHz VSWR 1.15:1 @ 18 GHz Male Bulkhead Low PIM Female Bulkhead Low PIM 
Passivated Stainless Steel Body| | Passivated Stainless Steel Body Brass Nickel Plated Body 


Gold Plated Contact Gold Plated Contact Gold Plated Contact Silver Plated Contact 


$199.95 $159.95 $23.95 | 1-24 | ($32.95 | 
25-49 $187.95 $187.95 25-49 $150.35 25-49 $22.51 $30.97 


Bracke Manufacturing, LLC 
PO Box 12319 
BRAcKE Newport Beach, Ca 92658 
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/ 
} 


TNC Female Bulkhead 
Mount to BNC Female, 
Hermetically Sealed 


TNC Male to BNC Male 


Brass Tri-Metal Plated Bod Brass Nickel Plated Body | Brass Nickel Plated Bod 
Silver Plated Contact Gold Plated Contact 
$27.95 $13.95 $16.95 || 1-24 | $15.95 


25-49 $15.93 $14.99 


25-49 $13.11 


M5 Standard 


N Female to N Female 
Bulkhead, 1.20” Max 
TNC Male to BNC Female | | Panel, Max VSWR 1.25:1 


TNC Male to BNC Female | | Right Angle TNC Male to C Female C Female to N Male 
Brass Nickel Plated Body. Brass Nickel Plated Bod Brass Nickel Plated Bod 
Gold Plated Contact 


25-49 


25-49 


- Brass Nickel Plated Bod 
$56.95 


le 
rass Nickel Plated Bod 
Silver Plated Contact 


ngl 
B 


$33.95 
25-49 $31.91 


8B 


HN Female to HN Female 
Bulkhead Mount 


Brass Nickel Plated Bod 


HN Male to HN Male Right 
Angle 
Brass Nickel Plated Bod 


e | 
Brass Nickel Plated Bod 


Brass Nickel Plated Bod 


Gold Plated Contact 
$39.95 $32.95 $34.95 $39.95 
25-49 $30.97 25-49 $32.85 25-49- $37.55 


$37.55 
- a 1 Standard 5 - BM : a9 rs oe - —— 7 na F # BM50452) Standard 


HN “T” Female to Female HN “T” Female to Male to 
to Female Female M HN Female to BNC Male 


Brass Nickel Plated Bod Brass Nickel Plated Body Brass Nickel Plated Bod 
Silver Plated Contact Silver Plated Contact Silver Plated Contact Gold Plated Contact 
| 1-24 | $79.95 __ | 4-24 | $74.95 __| 


ow woesste tie ko { 756.1600 
PO Box 12319 is Phone 949.756. 
Fax 949.756.1601 


Newport Beach, Ca 92658 
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Part # BM50453 Standard 


BNC Twinax Jack to BNC | |BNC Twinax Jack to BNC | |BNC Twinax Plug to BNC 
HN Male to BNC Female HN Male to BNC Male Twinax Jack Twinax Jack Bulkhead Twinax Jack Right Angl 
Brass Nickel Plated Body Brass Nickel Plated Body i Brass Nickel Plated Bod Brass Nickel Plated Bod 
Gold Plated Contact Silver Plated Contact Silver Plated Contacts. Gold Plated Contacts Gold Plated Contacts 


$39.95 $46.95 $21.95 $27.05. |. 
$37.55 25-49 $16.87 25-49 $26.27 


Part # BMS0458 SEMREis [Part # BM5045 P 1460 RIGICIGN [Part : Bisiiskah 


TNC Male to TNC Female 
BNC Twinax “T” Jack to BNC Twinax “T” Jack to BNC Twinax Plug to BNC SMA Male to SMA Female | | Radius Right Angle, Max 
Plug to Jack Jack to Jack Twinax Plug Bulkhead Mount R 1.25:1 @ 18 GHz 
Brass Nickel Plated Body Brass Nickel Plated Bod Brass Nickel Plated Bod i Passivated Stainless Steel Bod! 
Gold Plated Contacts Gold Plated Contacts Gold Plated Contact 


ee ie 


oe 


BNC Female to Single BNC Male to Binding Post | | BNC Female to Single BNC Male to Binding Post | | BNC Male to Double 
Banana Plug Red Red Banana Plug Black Black Banana Plug 


Brass Nickel Plated Body Brass Nickel Plated Bod Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Bod 


Gold Plated Contact Gold Plated Contact Nickel Plated Contact Gold Plated Contact 
$9.95 $8.95 $8.95 | 1-24 | $13.95 | 
25-49 $9.35 25-49 $8.41 25-49 $9.35 25-49 $8.41 25-49 $13.14 


f Bee 


BNC Female to Double 
Banana Plug 


BNC Male to Binding 
Posts 
Brass Nickel Plated Body 


BNC Female to Binding 
Posts 
Brass Nickel Plated Body 
Gold Plated Contact 


M50473 eure 


LC Male to LC Male 
Brass Nickel Plated Bod 
Silver Plated Contact 


Gold Plated Contact 
513155, 


LC Male to LC Female 
Right Angle LC Female to HN Male LC Male to HN Female 


Brass Nickel Plated Bod Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body 
Silver Plated Contact Silver Plated Contact Silver Plated Contact Gold Plated Contact Gold Plated Contact 
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RF & Microwave Adapters 
150479 Standard f 150480 Standard Ie 


a fifi "(oa 
(eta 


SHV Jack to SHV 

Jack Bulkhead Mount, 
SHV Jack to SHV Jack Hermetically Sealed N Female Right Angle 
Brass Nickel Plated Body 
ies eee 
P25-49 | $22.51 _| 


75 Ohm N Female to 75 
Ohm N Female Bulkhead 75 Ohm N Female to 75 
Mount, Hermetically Ohm N Female Bulkhead 75 Ohm SMB Jack to 75 
Ohm N Female Sealed Mount, Isolated Ground Ohm N Male 
Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body 
Silver Plated Contact Gold Plated Contact 


—- # BM50492 Standard 


ndard Paté# B Standard 


75 Ohm SMB Plug to 75 75 Ohm SMB. Jack to 75 75 Ohm BNC Female to 75 Ohm BNC Male to 75 
Ohm N Male Ohm N Female 75 Ohm N Male Ohm N Female 
Brass Nickel Plated Body Brass Nickel Plated Bod Brass Nickel Plated Body 
] Gold Plated Contact Gold Plated Contact 


Standard M50497 Standard 


Standard fi 95 Seueruen |Pat# B 


; 4.1/9.5 Din Female to 
75 Ohm BNC Female to 4.1/9.5 Din Male to 4.1/9.5 | |4.1/9.5 Din Female Low 4.1/9.5 Din Male to 4.1/9.5 
75 Ohm N Female Din Female Low PIM PIM Din Male Low PIM 
Brass Tri-Metal Plated Body Brass Tri-Metal Plated Body Brass Tri-Metal Plated Body 
Silver Plated Contact Silver Plated Contact Silver Plated Contact 


Standard [ 0500 Standard file BI Standard art BM50502 Standard 


75 Ohm SMB Jack to 75 
Ohm SMB Jack 
Brass Nickel Plated Body 


4.1/9.5 Din Male to N Male 

Low PIM 

Brass Tri-Metal Plated Bod 
Silver Plated Contact 


$39.95 
25-49 $37.55 


4.1/9.5 Din Female to N 
Male Low PIM 
Brass Tri-Metal Plated Body 
Silver Plated Contact 
[25-49 [$35.67 __| 


4.1/9.5 Din Male to N 4.1/9.5 Din Female to N . 
Female Low PIM Female Low PIM 
Brass Tri-Metal Plated Body Brass Tri-Metal Plated Body 
‘Silver Plated Contact Silver Plated Contact 


$37.95 $37.95 
$35.67 $35.67 


TM 
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RF & Microwave Adapters 
ae SURGE: ERE 


UMCX Jack to SMA BNC Female to SSMC 
Female Bulkhead P Jack 
Brass Gold Plated Body 
Gold Plated Contact Gold Plated Cotact 


= 


Standard : Pa Standard M5051 2 Bentekte 


Reverse Polarity BNC 
BNC Male to 75 Ohm BNC Female to 75 Ohm BNC Female to 75 Ohm Male to Standard BNC 
SMC Jack SMC Plug SMC Plug SMC Jack Female 
Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Bod 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 


$35.95 $41.95 $19.95 


25-49 $33.79 25-49 $39.43 25-49 $25.33 25-49 $18.75 


Reverse Polarity BNC 
Female to Standard BNC 
Male SMB Jack to SMC Plug 


Brass Gold Plated Bod Brass Gold Plated Bod 
Gold Plated Contact Gold Plated Contact Gold Plated Contact 
| 1-24 | $16.95 


8 Standard Standard 5 [ Standard 


UHF Female to UHF UHF Female to UHF UHF Female to UHF Male | |UHF “T” Female to Male to 
Female Female Bulkhead Mount Right A Female 

Gold Plated Contact 
| 1-24. | $6.95 Teg Gh SIS. Soe $7. IE ee eT 


Standard 


Standard ne 205; ; 305 5 i BIVIDU: Standard 


ai Male to 75 Ohm SMB 
lug 


Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Bod\ 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact ~ 

|. 1-24 [$35.95 | 

$34.73 


Bracke Manufacturing, LLC 
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Brass Nickel Plated Body 
Gold Plated Contact 


Reverse Polarity SMA 
Male to Reverse Polarity 


SMA Female Ri 


75 Ohm BNC Male to 75 
75 Ohm BNC Male to 75 Ohm BNC Female Right 75 Ohm BNC Female to 
Ohm BNC Male Angle 75 Ohm BNC Female 
Brass Nickel Plated Body 
Gold Plated Contact 
$13.95 1-24 $12.95 


75 Ohm BNC Female to 
75 Ohm BNC Female 
Bulkhead Mount, Isolated 


Ground 


Brass Nickel Plated Body 


Standard Standard 


Brass Tri-Metal Plated Body 


RF & Microwave Adapters 


N Male to QN Female 


Reverse Polarity SMA 
Male to Reverse Polarity 
SMA Female 


Brass Tri-Metal Plated Body 


Passivated Stainless Steel Body 


25-49 


Reverse Polarity SMA 
Male to Reverse Polarity 
q SMA Male 


Reverse Polarity S 


Gold Plated Contact 


MA 


Female to Reverse 
Polarity SMA Female 


Gold Plated Contact 


$39.95 $39.95 $39.95 $26.95 


Female to Reverse 
Polarity SMA Female 


Bulkhead 


Gold Plated Contact 


N Female to Mini UHF 
Male 


Passivated Stainless Steel Body 


Passivated Stainless Steel Body 


Brass Nickel Plated Body 


Gold Plated Contact 
$26.95 
25-49 $25.33 


9 | Standard 


N Female to SMC Plug _ 


Gold Plated Contact 


Gold Plated Contact 


N Male to SMC Plug 


Gold Plated Contact 


F Male to UHF Female 


Brass Nickel Plated Bod 


Brass Nickel Plated Body 


Brass Nickel Plated Body 


Brass Nickel Plated Body 


$44.13 


Standard 


25-49 


Gold Plated Contact 
$46.95 
25-49 $44.13 


545 Standard 


Gold Plated Contact 


75 Ohm BNC Female to 
75 Ohm BNC Female, 
Panel Mount 


Gold Plated Contact 


75 Ohm BNC Female to 
75 Ohm BNC Female 
Bulkhead Mount 


Brass Nickel Plated Body _ 


Brass Nickel Plated Body 


75 Ohm BNC “T” Female 


to Male to Female 75 Ohm BNC Male 


“$12.17 


Mini 75 Ohm SMB Jack to 


___Gold Plated Contact 
$18.95 
_ $17.81 


Mini 75 Ohm SMB Plug to 
75 Ohm BNC Female 


Gold Plated Contact 
$19.95 
25-49 $18.75 


Mini 75 Ohm SMB Plug to 
75 Ohm BNC Male 


Brass Nickel Plated Body 


Gold Plated Contact 


| $21.95 | 
$20.63 25-49 $21.57 25-49 


TM 


BRACKE 


Gold Plated Contact Gold Plated Cont: 


$22.95 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 
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Brass Nickel Plated Body 


Brass Nickel Plated Body 


Brass Nickel Plated Body 


act 


$39.95 
$37.55 


41-24 


25-49 


Phone 949.756.1600 


Fax 


949.756.1601 


Gold Plated Contact 


$36.95 
$34.73 


Gold Plated Contact 
$46.95 
25-49 
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RF & Mic 
Part # BM50554 BScneeles [Part # 


Mini 75 Ohm SMB Jack to 
75 Ohm BNC Female N Female to MCX Jack N Male to MCX Plug _ 
Brass Nickel} Plated Body Brass Nickel Plated Body Brass Nickel Plated Body 


75 Ohm SMC Plug to 75 
Ohm N Female 


Brass Nickel Plated Body 


75 Ohm SMC Jack to 75 
Ohm N Male 
Brass Nickel Plated Body 


Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
$46.95 $56.95 $21.95 $52.95 $56.95 
25-49 $44.13 * 25-49 $53.53 25-49 _ $20.63 25-49 $49.77 25-49 $53.53 

- ~~ Pa ee 5 55 } Standard WEE er: § standard ESSE VEGETEE standard AE i sMS0562 eG 


QMA Female to SMA 
Female Bulkhead 
Brass Nickel Plated Body 


75 Ohm SMC Jack to 75 
Ohm N Female 
Brass Nickel Plated Body 


Mini 75 Ohm SMB Jack to 
75 Ohm N Male 
Brass Nickel Plated Body 


Mini 75 Ohm SMB Plug to 
75 Ohm N Female 


Mini 75 Ohm SMB Plug to 
75 Ohm N Male 


Brass Nickel Plated Body 


Gold Plated Contact Gold Plated Contact. Gold Plated Contact Gold Plated Contact Gold Plated Contact 
$24.95 $52.95 $46.95 $47.95 
25-49 $23.45 25-49 $49.77 25-49 $44.13 25-49 $45.07 
r# BM50564/ Part 65 Precision fii F 50567 Standard 


75 Ohm BNC.-Male to F 
Male, Max VSWR 1.30:1 


75 Ohm BNC Male to 
F Female, Max VSWR 
1.30:1 @ 3 GHz 


75 Ohm BNC Female to 
F Female, Max VSWR 
1.30:1 @ 3 GHz 5 


Mini 75 Ohm SMB Jack to 
75 Ohm N Female 

Brass Nickel Plated Body 
Gold Plated Contact 


Brass Nickel Plated Body 
Gold/Silver Plated Contact 


$46.95 $59.95 $59.95 


25-49 


fF Vv 50568. Standard 


Reverse Polarity N Male to 
N Female 


it Standard 


Reverse Polarity TNC Reverse Polarity TNC Reverse Polarity N Female 
Male to.N Female Female to N Male to N Male 
Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact 


$12.95 $18.95 
$12.17 25-49 $17.81 


Reverse Polarity N Female 
to Reverse Polarity N 


Reverse Polarity N Male to SC Male to SC Female 


Female Reverse Polarity N Male SC Male to SC Female Right Angle SC Male to SC Male 
Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Bod 
Gold Plated Contact Gold Plated Contact Silver Plated Contact 
$17.95 $19.95 $29.95 $89.95 $64.95 
25-49 $16.87 25-49 $18.75 $28.15 25-49 $84.55 $61.05 
Bracke Manufacturing, LLC 
PO Box 12319 Phone 949.756.1600 www.brackemfg.com ; 


Fax 949.756.1601 
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33 Standard 


SC Female to SC Female | |SC “T’ Female to Male to Reverse Polarity SMA 
Bulkhead Mount Female Female to TNC Male 


Reverse Polarity SMA 
Male to TNC Female 


Brass Nickel Plated Bod Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Bod 
Silver Plated Contact Silver Plated Contact Gold Plated Contact Gold Plated Contact 
$169.95 $35.95 $36.95 


$64.95 
: 25-49 $78.91 25-49 $159.75 $33.79 $34.73 


Reverse Polarity SMA Reverse Polarity SMA MCX Jack to MCX Jack 
Male to TNC Male Female to TNC Female MCX Plug to MCX Jack | MCX Jack to MCX Jack Bulkhead Mount 
Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body _ Brass Gold Plated Body Brass Gold Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 


$37.95 $37.95 $8.95 $10.95 
$35.67 25-49 $35.67 25-49 $14.99 $10.29 


55 ee 
jaieg Standard 


: SMP Female to SMP 
SC Female to BNC Female, Max VSWR Mini UHF Female to Mini 
SC Male to BNC Male Female 1.50:1 @ 40.GHz UHF Female 


Brass Nickel Plated Bod Brass Nickel Plated Body Beryllium Copper Gold Plated 
Silver Plated Contact Gold Plated Contact Gold Plated Contact 


Standard fr Part # BM50596 Precision 


SMA Female to BMA Jack, | | SMA Male to BMA Jack, 
Mini UHF Male to Mini Mini UHF “T” Female to Mini UHF “T” Female to Max VSWR 1.15:1 @ 18 Max VSWR 1.15:1 @18 
UHF Female Right Angle Male to Female : Female to Female GHz GHz 


Brass Nickel Plated Body Passivated Stainless Steel Body| | Passivated Stainless Steel Bod 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 


50599 Precision Seleeien |Part # BM50601 Standard 


SMA Female to BMA Plug, 
ey VSWR 1.15:1 @ 18 
Zz 


SMA Female to BMA Jack 
Bulkhead, Max VSWR 
1.15:1 @ 18 GHz 


MMCX Jack to MMCX 
Jack 


MMCX Jack to MMCX 
Jack Bulkhead Mount 


Passivated Stainless Steel Body| | Passivated Stainless Steel Bod Brass Nickel Plated Body Brass Gold Plated Body Brass Gold Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact ; Gold Plated Contact Gold Plated Contact 
| 25-49 | $42.25 | $13.11 
™M 
= ) Bracke Manufacturing, LLC 


Fax 949.756.1601 sales@brackemfg.com 


BRACKE Newport Beach, Ca 92658 


BNC Female to MCX Jack 
Bulkhead Mount 
Brass Nickel Plated Body 
Gold Plated Contact 


$49.95 


BNC Male to MCX Jack 
Brass Nickel Plated Body 


$41.95 
25-49 $39.43 


BNC Female to MCX Jack 
Brass Nickel Plated Body 
Gold Plated Contact 


BNC Male to MCX Plug 
Brass Nickel Plated Body 
Gold Plated Contact 


SMA Female to BNC 
Female Panel Mount | 
Passivated/Nickel Plated Body 


BNC Male to SSMC Jack 
Brass Nickel Plated Body 


TNC Male to MCX Jack 
Brass Nickel Plated Body _ 


TNC Female to MCX Jack 
Bulkhead Mount 


Gold Plated Contact 


$41.95 
25-49 $39.43 


Gold Plated Contact Gold Plated Contact 


$39.95 
25-49 $37.55 


$46.95 
$44.13 


Pat# BM50616 Bleurcc 


75 Ohm N Male to F Male, 
Max VSWR 1.30:1 @ 3 
GHz i, 
Passivated/Nickel Plated Body 


75 Ohm SMB Plug to Mini 
75 Ohm SMB Jack 
Brass Nickel Plated Body 


75 Ohm SMB Jack to Mini 
75 Ohm SMB Plug 
Brass Nickel Plated Body 


Gold Plated Contact Gold Plated Contact Gold/Nickel Plated Contact 
$36.95 $59.95 


25-49 $34.73 25-49 $34.73 25-49 $56.35 


andard 


F Female to PAL Female | |F Female to Phono Plug F Female to Phono Jack 
Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact 


25-49 $6.53 $6.53 25-49 $9.35 $9.35 


2.92mm Male to 2.92mm 
SMC Jack to SMC Plug 
SMC Plug to SMC Jack 


SMC Plug to SMC Plug 


Brass Nickel Plated Body 
Gold Plated Contact 


| 1-24 | $53.95 | 
25-49 $50.71 


25-49 


Brass Nickel Plated Body 
Gold Plated Contact 


2.92mm Female to 

2.92mm Female, Radius 

Right Angle, Max VSWR 

1.40:1 @ 40 GHz 

Passivated Stainless Steel Body 
Gold Plated Contact 


SMC Jack to SMC Jack 


Male, Radius Right Angle, 
Max VSWR 1.30:1 @ 40 
Right Angle Coe 
Brass Nickel Plated Body Brass Nickel Plated Body 
Gold Plated Contact 


Brass Nickel Plated Body 


Brass Nickel Plated Body 


Gold Plated Contact 
$13.95 
25-49 $13.11 


GHz 
Passivated Stainless Steel Body 
: Gold Plated Contact 


Gold Piated Contact 
$239.95 
25-49 $18.75 


$225.55 


Gold Plated Contact 


TM 
Bracke Manufacturing, LLC 
PO Box 12319 

BRACKE Newport Beach, Ca 92658 


~Phone 949.756.1600 
Fax 949.756.1601 
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RF & Microwave Adapters 
Z Part # BM5063( Part# BM50631 ISCico 


SMC Jack to SMC Jack 
Bulkhead Mount 


4.1/9.5 Din Male to 7/16 
Din Male Low PIM 
Brass Tri-Metal Plated Body 


_|4.1/9.5 Din Male to 7/16 
Din Female Low PIM 
Brass Tri-Metal Plated Body 


SMC “T” Jack to Plug to 
Jack 
Brass Gold Plated Body 


SMC “T” Jack to Jack to 
Jack 
Brass Gold Plated Body 


Gold Plated Contact Gold Plated Contact Silver Plated Contact Gold Plated Contact Silver Plated Contact 
$14.95 $44.95 $29.95 
25-49 $14.05 $21.57 25-49 $42.25 25-49 $28.15 25-49 $42.25 
3 4 Standard 50 et Wee i) Standard Part # Bh Standard fi] 0637 Semen 


75 Ohm SMC “T” Jack to BNC Male to 10-32 BNC Female to 10-32 

Din Female Low PIM PlugtoJack  ——s&Y|_~'|| Female | 4 Male , ial 

Brass Tri-Metal Plated Body __ Brass Nickel Plated Body © ___Brass Nickel Plated Body Brass Nickel Plated Body 
Silver Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 


$42.95 $29.95 $39.95 
25-49 $40.37 $28.15 $34.73 25-49 $37.55 


s§33 Standard t# fe9 Standard 


> Hpre/ nr 
LF (i 


BNC Female to 10-32 
Male Bulkhead 


BNC Female to 10-32 

Female Bulkhead Mount 

Brass Nickel Plated Body _ 
Gold Plated Contact 


BNC Male to 10-32 Male 
Brass Nickel Plated Body 
Gold Plated Contact 


$39.95 
$37.55 


N Female to F Male 
Brass Nickel Plated Body 
Gold Plated Contact 


$16.95 
25-49 $15.93 


Brass Nickel Plated Body 
Gold Plated Contact 


$36.95 $37.95 
25-49 $34.73 25-49 $35.67 


: 


TNC Female to TNC 
Female .687” Panel 
Mount, Max VSWR 1.15:1 


BNC Female to MMCX 
Jack 

Brass Nickel Plated Body 
Gold Plated Contact 


$52.95 
25-49 $49.77 


F Female to N Male 
Brass Nickel Plated Body 
Gold Plated Contact 
feed h |} $15.06 | 

y 


SMA Female to QMA Male 
Brass Tri-Metal Plated Body 
Gold Plated Contact 


Brass Nickel Plated Body 
Gold Plated Contact 


fy 


XxX 


om Ae (( 
AY WAY 
K\\ \ \ 
DSA 


\\\\\ 
\\ 


Mini UHF Male to UHF 
Female 2 
Brass Nickel Plated Body 
Gold Plated Contact 


$9.95 
$9.35 


Mini 75 Ohm SMB Jack to 
Mini 75 Ohm SMB Plug 
Brass Gold Plated Body 
Gold Plated Contact 


$19.95 
25-49 $18.75 


Mini 75 Ohm SMB Jack to 
Mini 75 Ohm SMB Jack 

Brass Gold Plated Body 
Gold Plated Contact 


$17.95 
25-49 $16.87 


N Female to NMO Mount 
Female Bulkhead 


Mini UHF Female to UHF 

Male | ‘ AN 

Brass Nickel Plated Body 
Gold Plated Contact 


$8.95 
25-49 


$17.95 
25-49 $16.87 


Bracke Manufacturing, LLC 
PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


Part # -BM50654. Standard 


Mini 75 Ohm SMB Jack to 
Mini 75 Ohm SMB Jack Mini 75 Ohm SMB Plug to 
Bulkhead — = Mini 75 Ohm SMB Plug 


BNC Male to Mini UHF BNC Female to Mini UHF 
Female Male 


Brass Nickel Plated Body 
Gold Plated Contact 


BNC Male to SMC Jack _| |BNC Male to SMC Plug 


Brass Nickel Plated Body Brass Nickel Plated Bod 
Gold Plated Contact Gold Plated Contact 


Brass Nickel Plated Bod) 
Gold Plated Contact 


$8.95 $8.95 | | 1-24 | 


25-49 $8.41 25-49 


Standard 


BNC Female Bulkhead 
BNC Female to SMC Jack | |Mount to SMC Jack 


Brass Nickel Plated Body ; Brass Nickel Plated Body 


Brass Nickel Plated Body Brass Nickel Plated Body 


to MMCX Jack . 


Gold Plated Contact Gold Plated Contact 


$32.95 
$30.97 


MCX Jack to MMCX Plug 


Gold Plated Contact Gold Plated Contact 


Mini UHF Male to TNC 
MCX Jack to MMCX Jack Female 


_ Brass Nickel Plated Body _ Brass Nickel Plated Body 


Brass Nickel Plated Body Brass Nickel Plated Bod 


Gold Plated Contact Gold Plated Contact 
$19.95 
25-49 $18.75 


: Standard 


10-32 Female to 10-32 
Female _ 


10-32 Female to 10-32 
Female Bulkhead Mount 


Gold Plated Contact 
$8.95 
25-49 $18.75 25-49 $8.41 


0. Standard 


dar 


Reverse Polarity BNC 
Female to Reverse 
Polarity BNC Female 
Bulkhead Mount 


SMB Jack to SMB Jack 
Bulkhead Hermetically 
Sealed 


__ Brass Nickel Plated Body _ Brass Nickel Plated Bod 


Brass Gold Plated Body Brass Nickel Plated Body 


Gold Plated Contact 


$28.95 
25-49 $27.21 


Gold Plated Contact 


TNC Male to N Female 
Radius Right Angle, Max 
VSWR 1.25:1 @ 18 GHz 


TNC Female to N Male 
Radius Right Angle, Max 
VSWR 1.25:1 @ 18 GHz 


25-49 $51.65 


Gold Plated Contact 


$54.95 


Gold-Plated Contact 
$26.95 
25-49 $25.33 


2.4mm Male to 2.4mm 
Female Right Angle, Max 


7/16 Din Male to SC 
Female 


Passivated Stainless Steel Body| | Passivated Stainless Steel Body 


Passivated Stainless Steel Body 


Gold Plated Contact 
$189.95 
25-49 $178.55 


Gold Plated Contact 
$189.95 
25-49 $178.55 


Bracke Manufacturing, LLC 
PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Brass Nickel Plated Body 
Gold Plated Contact 


Gold Plated Contact 


$119.95 
25-49 $244.35 25-49 $112.75 


Phone 949.756.1600 
Fax 949.756.1601 
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Gold Plated Contact 
| 1-24 | $19.95 _ 


Mal 
Brass Nickel Plated Body 
[424 | $8.95 


B 
Brass Nickel Plated Bod 


| 1-24 | $129.95 _| 


www.brackemfg.com 
sales@brackemfg.com 


F & Microwave Adapters 
Par A50680 Standard fifery # BM50681| Standard Pa BM50682' Standard 


TPS Plug to N Female TPS Plug to BNC Female | | TNC Male to HN Male 
Brass Silver Plated Body Brass Gold Plated Body Brass Gold Plated Body Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact 
, 
$112.75 


Standard BM50687 Standard 


SMA Female to SMA Reverse Polarity SMA 
Female Right Angle, Panel | | Male to Reverse Polarity 
Mount TNC Female 

Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body 


Gold Plated Contact Gold Plated Contact Gold Plated Contact 


$21:95 $79.95 $35.95 
25-49 $20.63 25-49 $75.15 | $51.65 ~ | 


si) Standard 


Reverse Polarity SMA Reverse Polarity SMA Reverse Polarity SMA Reverse Polarity TNC Reverse Polarity TNC 
Female to Reverse Male to Reverse Polari Female to Reverse Female to Standard TNC Male to Standard TNC 
Polarity TNC Male. TNC Male Polarity TNC Female Male Female 

Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact 
$34.73 


25-49 $21.57 


# BM50694 Reurere 50695 Semen 


N Female to N Female 


Reverse Polarity TNC 
Bulkhead Right Angle, 


Male to Reverse Polarity 


TNC Female Right Angle N Male to GR874 N Female to GR874 Hermetically Sealed BNC Female to GR874 

Brass Nickel Plated Body Brass Nickel Plated Body Brass Nickel Plated Body 
Silver Plated/Nickel Plated Contact| | Gold Plated/Nickel Plated Contact Silver Plated/Nickel Plated Contact 
| 1-24 | $14.95 $104.95 $99.95 $89.95 $99.95 


$98.65 25-49 $93.95 25-49 25-49 $93.95 


N Male to N Male Radius 
Right Angle, Max VSWR 
1.25:1 @ 18 GHz 

Passivated Stainless Steel Body 
Gold Plated Contact 


N Female to N Female 
Radius Right Angle, Max 
VSWR 1.30:1 @ 18 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


BNC Male to TNC Female 
Right Angle 

Brass Nickel Plated Body 
Gold Plated Contact 


HN Female to GR874 
Brass Nickel Plated Body 
Gold Plated/Nickel Plated Contact 


BNC Male to GR874 
Brass Nickel Plated Body 
Silver Plated/Nickel Plated Contact 


$99.95 $139.95 $139.95 $134.95 
25-49 $93.95 $131.55 25-49 $131.55 25-49 $18.75 25-49 $126.85 


Bracke Manufacturing, LLC 


PO Box 12319 Phone 949.756.1600 


Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


RF & Microwave Adapters 


BM 50704 Precision 


75 Ohm N Male to F 
Female, Max VSWR 
1.30:1 @ 3 GHz 
Passivated/Nickel Plated Body 
Gold/Nickel Plated Contact 


Precision 


75 Ohm N Male to F 
Female 


Gold Plated Contact 


Standard 


< 
[fais 
») 
SMA Female to BMA Jack, 


SMC “T” Jack to Jack to 2 Hole Panel Mount, Max 
Plug VSWR 1.20:1 @ 22 GHz 


75 Ohm N Female to F 
Male 


Gold Plated Contact 


Standard 


SMA 
Female Bulkhead Right 
Angle, Hermetically 
Sealed 


Brass Gold Plated Body Passivated Stainless Steel Bod 
Gold Plated Contact Gold Plated Contact 


$33.95 
25-49 $31.91 


0713 eure 


Bronze Gold Plated Body 
Gold Plated Contact 


25-49 


Part $ Standard 


# Precision Pe 


75 Ohm N Female to 
F Female, Max VSWR 
1.30:1 @ 3 GHz 
Passivated/Nickel Plated Bod 
1-24 


tandard standard 


75 Ohm N Female to F 
Male, Max VSWR 1.30:1 
H 


Passivated/Nickel Plated Bod 
Gold/Nickel Plated Contact 


C Female to BNC Female 
Bulkhead Mount 


Brass Nickel Plated Bod 
Silver Plated Contact 


$56.95 


25-49 $53.53 


(8) Precision 


N Male to SC Female, 
Max VSWR 1.25:1 @ 11 
GHz 


SMP Female to SMP 
Female, Max VSWR 
C Male to HN Male 1.40:1 @ 26.5 GHz 
Brass Nickel Plated Body _ Beryllium Copper Gold Plated 
Silver Plated Contact Gold Plated Contact 


25-49 $53.53 


$10.29 


23 Precision 


SMP Male Limited Detent 
to SMA Male, Max VSWR 
1.20:1 @ 18 GHz 


SMP Female to SMP 
Female, Max VSWR 
1.10:1 @ 12 GHz 


Passivated Stainless Steel Bod 
Silver Plated Contact 


SMA Female to SMP 
Female, Max VSWR 


1.45:1 @ 26.5 GHz 


Beryllium Copper Gold Plated Pass SS/BeCu Au Plated Body 


Passivated SS/Gold Plated Bod 


Silver Plated Contact 
| 1-24 | $20.95 


Tea] Sete 
25-49 $20.63 


tandard 


C Female to HN Male 
ahd | $30:95 «| 


Brass Nickel Plated Bod 
$56.95 
| 25-49. | = $53.63. | 


SC Male to N Female, 
Max VSWR 1.25:1 @ 11 
GHz 


Precision 


SC Male to N Male, Max 
VSWR 1.25:1 @ 11.G 
$139.95 
25-40 9131.55. | 


Precision 


SC Female to SC Female, 


75 Ohm BNC Female to F 
Max VSWR 1.25:1 @ 11 
GHz 


Male, Max VSWR 1.30:1 


Gold Plated Contact Gold Plated Contact 


$5.59 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


BRACKE 


$46.95 


Gold Plated Contact 


$79.95 
$75.15 


Fax 
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Phone 949.756.1600 
949.756.1601 


Brass Nickel Plated Body. 
Gold Plated Contact 
$59.95 


$56.35 $122.15 


25-49 | 


www.brackemfg.com 
sales@brackemfg.com 


RF & ee vera bibl al 


& Standard Part# BM50732 Standard 


N Female to N Female 
Bulkhead, Hermetically 
Sealed, 2.75” Max Panel 


Gold Plated Contact 


N Female to TNC Female 
Bulkhead with Hardware 
on N Side 

Brass Nickel Plated Body 
ere Plated Contact 


$27.95 
7645 $26.27 


SMP Female to SMA 
Female, Max VSWR 
1.20:1 @ 18 GHz 

Pass SS/BeCu Au Plated Body 
Gold Plated Contact 


$48.95 
[25-49 $46.01 


SC Female to N Female, 
Max VSWR 1.25:1 @ 11 
GHz 

Passivated Stainless Steel Bod 
‘ Gold Plated Contact 


| 1-24 | $129.95 
25-49 = 15 


SSMA Female to BNC 
Female 


Gold Plated Contact 


BNC Male to BNC Female, 
Max VSWR 1.25:1 @ 8 
GHz 


BNC Female to BNC 
Female, Max VSWR 
1.25:1 @ 8 GHz 

Brass Nickel Plated Body 
Gold Plated Contact 


$49.95 
$46.95 


BNC Male to BNC Male, 
Max VSWR 1.25:1 @ 8 
GHz 

Brass Nickel Plated Body 
— Plated Contact 


$49.95 
7645 $46.95 


UHF Male to N Female 

Right Angle 

Brass Nickel Plated Body 
= Plated Contact 


Precision 


SMA Male to SSMC Jack 
Stainless Steel Gold Plated Body 
Gold Plated Contact 


$37.95 
$35.67 


Precision 


Brass Nickel Plated Body 
a Plated Contact. 
aes [ss 


75 Ohm BNC Male to 75 75 Ohm BNC Male to 


BNC Female to Phono Ohm BNC Female, Max 75 Ohm BNC Male, Max 

Rig l Right A i Plug Rig ht Angle VSWR 1.30:1 @ 3 GH VSWR 1.30:1 @ 3 GHz 

Brass-Nickel Plated Bod Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 


50 50745 Precision Part# BM50 46 Precision BM50747 Precision 


75 Ohm BNC Female to 
75 Ohm BNC Female, 75 Ohm BNC Male to 75 75 Ohm BNC Female 75 Ohm BNC Male to 75 Ohm BNC Female to 
Max VSWR 1.30:1 @ 3 Ohm N Male, Max VSWR to 75 Ohm N Male, Max 75 Ohm N ig Max 75 Ohm N Female, Max 
1.30:1 @ 3 GHz : 30: 
Passivated/Nickel Plated Body i Passivated/Nickel oie Body 
Gold Plated Contact Gold Plated Contact 


75 Ohm N Male to 75 Ohm} |75 Ohm N Female to 75 Ohm N Male to 75 Ohm 
N Female, Max VSWR 75 Ohm N Female, Max N Male, Max VSWR 1.30:1} | 4.1/9.5 Din Male to 7/16 4.1/9.5 Din Male to 7/16 
VSWR 1.30:1 @ 3 GHz Din Female Din Male 
Passivated Stainless Steel Body} | Passivated Stainless Steel Bod Brass Tri-Metal Plated Body Brass Tri-Metal Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 


$69.95 d 
25-49 $65.75 25-49 $75.15 25-49 $26.27 25-49 $28.15 


TM 


Bracke Manufacturing, LLC 
PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 


www. brackemfg.com 
sales@brackemfg.com 
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RF & Microwave Adapters 


4 Standard j = iy rites 


4.1/9.5 Din Female to N 
Male \ 


4.1/9.5 Din Female to 7/16 
Din Male 

Brass Tri-Metal Plated Body 
Gold Plated Contact 


Part# BM Standard 


Din Female 
Brass Tri-Metal Plated Body 
Gold Plated Contact > 


# Standard 


Brass Tri-Metal Plated Body 
Gold Plated Contact 


$31.95 
$30.03. |° 


Standard 


4.1/9.5 Din Male to 4.1/9.5 
_|Din Female Right Angle 
Brass Tri-Metal Plated Body 
Gold Plated Contact 


4.1/9.5 Din Female to N 
Female 

Brass Tri-Metal Plated Body 
Gold Plated Contact 


4.1/9.5 Din “T” Female to 

Male to Female i 
Brass Tri-Metal Plated Body 

Gold Plated Contact 


4.1/9:5 Din “T” Femate to 
Female to. Female 

Brass Tri-Metal Plated Body 
Gold Plated Contact 


QMA Female to N Female 
Brass Tri-Metal Plated Body 
Gold Plated Contact 


$29.95 $49.95 $54.95 
$28.15 $46.95 25-49 $51.65 25-49 $28.15 


QMA Female to SMA 
QMA Male to N Male QMA Male to N Female ° QMA Female to SMA Male | | QMA Male to SMA Male Female 


Brass Tri-Metal Plated Body Brass Tri-Metal Plated Body Brass Tri-Metal Plated Body Brass Tri-Metal Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 


Standard 


(8) Standard Standard 


Standard 


* 


A Male to QMA Female 
ight Angle 


QN Male to N Male QMA Male to QMA Female 


QN Female to N Female QMA Male to QMA Male 


Brass Tri-Metal Plated Body Brass Tri-Metal Plated Body Brass Tri-Metal Plated Body Brass Tri-Metal Plated Body Brass Tri-Metal Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 


$39.95 
25-49 $37.55 


25-49 $16.87 


| 1-24 | $19.95 
25-49 $18.75 


25-49 $42.25 25-49 $16.87 


Standard 


SMA Female to 7/16 Din 

Female Low PIM 
Brass Albaloy Plated Bod 
Gold Plated Contact 


QMA Female to QMA 
Female 

Brass Tri-Metal Plated Body 
Gold Plated Contact 


7/16 Din Male to SMA 

Female Low PIM 
Brass Albaloy Plated Body 

Gold Plated Contact 


SMA Male to 7/16 Din 
Female Low PIM 

Brass Albaloy Plated Body 
Gold Plated Contact 


SMA Male to 7/16 Din 
Male Low PIM 

Brass Albaloy Plated Body 
Gold Plated Contact . 


$17.95 $49.95 $59.95 $64.95 WE a 
$16.87 25-49 $46.95 $56.35 25-49 $61.05 25-49 $52.59 
Bracke Manufacturing, LLC ; 
PO Box 12319 Phone 949.756.1600 www.brackemfg.com 
Fax 949.756.1604 \sales@brackemfg.com 


BRACKE Newport Beach, Ca 92658 


ete) 


a oe 
= _ 
J 
7 
> ( 


* ay 


i bet 


N Female to 7/16 Din N Male to 7/16 Din Male 
Female Low PIM 


25-49 


Bs 


N Male to N Male Low PIM 


$48.95 


0783 | Standard 


ass 


7/16 Din Female to 7/16 
io Female Bulkhead Low 
| 


Brass Albaloy Plated Body _ 


RF & Microwave Adapters 
79 Bemene |P: 50780 FSemeeiel (Part 150781 emrcue 


My 


N Male to 7/16 Din Female 
Low PIM 

Brass Albaloy Plated Body 
Silver Plated Contact 


$52.95 


N Female to 7/16 Din Male 
Low PIM 

Brass Albaloy Plated Body 
Silver Plated Contact 


N Male to N Female Low 
PIM 

Brass Albaloy Plated Body 
Silver Plated Contact 


$49.95 


N Female to N Female 
Low PIM 

Brass Albaloy Plated Body 
Silver Plated Contact 


$28.95 


25-49 $46.01 25-49 $27.21 25-49 $46.95 25-49 $49.77 $56.35 


) 85 Standard 


nt : BM5 Standard 


7/16 Din Male to 7/16 Din 
Male Low PIM 

Brass Albaloy Plated Body 
Silver Plated Contact 


90 Standard 


7/16 Din Female to 7/16 

Din Female Low PIM 
Brass Albaloy Plated Body 

Silver Plated Contact 


7/16 Din Male to 7/16 Din 
Female Low PIM 

Brass Albaloy Plated Body 
Silver Plated Contact 


Low PIM 
Brass Albaloy Plated Body 
Silver Plated Contact 


Standard 


Standard 


SMA Male to 2.92mm 
Female, Max VSWR 
1.20:1 @ 27 GHz 


Passivated Stainless Steel Body 


SMA Male to 2.92mm 
Male, Max VSWR 1.20:1 
@ 27 GHz 


Passivated Stainless Steel Body 


SMA Female to SMA 
Female Bulkhead 


BNC Right Angle “Y” 
Female to Male to Female 
Brass Nickel Plated Bod 


Silver Plated Contact 
$89.95 
25-49 $84.55 


SMA Female to 2.92mm 
Male, Max VSWR 1.20:1 


| 1-24 | $123.95 __ 


Gold Plated Contact 
$28.95 
25-49 $27.21 


Bi Precision 


Gold Plated Contact 


$123.95 
25-49 $116.51 


$13.95 
25-49 $13.11 


$123.95 
25-49 $116.51 


Part BV 0796 Standard 


SMA Female to 2.92mm 
Female, Max VSWR 
1.20:1 @ 27 GHz 


SMA Female to N Male 
Radius Right Angle, Max 
VSWR 1.25:1 @ 18 GHz 
Passivated Stainless Steel Body 


SMB Jack to N Female 
Bulkhead 
Brass Nickel Plated Body 


SMA Male to MCX Jack 
Right Angle 
Brass Gold Plated Body 


Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
$123.95 $19.95 
25-49 $116.51 25-49 $18.75 
Standard fat: - Standard 


Part + BM50802 Standard 


SS — 
> 
— 


Reverse Polarity BNC 

Female to Reverse 

Polarity BNC Female 
Brass Nickel Plated Body 


Reverse Polarity BNC 
Male to Reverse Polarity 
BNC Male 

Brass Nickel Plated Body 


Reverse Polarity BNC 
Male to Reverse Polarity 
BNC Female Right Angle 
Brass Nickel Plated Body 


SMA Female to MMCX 
Plug Right Angle 
Brass Gold Plated Body 


BRACKE 


Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
$19.95 $19.95 $9.95 $12.95 
25-49 $18.75 25-49 $18.75 25-49 $14.05 25-49 $9.35 25-49 $12.17 
Bracke Manufacturing, LLC 
PO Box 12319 Phone 949.756.1600 www.brackemfg.com 
Newport Beach, Ca 92658 Fax 949.756.1601 sales@brackemfg.com 
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RF = yeomscb ad ooo Adapters 


| ® 
) 


Reverse Polanty BNC 

| Reverse Polarity BNC “T | |“T" Female to Female to N Female to 7/16 Din ; 

| Female to Male to Female | |Female PAL Female to SMB Jack | |PAL Female to SMB Plug 
Brass Nickel Plated Bod 

Goid Pisted Contact 

tS hes 4-28-9812 05- | 
25-49 $14.05 | -aeas 1“ $53 ee | ses 545 1 PE 25-40° 4h S12 17. | 


CRC Male to Reverse CRCS Male to SMA Reverse Polarity SMA 
Polamty SMA Female : Male to MCX Jack 

| Brass Nicke! Plated Body Bod Brass Gold Plated Body 
1 Gold Pisted Contact Gold Pisted Contact Gaal sled Comte Gold Plated Contact 


[1-24 $12.95 | 4-24 | $19.95 | 424] $19.95 
|__25-49 Len || ase | set | ae $18.75 [2545 $18.75 —— $18.75 


PAL Female to 75 Ohm 


MCX Plu 
Brass Nicke! Plated Body 


Fax 949.756.1601 Be 


122 


SSMC Jack to SSMC Jack 
Bulkhead 
Brass Nickel Plated Bod 


SSMB Jack to SSMB Jack 
Bulkhead 


Brass Nickel Plated Body 


7/16 Din Male to N Female 
Right Angle 


BMA Plug to SMA Male, 
Max VSWR 1.15:1 @ 18 
GHz 

Passivated Stainless Stee! Body 


BMA Plug Bulkhead to 
SMA Male, Max VSWR 
1.15:1 @ 18 GHz 
Passivated Stainless Steel Body 


Brass Tri-Metal Plated Body 
Gold Plated Contact 


Gold Plated Contact 


Gold Plated Contact 


Tepe $33.95 $59.95 


| $33.95 __ | 
| 25-49 | $34.91 $31.91 


“TECISION 


$56.35 
Pat# BM50835 Precision 


hte 


BMA Plug Bulkhead 
to SMA Female, Max 


BMA Plug to 7mm, Max 
VSWR1.15:1 @ 


VSWR 1.10:1 @ 18 GHz 


BMA Jack to 7mm, Max 
VSWR 1.10:1 @ 18 GHz 


Gold Plated Contact 


$22.95 
25-49 $21.57 


Gold Plated Contact 


a 
fies 
WY 
1.0mm Male to 1.85mm 


Female, Max VSWR 
1.25:1 @ 65 GHz 


TNC Female to SMB Jack 
Bulkhead 


Passivated Stainless Steel Bod 


Passivated Stainless Steel Body 


Brass Nickel Plated Body Passivated Stainless Stee! Body 


Gold Plated Contact 
$279.95 


$279.95 
$263.15 


$263.15 


1.0mm Male to 1.85mm 
Male, Max VSWR 1.25:1 


@ 65 GHz 


1.0mm Female to 1.85mm 
Female, Max VSWR 
1.25:1 @ 65 GHz 
Passivated Stainless Steel Body 


1.0mm Female to 1.85mm 
Male, Max VSWR 1.25:1 


Passivated Stainless Steel Body 


Gold Plated Contact Gold Plated Contact 


$439.95 
$413.55 


Standard 


SMA Female to GMS Plug, 
2 Hole Panel Mount, Max 
VSWR 1.20:1 @ 23 GHz 
Passivated Stainless Steel Body 


| 1-24 | $439.95 
| 25-49 | $413.55 _ 


Gold Plated Contact Gold Plated Contact 


$439.95 
$413.55 


Brass Nickel Plated Body 


Gold Plated Contact 


$24.95 
$23.45 


HN Female to SHV Plug 
Brass Nickel Plated Body 


HN Female to SHV Jack 
Brass Nickel Plated Body 


Gold Plated Contact 


$99.95 
$93.95 


2.4mm Female NMD to 
2.92mm Female, Max 


3.5mm Female NMD to 
2.4mm Male, Max VSWR 
1.25:1 @ 34.5 GHz 


3.5mm Female NMD 
to 2.4mm Female, Max 
VSWR 1.25:1 @ 34.5 GHz 


$89.95 
$84.55 


Gold Plated Contact Gold Plated Contact 


$89.95 
$84.55 


Pat# BM50852 Eigen 


LP 


We 


3.5mm Female NMD to N 
Male, Max VSWR 1.15:1 


3.5mm Female NMD to 
N Female, Max VSWR 
1.15:1 @ 18 GHz 


Passivated Stainless Steel Bod 


Passivated Stainless Stee! Body 


Passivated Stainless Steel Body} | Passivated Stainless Stee! Body 


Gold Plated Contact 
$259.95 
$244.35 


Gold Plated Contact 


$229.95 
$216.15 


| 1-24 | $259.95 
$244.35 


$199.95 


Gold Plated Contact Gold Plated Contact 


$199.95 
$187.95 


$187.95 


Newport Beach, Ca 92658 
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3.5mm Female NMD to 
SMA Male, Max VSWR 
1.20:1 @ 27 GHz 


Passivated Stainless Steel Body 


3.5mm Female NMD to 
SMA Female, Max VSWR 
1.20:1 @ 27 GHz 


Passivated Stainless Steel Bod 


3.5mm Female NMD to 
3.5mm Male, Max VSWR 


3.5mm Female NUD 
to 3.5mm Female, Max 
VSWR 1.25:1 @ 34.5 GHz 


Passivated Stainless Steel Bod 


3.5mm Female NMD to 
2.92mm Male, Max VSWR 
1.25:1 @ 34.5 GHz 


Passivated Stainless Steel Body 


Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
$209.95 $209.95 $259.95 $249.95 $269.95 
25-49 $197.35 25-49 $197.35 25-49 $244.35 25-49 $234.95 25-49 $253.75 
or Bigeeseus |Pat# BMS! 859 Precision Part} : | 31 ee leat# BM5086" : Precision fle : B / 


i: 


3.5mm Female NMD to 
2.92mm Female, Max 
VSWR 1.25:1 @ 34.5 GHz 


2.92mm Female NMD to 
2.4mm Male, Max VSWR 
1.25:1 @ 40 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


2.92mm Female NMD 

to 2.4mm Female, Max 
VSWR 1.25:1 @ 40 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


2.92mm Female NUD 

to 2.92mm Female, Max 

VSWR 1.25:1 @ 40 GHz 

Passivated Stainless Steel Bod' 
Gold Plated Contact 


65 igeeseas |Pat# B cision 


2.92mm Female NMD to 
2.92mm ets Max VSWR 
‘ H 


1-24 $259.95 


$259.95 
$244.35 


25-49 $244.35 


a amy 
Pe 1OUC @ Precision 


2.92mm Female NMD to N 
Male, Max VSWR 1.15:1 


2.92mm Female NMD to 
N Female, Max VSWR 
1.15:1 @ 18 GHz 


Passivated Stainless Steel Bod 


2.92mm Female NMD to 
SMA Male, Max VSWR 
1.20:1 @ 27 GHz 
Passivated Stainless Steel Body 


2.92mm Female NMD to 
SMA Female, Max VSWR 
1.20: 1 @ 27 GHz 


Passivated Stainless Steel Body 


2.92mm Female NMD to 
3.5mm Male, Max VSWR 


Passivated Stainless Steel Bod 


Passivated Stainless Steel Bod 


Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
$209.95 $209.95 $209.95 $259.95 


$197.35 $197.35 25-49 $197.35 25-49 $244.35 


2.4mm Female NMD to N 
Male, Max VSWR 1.15:1 
@ 18 GHz 

Passivated Stainless Steel Bod’ 
Gold Plated Contact 


$209.95 
25-49 $197.35 


Part - BMS0876) Precision 


2.92mm Female NMD 
to 3.5mm Female, Max 

VSWR 1.25:1 @ 34.5 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


$259.95 
25-49 $244.35 


2.4mm Female NMD to 
2.4mm Male, Max VSWR 
1.30:1 @ 50 GHz 

Passivated Stainless Steel Bod 
Gold Plated Contact 


$259.95 
25-49 $244.35 


2.4mm Female NMD to 
N Female, Max VSWR 
: 18 GH 


$219.95 
25-49 $206.75 


Part 50875 Precision 


$209.95 
25-49 $197.35 


f@@ Precision 


2.4mm Female NMD to 
SMA Male, Max VSWR 
1.20:1 @ 27 GHz 

Passivated Stainless Steel Body 
Gold Plated Contact 


$209.95 
$197.35 


2.4mm Female NMD to 
SMA Female, Max VSWR 
1.20:1 @ 27 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


$209.95 
25-49 $197.35 


2.4mm Female NMD to 
3.5mm Male, Max VSWR 
1.25:1 @ 34.5 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


$259.95 
25-49 $244.35 


2.4mm Female NMD 
to 3.5mm Female, Max 

VSWR 1.25:1 @ 34.5 GHz 
Passivated Stainless Steel Bod 
Gold Plated Contact 


$259.95 
25-49 $244.35 


2.4mm Female NMD to 
2.92mm Seas Max VSWR 
5 H 


Passivated Stainless Steel Bod 
Gold Plated Contact 


Bracke Manufacturing, LLC 
PO Box 12319 
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2.4mm Male NMD to 
2.4mm Female NMD, Max 
VSWR 1.30:1 @ 50 GHz 


Passivated Stainless Steel Bod 


3.5mm Male NMD to 
3.5mm Female NMD, Max 
34.5G 


2.4mm Male NMD to 
3.5mm Female ye Max 


2.4m@ Female NMD to 
3.5mm Male NMD, Max 
VSWR 1.25:1 @ 34.5 GHz 


Passivated Stainless Steel Body 


Passivated Stainless Steel Bod 


Gold Plated Contact Gold Plated Contact Gold Plated Contact 
$349.95 || 1-24 | $399.95 $399.95 $399.95 
25-49 $375.95 25-49 $375.95 25-49 $375.95 


$328.95 


recision 


3.5mm Male to 3.5mm 

Male NMD, Max VSWR 

1.25:1 @ 34.5 GHz FME Jack to SMA Male FME Plug to SMA Male FME Plug to SMA Female | |FME Jack to SMA Female 
Passivated Stainless Steel Bod Brass Nickel Plated Body _ Brass Nickel Plated Bod Brass Nickel Plated Body Brass Nickel Plated Body 


Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 
$269.95 $9.95 
25-49 $9.35 25-49 $9.35 25-49 $10.29 


FME Jack to BNC Female | | FME Plug to BNC Female 
Brass Nickel Plated Bod Brass Nickel Plated Body Brass Nickel Plated Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact 
| $9.35 


if M50896 Standard Part# BM50897 Standard 


ie 


N Male to N Female, 45 7/16 Din Male to 4.3/10 
Din Female Low PIM 


SMA Male to SMA Female, 
45 Degree 


ale to TNC Female, 
ree 


BNC Male to BNC Female, | | TNC M 
45 D 45 De 


Brass Nickel Plated Bod Brass Nickel Plated Body Brass Tri-Metal Plated Body 
Gold Plated Contact Silver Plated Contact 
| 25-49 [$13.11 | 


25-49 $18.75 


25-49 $40.37 


Standard 


7/16 Din Male to 4.3/10 7/16 Din Female to 4.3/10 | |7/16 Din Female to 4.3/10 | |N Male to 4.3/10 Din N Male to 4.3/10 Din Male 
Din Male Low PIM Din Female Low PIM Din Male Low PIM Female Low PIM Low PIM 


Brass Tri-Metal Plated Bod Brass Tri-Metal Plated Bod Brass Tri-Metal Plated Body Brass Tri-Metal Plated Body 
Silver Plated Contact Silver Plated Contact Silver Plated Contact Silver Plated Contact Silver Plated Contact 
| 1-24 | $42.95 


Bracke Manufacturing, LLC 
PO Box 12319 
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RF & Microwave Adapters 


4.3/10 Din Female to 
4.3/10 Din Female ~ 
Bulkhead Low PIM 

Brass Tri-Metal Plated Body 


4.3/10 Din Male to 4.3/10 
Din Female Right Angle 
Low PIM 

Brass Tri-Metal Plated Body 


4.3/10 Din Female to 
4.3/10 Din Female Low 
PIM 

Brass Tri-Metal Plated Body 


N Female to 4.3/10 Din 
Female Low PIM 
Brass Tri-Metal Plated Body 


N Female to 4.3/10 Din 
Male Low PIM 
Brass Tri-Metal Plated Body 


Silver Plated Contact Silver Plated Contact Silver Plated Contact Silver Plated Contact Silver Plated Contact 
$29.95 $34.95 $23.95 


$28.15 $36.61 $32.85 $22.54 25-49 $27.21 


Pp 450908 Klemens 


i} Precision 


SMA Female to TNC Male 
Right Angle, Max VSWR 
1.20:1 @ 18 GHz 
Passivated Stainless Stee! Body 
Gold Plated Contact 


$159.95 
25-49 $150.35 


SMA Male to TNC Female 
Right Angle, Max VSWR 
1.20: 1 @ 18 GHz _ 
Passivated Stainless Steel Body 
Gold Plated Contact 


$159.95 
25-49 $150.35 


Precision 


SMA Female to TNC 
Female Right Angle, Max 
VSWR 1.20:1 @ 18 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


$159.95 
25-49 $150.35 


4.3/10 Din Male to SMA SMA Male to 4.3/10 Din 
Female Low PIM 
Brass Tri-Metal Plated Body 


Silver Plated Contact 


1-24 $28.95 
25-49 $27.21 


5-49 


BM50913 [cen 


SMA Male to TNC Male TNC Male to TNC Female | | TNC Female to TNC TNC Male to TNC Male SMA Male to N Male Right 


Right Angle, Max VSWR Right Angle, Max VSWR Female Right Angle, Max Right Angle, Max VSWR Angle, Max VSWR 1.20:1 

1.20:1 @ 18 GHz 1.20: 1 @ 18 GHz VSWR 1.20:1 @ 18 GHz 1.20:1 @ 18 GHz @ 18 GHz 

Passivated Stainless Steel Body| | Passivated Stainless Steel Body| | Passivated Stainless Steel Body] | Passivated Stainless Steel Body 
Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact Gold Plated Contact 


$159.95 $169.95 $169.95 $159.95 
25-49 $159.75 


$150.35 $159.75 $150.35 


Precision 


Part# BM50921 Precision 


SMA Male to N Female 
Right Angle, Max VSWR 
1.20:1 @ 18 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


SMA Female to N Male 
Right Angle, Max VSWR 
1.20:1 @ 18 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


SMA Female to N Female 
Right Angle, Max VSWR 
1.20:1 @ 18 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


N Male to N Female Right 
Angle, Max VSWR 1.20:1 


N Male to N Male Right 


@ 18 GHz i 
Passivated Stainless Steel Bod 
Gold Plated Contact 


Passivated Stainless Steel Bod 
Gold Plated Contact 


$149.95 $149.95 $159.95 $179.95 _ 
$140.95 25-49 $169.15 


25-49 


25-49 $140.95 $169.15 


25-49 $150.35 
0925 Precision lene an sy 37 


SMA Male to 2.92mm 
Male Right Angle, Max 
VSWR 1.20:1 @ 27 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


SMA Female to 2.92mm 

Male Right Angle, Max 

VSWR 1.20:1 @ 27 GHz 

Passivated Stainless Steel Body 
Gold Plated Contact 


SMA Male to 2.92mm 
Female Right Angle, Max 
VSWR 1.20:1 @ 27 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


N Female to N Female 
Right Angle, Max VSWR 
1.20:1 @ 18 GHz 
Passivated Stainless Steel Body 
Gold Plated Contact 


Passivated Stainless Steel Bod’ 
Gold Plated Contact 


$149.95 $149.95 $149.95 $149.95 
25-49 $169.15 25-49 $140.95 25-49 $140.95 25-49 $140.95 25-49 $140.95 


Bracke Manufacturing, LLC 
PO Box 12319 
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SMA Female to SMA 
Female Rotary Joint, Max 


SMA Female to SMA 
Female Panel Mount, Max 
VSWR 1.40:1 @ 18 GHz 


Passivated Stainless Steel Bod 


SMA Male to SMA Female 
Rotary Multi-Directional, 
Max VSWR 1.30:1 @ 6 


A50932 tacercten 


SMA Male to SMA Male 
Rotary Multi-Directional, 
Max VSWR 1.30:1 @ 6 
GHz 


SMA Female to SMA 
Female Rotary Multi- 
Directional, Max VSWR 
1.30:1 @ 6 GHz 


Brass Gold Plated Body 


Brass Gold Plated Body 


Gold Plated Contact 


$99.95 
$93.95 


ae 


x Standard 


$109.95 
25-49 $103.35 


2.4mm Female NMD to 
2.4mm Female NMD, Max 
VSWR 1.30:1 @ 50 GHz 


Gold Plated Contact 


$269.95 
$253.75 


2.4mm Male NMD to 
2.4mm Female, Max 
VSWR 1.30:1 @ 50 GHz _ 


Gold Plated Contact 


$269.95 
25-49 $253.75 


938 [cee 


2.4mm Male NMD to 
2.4mm Male, Max VSWR 


1.30:1 @ 50 GHz 


SMA Male Slide On to 
SMA Female Bulkhead 


Passivated Stainless Steel Body 


Passivated Stainless Steel Body 


Passivated Stainless Steel Body 


Silver Plated Contact Gold Plated Contact 


| 1-24 | $149.95 $329.95 


25-49 $140.95 25-49 $310.15 


Gold Plated Contact 


$319.95 
$300.75 


Part# BM50942 BScureic) 


10-32 Female to SMB 
Plug _ 


Gold Plated Contact 


$319.95 
$300.75 


04 : j Standard 


TPS Jack to TNC Male 


Stainless Steel Gold Plated Body 


Stainless Steel Gold Plated Body 


Brass Gold Plated Body 


Gold Plated Contact 


SMA Female to SMA 
Female Panel Mount, Max 
VSWR 1.40:1 @ 18 GHz 


SMA Female to SMA 
Female Rotary Joint, Max 
VSWR 1.40:1 @ 18 GHz 


Gold Plated Contact 


25-49 $32.85 


SMA Male to SMA Female 
Rotary Multi-Directional, 
Max VSWR 1.30:1 @ 6 
GHz 


Gold Plated Contact 
$44.95 
25-49 $42.25 


Gold Plated Contact 


25-49 $42.25 


BM50932 Precision 


SMA Male to SMA Male 
Rotary Multi-Directional, 
Max VSWR 1.30:1 @ 6 
GHz 


SMA Female to SMA 
Female Rotary Multi- 
Directional, Max VSWR 
1.30:1 @ 6 GHz 


Passivated Stainless Steel Body 


Passivated Stainless Steel Body 


Brass Gold Plated Body 


Brass Gold Plated Bod 


| 1-24 | $90.95 
25-49 $93.95 


Gold Plated Contact 


$109.95 
25-49 $103.35 


SMA Female Rotary Joint, P.C. 
Mount, .050” Round Contact 


Materials 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


BRACKE 


Brass Gold Plated Body 
TM 


Gold Plated Contact 


$269.95 
25-49 $253.75 


Contact 


Fax 
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SMA Female Right Angle Rotary 
Joint, P.C. Mount, .050” Round 


Gold Plated Contact 


$253.75 


$269.95 
25-49 $253.75 


SP 


25.18 
Brass Gold Plated Body 
BM61276 


Phone 949.756.1600 
949.756.1601 
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Waveguide Adapter 


Waveguide to Coax Adapters, 


Waveguide to Coax Adapters End Launch 


Frequency Wave 


Connector 


Connector 
Type 


2.92mm Female 


Wave 
Guide 


WR-28 


Part # 


BM75000 


Range 
GHz 


26.50-40.00 


$339.99 | $319.59 


WR-34 


BM75001 


22.00-33.00 


$499.99 | $469.99 


WR-42 


BM75002 


18.00-26.50 


$339.99 | $319.59 


SMA Female ‘ 
WR-137 
WR-159 


WR-51 


BM75003 


15.00-22.00 
[.15:00-22.0 


$349.99 | $328.99 


WR-62 


BM75004 


12.40-18.00 


$199.99 | $187.99 


WR-75 


BM75005 


10.00-15.00 


$229.99 | $216.19 


WR-90 


BM75006 


8.20-12.40 


$199.99 
wee 


$187.99 


WR-102 


BM75007 


7.00-11.00 


|$229.99 $216.19 


WR-112 


BM75008 


7.05-10.00 


$199.99 | $187.99 


BM75009 | 


5,85-8.20 


$229.99 | $216.19 


WR-187 


BM75010 
BM75011 


+ 


4.90-7.05 


| $369.99 $347.79 


3.95-5.85 


$349.99 | $328.99 


WR-229 


BM75012 


1 


3.30-4.90 


$349.99 | $328.99 


WR-284 


BM75013 


2.60-3.95 


$399.99 | $375.99 


WR-430 


BM75014 


1.70-2.60 


$799.99 | $751.99 


2.92mm Male 


WR-42 


— 


BM75046 


18.00-26.50 


$328.99 


WR-62 


BM75047 


12.40-18.00 


$349.99 
he 


$239.99 | $225.59 


Type 


SMA Female 


N Female 


Connector 


Type 


Guide 


Waveguide to Coax Adapters 
with O-Ring Groove 


SMA Male WR-90 | BM75048 
L 

BM75049 
21S 

BM75015 


BM75016 


8.20-12.40 | $239.99 
$189.99 
12.40-18.00 | $199.99 


$229.99 


$225.59 
$178.59 
$187.99 
$216.19 


\CPR-187G| BM75030| 3.95-5.85 |$479.99|$451.19| 


WR-102 7.00-11.00 


eee N Female 


WR-75 10.00-15.00 


N Female 


WR-90 


BM75017 


8.20-12.40 


$199.99 | $187.99 


WR-102 


BM75018 


7.00-11.00 


$229.99 | $216.19 


WR-112 


BM75019 


7.05-10.00 


WR-137 


BM75020 | 


5.85-8.20 


$199.99 
$149.99 


$187.99 
$140.99 


WR 59 


BM75021 


4.90-7.05 


t 
$369.99 | $347.79 


WR-187 


BM75022 


3.95-5.85 


$299.99 | $281.99 


L 
WR-229 


BM75023 


3.30-4.90 


| $349.99 $328.99 


WR-284 


BM75024 


2.60-3.95 


$399.99 | $375.99 


WR-430 


| BM75025 


1.70-2.60 


$799.99 | $751.99 


——_—_—— 


WR-62 


BM75050 


12.40-18.00 


$239.99 | $225.59 


WR-90 


BM75051 


8.20-12.40 | $239.99|$225.59 


WR-102 


BM75052 


7.00-11.00 


$179.99 | $169.19) 


BM75032| 2.60-3.95 |$269.99|/$253.79 
BM75033 $899.99 |$845.99 


Adjustable Phase Trimmer 


Phase Adjustment Range 
10° x Frequency in GHz 
Example: 75° @ 7.5 GHz 


SMA Male to 
SMA Female 


1.30:1 up 


Connector Insertion 
.5 dB max 
to 18 GHz BM12000 aves 


Bracke Manufacturing, LLC 
PO Box 12319 Phone 949.756.1600 www.brackemfg.com 
Bracce Newport Beach, Ca 92658 Fax 949.756.1601 _ sales@brackemfg.com 
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Impedance Matching 
Pads 


50 Ohm 75 Ohm Frequenc Input Power | Peak Power] Attenuation | - 
BNC Male DC-1GHz | BM10301 1.20:1 [1 Watt 1000 Watts $31.95 | $30.03 
BNC Female F Female BM10317 ‘ $65.95 | $61.99 
| rm F Male Meee) Bwi0sis | | Ol $67.95 | $63.87 
BNC Female | DC-1 GHz BM10300 1.20:1 | 1. Watt 1000 Watts $31.95 | $30.03 
BNC Male FFemale | BM10314 ie $64.95 | $61.05 
F Male M10316 Arh $65.95 | $61.99 
F Female BM10309 $64.95 | $61.05 
N Female F Male BM10307 $63.95 | $60.11 
N Male BM10305 1 Watt # $68.95 | $64.81 
F Female BM10306 $63.95 | $60.11 
F Male BM10308 ie aes - $65.95 | $61.99 
N Female BM10303 | 1 Watt Beris 1 $64.95 | $61.05 
F Female BM10321 aa $64.95 | $61.05 
F Male BM10319 $63.95 | $60.11 


SMA Male F Female BM10320 $64.95 | $61.05 
FMale - M10318 $65.95 | $61.99 


F Female BM10313 $54.95| $51.65 
F Male BM10311 $69.95 $65.75 


TNC Female 


TNC Male AN i BM10310 $69.95| $65.75 
F Male BM10312 | $69.95| $65.75 


Bias Tee’s 


RF Bias Frequency Isolation | Voltage Current 


Connectors | Connector Range (dB Typ.) | (Vde Max) | (Max) 1-24 25-49 


2.4mm SMA Female | 50 KHz-50 GHz BM13209 150mA_ | $1,399.95 | $1,315.95 
4 bt fF 


30 KHz-27 GHz | BM13207 $779.95| $733.15 


Raa EP at 


500 
2.92mm 30 KHz-40 GHz | BM13208 som $1,199.95 | $1,127.95 


—_——+ 


75 Ohm F 03-3 GHz BM13219 $399.95 | $375.95 
75 Ohm N Solder Lug & BM13218 : $399.95 $375.95 
Pin .01-2.5 GHz BM13211 2.5 Amps $199.95 | $187.95 
| _.01-4 GHz BM13213 $229.95 | $216.15 
.01-6 GHz BM13215 $249.95 | $234.95 
5-2.5GHz | BM13217 | 7Amps | $499.95| $469.95 


1-5GHz | BM13202 va 1000mA | $179.95] $169.15 
Solder Pins 16GHz | BM13203 $178.55 
5-10 GHz BM13204 200 mA $299.95 | $281.95 
100 KHz-12.4 GHz} _BM13205 = NLLH $349.95 | $328.95 
100 KH2-18 GHz | _BM13206 4 $389.95 | $366.55 
Solder Lug & | _.01-2.5 GHz BM13210 $189.95 | $178.55 
Pin 01-4 GHz BM13212 | 1.50:1 ‘| 25Amps | $209.95} $197.35 
01-6GHz | BM13214 $219.95 | $206.75 

5-2.5 GHz BM13216 | 1.40:1 7Amps_| $449.95| .$422.95 
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Precision Termination 


Precision 50 Ohm 
Terminations 


= Freq. VSWR 
Connector Type Part # Chain 1-24| 25-49 Connector Type Watt(s) 25-49 


7/16 Din Female BM12400 Yes $19.95 | $18.75 1.85mm Male DC-65 GHz |BM11130| 1 | 1.60:1 1$349.95 |$328.95 
75 Ohm SMC Plug BM12430 Yes $19.95 [$18.75 BM110591 7211 28:1 1$299.95 1928 1.95 
BM12436 No $8.95 | $8.41 DC-18 GHz | 5 29: 
7mm BM12435 Vea $9.95 | $9.35 7/46 Din Male BM11127/_ 1 $69.95 | $65.75 
Se ail BM12405 No $3.95 | $3.71 BMA Jack i_| 1-20:1 | $39.95 | $37.55 
sires BM12404 Yes $3.95 | $3.71 BMA Plug $39.95 | $37.55 
Gilde pmiz403 [No | $2951 $2.77) [oie ya $15.95 | $14.99 
_| BM12402 | Yes $3.95 | $3.71 DC-4 GHz 1.35:1 | $17.95 | $16.87 
C Riéthale BM12409 No __|$14.95 | $14.05 BMMA Plug DC-18 GHz | BM11111 1. $29.95 | $28.15 
| BM12408 Yes 1$14.95 $14.05 | DC-1 GHz | BM11013 | $16.95 | $15.93 
CMale BMiaa0e [Yes 1811-951 $11.23 Dc-2 GHz | BMI1015 $19.95 | $16.75 
rae $22.95 | $21.57 
F Female St ee de aS $24.95 | $23.45 
ae BM12438 No | $1. i $29.95 | $28.15 
BM12413 No SMA Male 
Nee | BM12412 Yes DC-12.4 GH2| 5441019 | $32.95 | 
LHI BM12411 No _|$10.95 [$10.29 wih eee 4.20°1 
ae BM12410 Yes__|$15.95 [$14.99 a | BM11021 | $29.95 | $28.15 | 
N & UHF Mal Be 24t5 No __| $3.95 | $3.71 DC-18 GHz | $35.95 | $33. 
ria BM12414 Yes $3.95 | $3.71 DC-18 GHz | 544047 $38.95 
th aee BM12417 No | $4.95] $4.65 with Chain 
ite BM12416 | Yes $5.95 | $5.59 DC-1 GHz | BM11023 | | $15.95 | $14.99 
SC Female BM12419 Yes__ | $19.95 [$18.75 | DC-2.5 GHz | BM11025 | $16.87 
SC Male BM12418 Yes _ | $19.95 | $18.75 19.95 | $18.75 
2.9mm, 3.5mm & BM12423 No $12.96 sat 95 65 
SMA Female | BM12422 Yes {$12.95 |$12.17 | DC-8 GHz | BM11029 | 
2.9mm, 3.5mm & BM12421 | No $4.95 | $4.65 SMA Male arittee aM | $22.95 | $21.57 
SMA Male BM12420 Yes 36.98 $5.59 WS hecheine| BM11031 $28.95 | $27.21 
SMB Jack BM12425 Yes 6.95 6.53 
SMB Plu | BM12424 Yes |$12.95 [$12.17 ae ae 
SMC Jack BM12427 | Yes 1-98.98 $8.41 ; = 
SMC Plu BM12426 Yes $8.95 $5.41 | BG.18 GHz | emr1051 | - $32.95 | 
SSMA Male BM12428 | No 
cae BMI2432 [No $8081 $6.50] | SMP Female | DC-18 GHz | BM11035| $99.95 | $28.15 
ema BM12431 Yes $5.95 | $5.59 | DC-2 GHz | BM11037 | $17.95 | $16.87 
mre 7° BM12434 No $4.95 | $4.65 uc Mais $19.95 | $18.75 
ink BM12433 Yes 4.95 | $4.65 1 
| BM11055 | 


Precision 75 Ohm Terminations 


N Female 00-4 GHz BM11126 $74.95 | $70.45 
[NMale | $69.95 | $65.75 


| QD YG 

S ae) 
hain 
No 


SY 
Connector Type Part # 
m 


7m _|_BM12216 
BM12202 
BM12203 
BM12200 
BM12201 
BM12206 
BM12207 
BM12204 | 
BM12205 | 
BM12210 
BM12211 
BM12208 
BM12209 
BM12214 
BM12215 
BM12212 
BM12213 


Feedthru Terminations 


Connector Type|Ohm| _Part# | Specification] 1-24] 25-49 
BNC Connector | 50 | BM11001.50 apes $24.95 | $23.45 | 
Male toFemale | 75 | BM11001.75 | 4.20:1 Max | $24.95 | $23.45 | 


2 Watts 
BM11003.50 | DC-1 GHz | $59.95! $56.35 
1.65:1 Max 


BM11005.50 | 2Watts | $54.95 | $51.65 
DC-1 GHz 

BM11005.100| 1.25:1 Max ($124.95 |$117.45 

BM11007.50 | 1/4Watt | $36.95 | $34.73 
DC-1 GHz 

BM11007.75 | 1.20:1 Max | $39.95 | $37.55 


BNC Female 


BNC Male 


N Female 


N Connector 
Male to Female 


50 


SMA Female 


SMA Connector 


SMA Male Male to Female 100 


TNC Female 
TNC Connector 


Male to Female 75 


TNC Male 
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Terminations 


Low Frequency 
Terminations 
1% Tolerance, 1/2 Watt 


| 76 DINMale | 50 _|BM11000.50 


75 Ohm BNC BM11060 
Female BM11061 


ome 


75 Ohm N Female ee | 


Low Frequency 
Terminations 
1% Tolerance, 1/2 Watt 


S 


yy Zz ) 


| 50 _|BM11036.50 | 

TNC Male BM11036.75 
BM11036.93 

UHF Female BM11056.50 1$15.95 |$14.99 | 
UHF Male : 


(a) Connector uses standard 50 Ohm interface 
(b) Connector using 75 Ohm interface will not mate to Standard 
50 Ohm interface 


75 Ohm N Male 
Yes 


Py BMitt20 | 
75 Ohm SMB Plug BM11122 $32.95 | $30.97 
| 75(©) |BM11115 $29.95 | $28.15 
b) 1BM11121 No $29.95 | $28.15 
orm se Pea |r emitT23 | Yes —|so4 05/02 
| 50 | 14.95 | $14.05 


BM11002.75 $14.95 | $14.05 
BNC Female BM11002.93 $14.95 | $14.05 


High Power Gi 


Terminations 


Y 


/} f lie 
RY 07, 
Connector] Freq Part# | Watts VSWR 25-49 
Type Range Max 
BM11079| 5 | 1.45:1 | $93.95] $88.31 
7/16 Din BM11089 $186.95 | $175.73 


Female |BM11099 | 25 | 
|BM11109 | 50_ 


| 50 | $18.95 |$17.81 BM11080| 5 | $93.95 | $88.31 
| 75(@) |BM11004.75 ree ae 7/16 Din BM11090 | 10 | $186.95 | $175.73 
| 50 |BM11006.50 14.95 | $14.05 Male BM11100| 25 | $239.95 | $225.55 | 
| 75(@) |BM11006.75 $14.95 [BM11110 | 50 | 1.45:1 | $289.95 | $272.55 
| 93(@) |BM11006.93 $14.95 [$14.05 

BNC Male BM11071| 5 | $79.95 | $75.15 
| 50 |BM11008.50 $16.95 | $15.93. BNC $109.95 | $103.35 


Female 


| 75(4) |BM11008.75 $16.95 | $15.93 
| 9308) | 


: 
Male ee geet 0 
Bmore Yes 
75__|BM11068 BNC Male Poet 
|HNMale ss |_-50_|BM11057.50 ee $39.95 | $37.55 <a 
| 50 |BM11014.50 $16.95 | $15.93 
| 75(4) |BM11014.75 $16.95 | $15.93 Behe 
pagan | 50 |BM11016.50 ~ |$18.95 |$17.81 so 
5 . : N Female 
| 75(@) |BM11016.75 $18.95 [$17.81 zs $219.95 | $206.75 
50 _|BM11018.50 $14.95 | $14.05 |BM11103 | _50_| 1.45:1 | $249.95 | $234.95 
 7(@) [BM11018.75 $14.95 |$14.05 /BM11074| 5 | 1.251 | $71.95| $67.63 
| 93(4) |BM11018.93 $14.95 |$14.05 $159.95 | $150.35 
se ME $16.95 |$15.93 
75(@) (BM11020.75 $16.95 |$15.93 | BM11104 | 50 
 93(@) |BM11020.93 $16.95 |BM11075[_ 5 $72.33 
ioe - 50 |BM11022.50 $18.95 [$17.81 | $133.95 | $125.91 | 
[50 (BM11112 | $209.95 | $197.35 | 
| $249.95 | $234.95 


| | 50 |BM11024.50 | 


.50 95 [$17.81 


SMA Male 


| 50_[BM11028.50 | 

| 50 _|BM11119 Yes BM11077 

BM11030.75 Female BM11097 te) 

| 50 | BM11107 
rpmi1078| 5 | 1.251 | $93.95| $88.31 

a ea, ee 

a $15.95 | $14.99 Peeves 25 gois.i5 

| /pmi1108 | 50_| 1.45:1 | $279.95 [ $263.15 
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N Attenuators 


Impedance | __50_| 


Impedance 50 


Creed eta 
VSWR 1:25: : Max 


| Impedance | 50 
Pkt SU NSWR ce ba E: 1 oo VSWR 1.35:1 Max VSWR 1.35:1 Max 1.20:1 Max 


Accuracy 


dB Accuracy 25-49 Accuracy y 


1-24 25-49 1-24 25-49 


orm [ae 


| 1 | 308 [$138.95 |$130.61 | 
‘3 dB ($138.95 |$ 
38. 88 95 aaa 61 


ie ena int 
20 | _.5dB |$126.95 |$121.21 | ee antares Gaal] 


30 | 7548 
40 | 1.25 dB | 40 | .75 4B |$138.95 |$130.61 | 


100 Watts, 2.5 GHz 


{impedance | 50 


ap |A°WAY) 4-24 | 25-49 


$108.95 [$102.41 
dB |$108.95 |$102.41 
dB [$408.95 [102.41 
$108.95 |$102.41 
$108.95 |$102.41 
$108.95 |$102.41 
$108.95 |$102.41 
$108.95 |$102.41 


$128.95 
$128.95 |$121.21 
$128.95 |$121.21 
10 §dB |$128.95 |$121.21 


$121.21 


30 | .75dB | $46.95 | $44.13 


$46.95 | $44.13 


50 “i impedance 50 


napedania 


Impedance 
VSWR 255 2 Max 


Accuracy 25-49 dB 


Impedance 
VSWR 1.40:1 Max VSWR | 1.40:1 Max VSWR 1.45:1 Max 1.35:1 Max 


Accuracy Accuracy 


1-24 25-49 dB 1-24 25-49 


Bea cit 


[$158.95 1 $178.95 |$168.21 $298.95 |$281.01 $348.95 [$328.01 |] 3 | .75dB |$448.95 |$422.01 | 
.3dB |$158.95 |$149.41|| 2 | .5dB |$178.95 |$168.21 .75dB |$298.95 |$281.01 | 6 | .75 dB |$448.95 |$422.01 | 
3dB |$158.95 |$149.41|| 3 | .5qB |$178.95 |$168.21 758 |$298.95 |$281.01 | 10 | .75dB [$448.95 [$422.01 | 
.3dB |$158.95 |$149.41|| 6 | .50B srr.s 6421 .75 dB |$298.95 |$281.01 | 20 | .75 0B |$448.95 |$422.01 | 

10 


5 dB [$158.95 |$149.41 
5 dB |$158.95 |$149.41 
$158.95 [$149.41 
$149.41 


75 dB |$178.95 |$168.21 


20 | .75 0B $178.95 |$168.21 


| 1.00 dB {$178.95 |$168.21 
1.00 dB |$178.95 |$168.21 


oO 
= 
So 
Oo 
a 
Ww 


{298.95 [$281.01 
20 | 1.00 dB |$298.95 |$281.01 
30 | 1.25 dB |$298.95 |$281.01 
$298.95 |$281.01 


| 30 | 1.00 0B [$448.95 [$422.01 | 
.01 || 40 | 1.25 aB [$448.95 |$422.01 | 


Replace x* with ABOVE dB 


Impedance 
VSWR 


Accuracy 
+ 


"50 
1.20:1 Max 


F inoesianes 
VSWR 


ap |A°WA°Y) 4-24 | 25-49 


1 .3dB | $29.95 | $28.15 


ron eon 
1.35:1 Max VSWR 
1-24 25-49 — 1-24 25-49 


$93.95 .1 | 808 |-a00es | SeSee 
$99.95 | $93.95 | 


iwc 
Wao: 7 Max 


Accuracy 4-24 25-49 


aia eras svete 
= oan reas sin 

| 3 | 1.008 [$179.95 [$169.15 | 
Heros sras 
$179.95 |$169.15 
Bef 10 a8 87808 tee 
| 40 | 1.048 |$199.95 |$187.95 | 


Replace ** with ANY dB 


$103.35 


Replace ** with ABOVE dB 


se Bracke Manufacturing, LLC 
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SMA & 2.92mm Attenuators 


SMA, 2 Watts, SMA, 2 Watts, SMA, 2 Watts, SMA, 2 Watts, SMA, 2 Watts, 
DC-2 weDz DC- 3 “ha | DC-6 acl DC-1 2.4 a DC-18 GHz 


| Z ; Pat# B lle || Pat# BM10005."* 
ae impedance 50 
ae 


WOES ec aS ee VSWR 1.35:1 Max 


Boa co eal el eee ewer aac 


| 1 | .3dB | $21.95 | $20.63 | 3qB | $23.95 | $22.51 3.qB | $25.95 | $24. 3dB 
| 2 | .30B | $21.95 | $20.63 | .30B | $23.95 | $22.51 | $25.95 | $24. 3B 
| 3B | 


3qB | $23.95 $25.95 | $24 [3.4 | $29.95 
3B | $23.95 $25.95 | $24. 3B | $29.95 
$25.95 3B | $29.95 
3 0B | $29.95 $28.15 
5.qB | $29.95 | $28.15 
.50B | $29.95 | $28.15 
5B 
5B 
5 dB 


: 
3 
4 
5 
6 
7 
8 
9 


Alo |o]|C/e|N\a\ a) al)ol/rm/= 


nN 
oO 


$29.95 | $28.15 


» 
o 


Replace ** with ABOVE dB 


SMA, 5 Watts, SMA, 10 Watts, || 2.92mm, 2 Watts, 
DC-18GHz__||__DC-18GHz _||_DC-26.5 GHz 
Part# se 


| __ Impedance | Impedance 50 Impedance 
. re yi Max VSWR 1.40:1 Max VSWR aa Max 
[epee [se [fe Pr om [me |= Pore] a | 


2.92mm, 2 Watts, 
: went 9 GHz {| 


paaeney 50 
VSWR 1.40:1 Max 


Accuracy 4-24 25-49 


2.92mm, 2 Watts, 
Rae GHz 


Accuracy 


‘ 1-24 


[1] 308 | $99.95 | $93.95 | 95 |$197.35 [$159.95 [$150.35 6 dB |$159.95 [$150.35 $179.95 |$169.15 
[2 | 308 | $99.95 | $93.95 | .95 | $197.35 $159.95 |$150.35|| 10 | .6qB ae $150.35|| 6 | .8dB |$179.95 |$169.15 
{3 | 346 | $99.95 | $93.95 | 95 |$197.35 $159.95 [150.35 || 12 | 6B |$159.95 |$150.35 || 10 | 1.048 [$179.95 |s169.15 


| 6 | .30B | $99.95 | $93.95 .95 |$197.35 
110 | 5B | $99.95 | $93.95 95 |$197.35 
| 20| .5dB | $99.95 | $93.95 

| 30 | .754B | $99.95 | $93.95 
| 40 | 1.50 dB |$109.95 |$103.35 


[$159.95 |$150.35 
$159.95 |$150.35 
$150.35 
$150.35 


$150.35 


15 | .6 dB |$159.95 
20 .6dB |$159.95 |$150.35 


-8dB |$159.95 |$150.35 


Replace ** with ANY dB 


$150.35 || 20 | 1.0dB |$179.95 |$169.15 


30 | 1.0dB {$179.95 |$169.15 


SSESRSEEES 


Impedance 50 


Reererng o 


Part 
Impedance 50 
VSWR 1.35:1 Max 


GRAS eS F te Max VSWR 1.35:1 Max 
Clara NE ara [aia tae 
; + 
| 3 | .30B | $84.95 | $79.85 3dB | $74.95 | $70.45 3B Le $79.95 
| 6 | .30B | $84.95 | $79.85 5 .3 dB | $74.95 | $70.45 3B | $79.95 
[140 | 548 | $84.95 | $79.85 || 10 | 5B | $74.95 | $70.45 5dB | $79.95 
—[20| .50B | $84.95 20| .50B | $74.95| $70.45 .5dB | $79.95 


Replace * with ABOVE dB || Replace ** with ABOVE dB 


Phone 949.756.1600 
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| Replace ** with ABOVE cB || Replace ** with ABOVE dB 
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Attenuators 


=a F 
( 


] 


AEG 


A 


7/16 Din | 7/16 Din 


1.85mm 7/16 Din 
1 Watt 5 Watts 5 Watts 10 Watts, DC-7.5 25 Watts 
DC-65 GHz GHz ) DC-7 5 GHz 


DC-50 GHz DC-7.5 GHz 


: i | 
[50 || impedance | 50 


impedance Impedance [impedance [50 
Pvswe | 1651 Max|{__vswR | 1.75:1 Max VSWR Pvswr [4.451 Max] | VSWR __|[1.30-1 Max, 
| 3 | 1.5dB [$449.95 |$422.95 } | 3 $279.95 $122.15 || 1 $159.95 |$150.35| | 3 | .5dB [$329.95 |$310.15 
6 | 1.50B |$449.95 |$422.95|| 6 | 1.5dB |$279.95 |$263.15 $129.95 |$122.15|| 2 | .30B [$159.95 |$150.35| | 6 | .5dB |$329.95 |$310.15 | 
10 | 1.75dB |$449.95 [$422.95 1.50B [$279.95 |$263.15 $129.95 |$122.15 || 3 | .3dB [$159.95 [$150.35 | | 10 | .75dB |$329.95 |$310.15 
| 15 | 250B |$449.95 |$422.95 2.0 dB |$279.95 |$263.15 $129.95 |$122.15 || 6 $159.95 20 | .75dB |$329.95 |$310.15 
20 | 2.54B |$449.95 |$422.95 2.0dB |$279.95 [$263.15 $129.95 [$122.15 $159.95 |$150.35 | | 30 | 1.04B |$329.95 |$310.15 
30 | 5.008 |$449.95 |$422.95 || Reolace x with ABOVE dB $159.95 |$150.35 | | 40 | 1.25dB |$329.95 |$310.15 
Replace ** with ABOVE dB 30 | rae $129.95 |$122.15 || 30 | __.7 48 [$159.95 |$150.35 | | Replace ** with ABOVE dB 

40 | 1.5dB |$139.95 |$131.55 || 40 | .70B $150.35 | 

Replace ** with ABOVE cB || Replace ** with ABOVE dB 

SESH — : 


75 Ohm BNC 75 Ohm F 
2 Watts 2 Watts 
DC-4 GHz DC-3 GHz 


Mini SMP 
2 Watts 
DC-26.5 GHz 


DC-4 GHz 
M10081.: 


| Impedance | __75 


Impedance 75 Impedance | _50_—'||__impedance | 50__— 
| VSWR | 1.35:1 Max | 1.35:1 Max VSWR 1.30:4 Max VSWR 1.30:1 Max 1.50:1 Max 


es 4-24 | 25-49 


apn [ae 


| 1 | 308 | $40.95 | $38.49 | 


oer] = [a ern a [oe | 
fs 


3qB [$299.95 [$281.95]| 3 | .8dB [$229.95 |$216.15 
.30B |$299.95 |$281.95]| 6 | .8dB |$229.95 |$216.15 
3 


1 
2 : 


$89.95 | $84.55 2 
3 $89.95 | $84.55 3 dB {$299.95 |$281.95 1.2dB |$229.95 |$216.15 
6 $89.95 | $84.55 6 .30B |$299.95 |$281.95 1.20B |$229.95 $216.15 
.5dB {$299.95 |$281.95 1.2dB |$229.95 |$216.15 


10]. $89.95 | $84.55 
| 20 | .60B | $39.95 | $84.55|| 20 | .50B |$299.95 |$281.95 | Replace #* with ABOVE dB 
8dB | $89.95 | $84.55|] 30 | .750B 


Replace ** with ABOVE dB Replace ** with ABOVE cB || Replace ** with ABOVE dB 


SMB 


5 Watts 
2 Watts, DC-4 GHz 
i DC-18 GHz 

: aes q 

8 : 2 : On ii ce 
|__Impedance || 50s | |_—sImpedance =| 50 n Impedance | 50 | Impedance 
SWR VSWR VSWR 
ira AL. pslor"[ = [=~ |=] = | 


3qB | $43.95 | $41.31] ] 1 $169.95 |$159.75 
2 | .30B | $43.95| $41.31|| 2 | .3aB [$169.95 |$159.75|| 2 | .30B |$179.95 |$169.15 | 
$42.25 || 10 | .8.dB [$269.95 |$253.75|| 3 | 3B | $43.95 | $41.31|| 3 | .34B [$169.95 |$159.75|| 3 | 348 [$179.95 [$169.15 | 
3B 6 | .30B |$169.95 |$159.75|| 6 | .30B |$179.95 |$169.15 | 


| 20 | 1.2dB |$269.95 |$253.75 
| 30 | 1.2dB [$269.95 [$253.75 


Replace ** with ABOVE dB 


20| .5dB | $44.95 
30 | 75 dB 


Replace ** with ABOVE dB 


20 .5dB |$169.95 |$159.75 
$169.95 |$159.75 


Replace ** with ABOVE dB 


"$44.96 | $42.25) re | 208 | $49.95) $417] 

10 | 548 58 | $43.95 | $41.3 | 
$4225, [20 | 608 | $42.95] 41.31 

a0 | 75ae | sass | sat.a1, 


Replace ** with ABOVE dB 


10 | 5B [$169.95 pee 110 | .5dB [$179.95 [$169.15 | 
| 20 | .50B | $179.95 |$169.15 | 


Replace ** with ABOVE dB 
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Rotary Bench Mount 
oy . gy 
{ K 


Attenuators. | 3 e 


gly 


Attenuation Insertion 
Connector oni Part # Loss 25-49 


BM10025 | 0-1 dB 1B +/-.05 dB _| 30: $299.95 | $281.95 
DC-500 MHz} 75 | BM10026 -10 dB 1 dB +/-.4 dB 40: $299.95 | $281.95 
BM10027 


0 
0-70 dB 10 dB +/- 1 dB $299.95| $281.95 
0-1 dB 1.dB +/-.05dB |. 30: $299.95 | $281.95 
0-100 dB 10dB_ | +/-.5dBor3%| $339.95] $319.55 
0-1 dB 1dB +/- .08 dB ; $309.95 | $291.35 
Bae iatale 5 0-10 dB 1 dB +408 | Ts $309.95 | $291.35 
0-1 dB 1dB +/- 05 dB 30: | _$329.95| $310.15 
0-10 dB 1 dB +/-.4dB $279.95| $263.15 
0-70 dB 10 dB 40: $359.95 | $338.35 
0-80 dB Tl teal | $589.95] $554.55 
0-81 dB 1dB +/- .05 dB 30: $1,169.95 | $1,099.75 
0-100 dB Tor aa $449.95 
BM10022 | 0-110dB $639.95 | $601.55 
-10 dB pee [+308 | $329.95 | $310.15 
BM10097 -70 dB +/- 5 dB or 3% $399.95 $375.95 
BM10093 | 0-50 dB | +/-.4 dB or 3% | $529.95| $498.15 
BM10077 | 0-1dB 4dB | +/-.3¢B $899.95 
BM10078 | 0-10dB 1 dB +-5dB | $899.95 
BM10079 | 0-60dB +/-.8 dB $899.95 
10dB + 
BM10092 | 0-1004B —| +1- 5 dB or 2% 20: $339.95 
BM10087 | 0-30dB 4 as ; $529.95 | $498.15 
-50 dB 1 dB ce $599.95| $563.95 


0 
DC-2.5 GHz BM10090 0-70 dB +/-1.4dBor2%| . 130! $649.95 $610.95 
0 


0-100 dB 10dB | +/-.5dBor4%| 1dB 70: $549.95| $516.95 
DC-3 GHz -10 dB - +/- 5 dB $399.95 
SMA Female BM10070 | 0-148 +/-30B | $899.95 
BM10071 | 0-10dB 1dB | +/-.5 dB hi, $899.95 | $845.95 
0-60 dB 10 dB +/-.8 dB $899.95 | $845.95 
| 50 | BM10073 | 0-9dB son +/- 1.0 dB 60: $1,899.95 | $1,785.95 
hte cus ee 0-69 dB +/-2.00B | 75: $2,699.95 | $2,537.95 
0-80 dB 10 dB 65: $2,999.95 | $2,819.95 


r 50 | BM10076 1 dB laa 75: $3,499.95 | $3,289.95 


Continuously 
Variable Bench Mount 


Attenuators 


BM10065 0-7 dB a 
BM10066 0-20 dB 
sma E48 GHz | 50_| BM10067 

BM10068 0-40 dB 
BM10095 
BM10069 


Bracke Manufacturing, LLC 
PO Box 12319 
BRACKE Newport Beach, Ca 92658 


Insertion 


Frequency 


Connector 
Range 


$563.95 
$599.95| $563.95 
$249.95 

| $619.95| $582.75 
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PushButton 
& Toggle 
Attenuators 


Wi 
ue o/ (TF 
oA ae Oe a i, 


L st — 
et ile 


ma 
—— | 


Connector 


BNC 
Female 
Pushbutton 


ome ree 


75 


DC-500 MHz 


75 


BM10044 
BM10045 


0-65 dB in 1 dB 
Steps 
0-45.5 dB in .5 dB 
Steps 


50 


+— 


BM10040 | 


0-65 dB in 1 dB 
Steps 


5, 1, 2, 4, 8, 10, 
20 dB 


1, 2, 4, 8, 10, 20, 
20 dB 


1, 2, 4, 8, 10, 20, 
20 dB 


+/- .5 dB 
+/- 1.3 dB 


Insertion 
Loss 
(Max) 


+/- .8 dB 


1.2 dB 


1dB 


50 


DC-750 MHz 


50 


BM10041 
BM10042 


0-45.5 dB in .5 dB 
Steps 
0-102 dB in 1 dB 
Steps 


- 


0-82.5 dB in .5 dB 


9, 1, 2, 4, 8, 10, 
20 dBi 
1, 2, 3, 6, 10, 20, 
20, 20, 20 dB 
.0; 1,2; 9) 6, 10, 


+/- .3 dB or 
1% 


+/- .75 dB 


50 | BM10043 


BM10046 
if 0-82.5 dB in .5 dB 
BM10047 Sens 


0-42 dB in 1 dB 
BM10048 sieee 


0-82.5dBin.5dB | 5, 1,2, 3,6, 10, 
BM10049 Steps | 20,20, 20 4B 
0-102 dB in1dB | 4, 2, 3, 6, 10, 20, 
BM10050 Steps 20, 20, 20 dB 
0-42dBinidB | 1,2,3.6, 10, 
BM10051 Steps 20 dB 


BM10052 ia in.5dB | .5, 1, 2, 3, 6, 10, 


ps 20, 20, 20 dB 
BM10053 


Steps 20, 20, 20 dB 
0-42 dB in 1 dB 125386, '10, 
20d 


50 Steps 


+/- 3.5 dB 


DC-500 MHz 


+/-6.25 dB 


+/- 1.0 dB 


$549.95 
$549.95 
$499.95 
$499.95 
$499.95 


+/- 1.5 dB 


DC-1 GHz 
+/- 1.0 dB 


0-102 dBinidB | 1, 2, 3,6, 10, 20, 
Steps 20, 20, 20 dB 


LO Power 
Conversion 
Loss (dB) 


RF Input 
Power 
(dBm CW) 


Frequency Range 
Type | Part# (dB Typical) 


BM13700 | 2-8 GHz 
BM13702 | 2-18 GHz 
BM13703 | 5-18 GHz 
BM13705 | 16-26 GHz 


BM13701 | 2-8 GHz 
BM13704 | 6-18 GHz 


P1 dB Third order 
Compression | Intercept Point 


£4 bie $419.95 | $394.75 
$539.95 | $507.55 
#1 +11 $599.95 | $563.95 


DC-2 GHz 
DC-.7 GHz 


DC-4 GHz 


1-4 GHz +4 +14 


2-8 GHz 


Triple 


Fundamental 
Isolation 


Conversion 
Loss 
(dB) 


RF Input 
Power 
dBm CW 


Input Drive 
Level 
(dBm) 


Frequency Range 
Connector Part # 
BM13725 


1,5-5 GHz 
2-6 GHz 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


| $439.95 | $413.55 | 
| $459.95 | $432.35, 


3-10 GHz 
4-12 GHz 
8-18 GHz 
18-26 GHz 


+11 to +13 


Phone 949.756.1600 
Fax 949.756.1601 
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Voltage Rating: 200 Volts 


DC Blocks 


Operating 
Connector Type }Ohm Block Type Frequency Range | VSWR Temp. Range 25-49 


oe ae 


Sue 


Inner/Outer 


BM13012 7 KHz-26.5 GHz 


.75 dB Max. 


BM13014 10 MHz-26.5 GHz 


.5 dB Max. 


.75 dB Max. 


-35°C to +85°C 
-65°C to +125° Co 
-65°C to +125°C 


.5 dB Max. 


-65°C to +125°C 


BM13016 
BM13017 


10 MHz-40 GHz 


Inner 
BNC Outer 


Inner 


.5 dB Max. 


-65°C to +125°C 


| 75 dB Max. 
5 dB Max. 


-65°C to +125°C 
-65°C to +125°C 


10 MHz-4 GHz 


.5 dB Max. 


BM13002 
BM13024 


75 Ohm BNC 75 Outer 
Inner/Outer BM13026 


BM13025 100 MHz-4 GHz 


.5 dB Max. 
.5 dB Max. 


~65°C to +125°C 


-65°C to +125°C 
-65°C to +125°C 


.5 dB Max. 


-65°C to +125°C 


.5 dB Max. 
.5 dB Max. 


-65°C to +125°C 
-55°C to +80°C 


: Inner 
pe | ee [ee as 
eeinner | 
Teme Ee 
c= 


Inner/Outer 


Connect 


isolator & Circulator 


ector Frequency Average | Peak 
Type Part # 
Type eo Power 


10 MHz-2 GHz 


BM13021 
BM13022 


.5 dB Max. 


-65°C to +80°C 


.5 dB Max. 
.6 dB Max. 


-55°C to +80°C 
-65°C to +125°C 


10 MHz-18 GHz 


.6 dB Max. 


-65°C to +125°C 


BM13018 


.6 dB Max. 
.5 dB Max. 


-65°C to +125°C 
-65°C to +125°C 


BM13019 


100 MHz-4 GHz 


.5 dB Max. 


-65°C to +125°C 


BM13020 
BM13006 


.5 dB Max. 
.5 dB Max. 


-65°C to +125°C 
-65°C to +125°C 


BM13007 


10 MHz-18 GHz 


.5 dB Max. 


-65°C to +125°C 


BM13008 
BM13009 _— 


.5 dB Max. 
.75 dB Max. 


~65°C to +125°C 
-65°C to +125°C 


$149.95 
$144.95 


Sere tE 10 MHz-18 GHz 


.15 dB Max. 


65°C to+125°C | $169.95 


$159.75 


.75 dB Max. 


-65°C to +125°C 


He ill Isolation 


$219.95 


$206.75 


| 4-2GHz | BM13301 | 75 | $489.95 | $460.55 

2-4 GHz BM13303 | |_ $329.95 | $310.15 

4-8 GHz BM13305 i $189.95 | $178.55 
7-12.4GHz | BM13307 | 25 $169.95 | $159.75 

8- ae GHz BM13309 1.45:1 a? Pa $199.95 | $187.95 
BM13311 5 20 $169.95 | $159.75 

ee 5GHz | BM13313 10 $189.95 | $178.55 
$419.95 | $394.75 
1.7-2GHz | BM13328 | 150 350 1.25:1 40 20 $299.95 | $281.95 

2-4 GHz 50 1.30:1 50 18 $339.95 | $319.55 

20 1.25:1 40 20 $189.95 | $178.55 
his i 5-11GHz | BM13327 140:1 | 80 15 $199.95 | $187.95 
7-12.4GHz | BM13306 1.25:1 50 20 $169.95 | $159.75 
8-18 GHz BM13308 30 1451 | o.80- 04s 16 $189.95 | $178.55 

| 14-18GHz | BM13310 | 20. S162 88 $159.75 

| 18-26.5GHz | BM13312 | 10 $189.95 | $178.55 
__21.2-236GHz | BM13314 [1 $149.95 | $140.95 
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Frequency 


100 kHz-1 GHz BM13505 


BM13500 
BM13503 
BM13502 
BM13504 


100 kHz-2.5 GHz 


Zero Bias Schottky 


aN 
/ 
(Fe 


Positive 


BM13516 
‘| BM13517 

BM13518 | 
BM13519 
BM13515 
BM13520 
BM13521 


5-1 GHz 
1-2 GHz 
2-4 GHz 
4-8 GHz 
6-18 GHz 
8-12 GHz 
8-16 GHz 
8-18 GHz 
18-26.5 GHz 


4 


Biased Schottky 


Negative 


| BM13512 
BM13522 
BM13507 
BM13545 
BM13508 
BM13509 
BM13510 
BM13511 
BM13513 
BM13514 
BM13506 


.01-2 GHz 
.01-2 GHz 
.01-4 GHz 
.01-12.4 GHz 
.01-18.5 GHz 
.01-26.5 GHz 
2-4 GHz 
2-8 GHz 
2-18 GHz 


50 


Zero Bias Schottky 


Positive 


RF Input 
Power 


25-49 
(dBm CW) 


$338.35 
$310.15 
$328.95 
$357.15 
$291.35 


Ks $140.95 


$131.55 
$150.35 
$272.55 
$272.55 


$310.15 


Negative 


uo | 


$300.75 
$319.95| $300.75 


$299.95 $281.95 


Frequency Leakage @ 1W CW | Insertion Loss | VSWR 
5-1 GHz BM13534 4 
5-2 GHz BM13535 +19 5 1.40:1 
1-2 GHz BM13536 4 j 
2-4 GHz BM13537 +18.5 8 Rts 
2-8 GHz BM13538 +16 1.2 pe 
2-18 GHz BM13539 Pin-Pin Diode +18 2.5 2.20:1 
BM13540 1.2 1.50:1 $319.95 
6-18 GHz BM13541 2.2 2.00:1 
7-12 GHz BM13542 +16 1.5 1.80: $328.85 | S310 
8-16 GHz BM13543 2.0 2.00:1 $339.95 
Shia 11-18 GHz BM13544 2.2 2.20:1 
BM13523 5 1.40:1 
BM13524 8 | $309.95| $291.35 | 
BM13525 oy 6 1,50:1 
BM13526 8 | $309.95 | $291.35 
2-8 GHz BM13527 1.4 1.60:1 
2-18GHz | _BM13528 | Pin-Schottky Diode ci 2.5 
4-8 GHz BM13529 q im 14 
6-18 GHz BM13530 2.5 
7-12 GHz BM13531 2.0 
8-16 GHz BM13532 +12 2.2 
11-18 GHz BM13533 $379.95 


Bracke Manufacturing, LLC 
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Octave 


5-4 GHz |BM80448 | 10 +7 1.25 dB | 
: BM80449 | 20 +/- 1.25 dB “10: 10: Ey >229. 9216.15 
BM80450 | 30 +/- 1.25 dB ; o229. $216.15 
BM80451 | 6 +/- 1.00 dB 15: She i $229. 9216.15 
BM80452 | 10+/-1.25 dB >229. $216.15 
: BM80453 | 20+/-1.25dB | 1.10: 10: 
__ | BM80454 | 30 +/- 1.25 dB | 95 |$216.15 
BM80455 | 6 +/- 1.00 dB 80 | +h. 95 |$216.15 
| BM80456 | 10 +/- 1.00 dB $229. 9216.15 
| BM80457 | 20 +/- 1.25 dB | ae .95 |$216.15 
BM80458 [ 30 +/- 1.25 dB ; 95 |$216.15 
BM80459 | 6 +/- 1.00 dB ; $229.95 [$216.15 
BM80460 | 10 +/- 1.25 dB $216.15 
BM80461 | 20 +/- 1.25dB $216.15 
|_BM80462 | 30 +/- 1.25 dB $216.15 
| BM80463 | 6 +/- 1.00 dB 
BM80464 | 10 +/- 1.00 dB 
BM80465 | 20 +/- 1.25 dB 
BM80466 | 30 +/- 1.25 dB 
BM80467 | 6 +/- 1.00 dB 
BM80468 | 10 +/- 1.00 dB 
BM80469 | 20 +/- 1.00 dB 
BM80470 | 30 +/- 1.00 dB 
BM80471 | 6 +/- 1.00 dB 
BM80472 | 10 +/- 1.25 dB 
BM80473 | 20 +/- 1.25 dB 
BM80475 | 6 +/- 1.00 dB 
BM80476 | 10 +/- 1.00 dB 
BM80477 | 20 +/- 1.00 4B | 
BM80478 | 30 +/- 1.00 dB | 


BM80501 | 10 +/-1.00dB : 
BM80502 | 20+/- 1.00 dB | o $495.95 |3466.19 


Directional 
_|Couplers 
Coupling 
Connector Laie ed (with Frequency itivi ‘ 1-24 25-49 
age: Sensitivity Max) 
26-40 GHZ BM80503 | 10 +/-1.00dB : : |$899.95 |$845.95 
Female | BM80504 | 20 +/- 1.00 dB Nite: ‘tee : , |$899.95 |$845.95 
| BM80447 | 6 +/- 1.00 dB 153 15; j 9229.95 |$216.15 


2.6-5.2 GHz 


SMA Female 


4-8 GHz 


7-12.4 GHz 


7.5-16 GHz 


12.4-18 GHz 


Se Oe eee mr 


High Power 
Directional 


Coupling 
(with Frequency Sensitivity 
Sensitivity Max) (dB Max) 


BM80479 | 35 +/-1.00dB 20: $1,299.95 
BM80480 15: $899.95 
BM80481 $899.95 | 
BM80482 ry $1,199.95 
BM80483 25: $899.95 
BM80484 30: | $899.95 
NFemale | 45-45 GHz | BMg0485 | 70" 1:000B F—7'55, +65 10K [$1,099.95 
| 28GHz | BM80486 +/- 60 | |_$1,299.95 
7-11 GHz_| BM80487 +50 $1,199.95 
5-11GHz | BM80488 . 
4-12 GHz | BM80489 +/- 65 |_ $1,099.95 | $1,033.95 
1-11 GHz BM80490 35 +/- 1.50 dB +/- 1.25 $1,699.95 | $1,597.95 


Frequency 
Range 


Bracke Manufacturing, LLC 
PO Box 12319 
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Broadband 
Directional 
Couplers 


Coupling tod a 
Connector pas ret (with Frequency sible 
anus Sensitivity Max) (dB Min) 


BM80494 | 6+/-.80dB 
BM80495 | 7 +/-.80dB 


BM80496 | 8+/-.80dB 


N Female | .698-2.7 GHz| BM80497 | 10 +/- 1.00 dB 17 $54.95 


ara 
BM80498 | 15 +/- 1.00 dB $54.95 
ee 20 +/- 1.20 dB 54.95 


BM80500 | 30 +/- 1.20 dB 


fA 


281.95 
281.95 
BM80425 | 20 +/- 1.00 dB 281.95 
281.95 
422.95 
281.95 
| BM80427 10 +/- 1.00 dB 281.95 


— 


BM80423 | 6 +/- 1.00 dB 


© 
oa 


wf 
NO 
oO 
oO 


BM80424 | 10 +/- 1.00 dB 


BM80491 | 30 +/- 1.00 dB A P 


BM80436 | 10 +/- 1.00 dB ; 9.95 


Lf vf 
Sl¢els 
oO <e) 
o oO 
<2] ce) 
a oi 


BM80426 | 6 +/- 1.00 dB ; : 


BM80428 | 20 +/- 1.00 dB 281.95 
BM80437 | 10 +/- 1.00 dB 939.95 
939.95 
939.95 
281.95 


foo 


H 


1-18 GHz | BM80438 | 16 +/- 1.00 dB $999.95 


A | A 


BM80439 | 20 +/- 1.00 dB $999.95 


Lf 


BM80429 | 6+/- 1.00 dB 
BM80430 | 10+/- 1.00 4B $299.95 |$281.95 
ee | BMso431 | 20 +/- 1.0008 | 281.95 
} | pmgo440 | 6 +/- 1.0048 939.95 
BM80444 | 10 +/- 1.00 4B . 939.95 
 wigschac nay (Hae 939.95 
' pmg0443 | 204/100 48 939.95 
99 


A 


fA 


2-18 GHz 


“An 


Ff 


BM80432 | 6+/- 1.00 dB $299.95 |$281.95 
4-12.4 GHz | BM80433 | 10 +/- 1.00 dB $281.95 


BM80434 L 20 +/- 1.00 dB 2 $299.95 |$281.95 

BM80444 | 6+/- 1.00 dB ; $449.95 |$422.95 

4-18 GHz | BM80445 | 10 +/- 1.00 dB $449.95 |$422.95 

BM80446 | 20 +/- 1.00 dB j $422.95 
tas 

6-18 GHz | BM80492 | 20+/- 1.25 dB 339.95 

299.95 | $281.95 


Af 
N 
© 
Oo 
ice) 
a 


on 


£ 


“A 


7-18 GHz | BM80435 | 10 +/- 1.25 dB 
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90 Degree 
Hybrids 


Connector 


Frequency 


Range 


0.5-1:0 GHz 
1.0-2.0 GHz 


Coupling 


(with Frequency 
Sensitivity Max) 


BM80063 


BM80064 


2.0-4.0 GHz 
2.0-8.0 GHz 
2.6-5.2 GHz 


SMA Female 


4.0-12.4 GHz 
6.0-12.4 GHz 
7.5-16.0 GHz 
12.0-18.0 GHz 


Dual 
Directional 
Couplers 


Rane 
Range 


0.5-1 GHz 


1-2 GHz 


2.6-5.2 GHz 


SMA Female 


7-12.4 GHz 


8-16 GHz 


BM80403 


BM80404 


BM80065 


Frequency 
Sensitivity 
(dB Max) 


Isolation 
(dB Min) 


Balance 
(Max) 


$289.95 
$289.95 
$299.95 


BM80071 


BM80066 
BM80067 


$339.95 


$272.55 


$281.95 
$319.55 


$329.95 


$310.15 


$329.95 


$310.15 


BM80072 


3.5 +/- .4 dB 


BM80068 
BM80069 


BM80400 


BMs80070 


10 +/- 1.25 dB 


BM80401 
BM80402 


20 +/- 1.25 dB 
30 +/- 1.25 dB 


10 +/- 1.25 dB 


20 +/- 1.25 dB 


BM80405 


30 +/- 1.25 dB 


BM80406 
BM80407 


10 +/- 1.25 dB 


20 +/- 1.25 dB 


BM80408 


30 +/- 1.25 dB 


BM80409 


10 +/- 1.25 dB 


BM80410 
| eae 


20 +/- 1.25 dB | 1.30:1 


=e 


BM80411 


30 +/- 1.25 dB 


3.4 +/- .8 dB 


3.6 +/- .8 dB 


Prose) hE) 1 - 


BRACKE MANUFACTURING 


OQ 


$399.95 | 
$369.95 


Power | Power 


$369.95 
$329.95 


1-24 


(4B Min) | Watts)| (Watts) 


BM80412 


BM80414 


10 +/- 1.25 dB 


4-8 GHz BM80413 | 20 +/- 1.25 dB 


30 +/- 1.25 dB 


BM80415 


10 +/- 1.25 dB 


BM80416 


20 +/- 1.25 dB 


1.35:1 ere 


BM80417 


30 +/- 1.25 dB 


BM80418 


10 +/- 1.25 dB 


BM80419 


20 +/- 1.25 dB 
30 +/- 1.25 dB 


12.4-18 GHz 


BRACKE 


BM80420 | 
BM80493 


10 +/- 1.25 dB 


BM80421 


20 +/- 1.25 dB 


BM80422 


30 +/- 1.25 dB 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


Phone 949.756.1600 


949.756.1601 


$449.95 
$449.95 


$310.15 


$422.95 
$422.95 


$449.95 


$449.95 


$422.95 
$422.95 


$449.95 


$422.95 


$449.95 
$449.95 


$422.95 
$422.95 


$449.95 


P 
$449.95 


$422.95 
$422.95 


$449.95 
$449.95 
$449.95 


$422.95 
$422.95 
$422.95 


$449.95 


$422.95 


$449.95 


$422.95 


$449.95 


$449.95 


$422.95 
$422.95 


$449.95 


$422.95 


$422.95 


ores 
$449.95 
$449.95 
$449.95 
$449.95 
$449.95 
$449.95 


$422.95 


www.brackemfg.com 
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Resistive 
Power 
Dividers 


Insertion 
Loss 
(dB Max) 


Amplitude 
Balance 
(dB Max) 


Frequency 


Range Balance 


Connector 


DC-12.4 GHz BM80045 
2.92mm DC-18 GHz BM80046 1.30:1 | $339.95 | $319.55 | 
DC-26.5 GHz BM80047 | $479.95 | $451.15 | 
4 DC-12.4 GHz BM80041 
DC-18 GHz 5 BM80040 1.35:1 Daniat 
DC-6 GHz BM80042 sob) 
DC-12.4 GHz BM80043 wie 
DC-18 GHz BM80044 $281.95 
DC-12.4 GHz BM80039 $ 
DC-18 GHz BM80038 ‘| 


Insertion | Amplitude 


Frequency Isolation 

Connector Range (dB Min) Loss ean 
1-175 MHz BMS0026 || 150%] 22) 2) 15) ) DA 
2-500 MHz 2 BM80010 
2-200 MHz 3 BMs0023 | 1351 | 20 | 20 | | $239.95 | $225.55 | 
sete (4 | BMa0021 22 $239.95 | $225.55 
2-500 MHz 8 | _BMs0011 20 
12 BM80007 | 1.50:1 25 it B80) 
10-4000 MHz L__2__|__BM0000 Peas ga 
4 BM80022 | 1.70:1 
2 BMs80058 | 1.25:1 20 94) = a eg 
Nremale | 727GHz [3 | BMa0078 [4.3011 os | 06 [5 Watts “| $109.95 | $103.35 
4 BM80059 | 1.25:1 [6C| SS 10 Watts | $123.95] $116.51 | 
8-12.4 GHz BM80056 eet ft | 30 Watts | $499.95| $469.95 | 
DC-4.2 GHz BM80075 | 1.15:1 6.2 3/4 Watt 
iOMH2-2GHZ | 5 Pita? 
5-500 MHz BM80077 | 1.25:1 25 
54 Gus BM80024 | 1.20:1 
4 BM80012 | 1.30:1 20 40 he 
4-2 GHz 2 BM8s0001 425-1 22 25 $187.95 
4 BM80013 cy 60 10 Watts 
1-20 GHz 9 BM80048 | 2.00:1 7 1.10 0.4 
saehy BM80002 tet fa = | 
“ BM80014 | 1.40:1 ee OR 
26GHz | _ 6 Bmso0e1 | 160:1 | 18 | 15 | 1 ‘| 30Watts | $599.95| $563.95] 
Gapienl tee 2 | BMs0003 | 7.351 pe $279.95 | $263.15. 
4 | BMe001s | 46, [18 | 10 [05 
pions. a2 | Bmsoond | ee [4.00 fv nO 
4 BM80016 | 1.70:1 | 05 | 20Watts | $749.95] $704.95 | 
i ae aL Z BM80005 | 1.40:1 20 A —22 | 20 watts | $248.95 | $254.98 
ba hia 4 BM80017 | 1.45:1 19 6 3 OS at 
7-12.4 GHz 2 BMs80006 | 1.50:1 20 $225.55 
8-12.4 GHz 4 | BMs001 1.45.1 | $329.95 | $310.15 | 
2 BM80008 | 1.40:1 
8-18 GHz 4 | BM80019 | 1.50:1 | $439.95| $413.55 | 
8 054 | 1.60: 
Biciie 2 BM80009 | 1.40:1 
4 BM80020 | 1.50:1 
TNC Female 2-4.2 GHz 2 BM80060 | $129.95| $122.15 | 
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Frequency Voltage ae 
aes sm] we om | 


1.6/5.6 | DC-2.5 GHz BM14071 1.30: Failsafe 
[3.5mm |DC-26.5 GHz 5 BM14069 |< 1.80.1 Terminated 
era @ Surge Protected 

450 MHz Surge Protected 


Failsafe 
Failsafe 
Failsafe 
Hot Switch, Latching, Indicators 

Failsafe, Indicators 
Failsafe 


$369.95 $347.75 
$359.00 $337.46 
$499.95 $469.95 


$1,899.95 | $1,785.95 
$249.95 $234.95 


$179.95 $169.15 


30MHz-1.6 | 60 | BM14007 | ae 
GHz 50 | BM14008 
50 | BM14053 12 

| P 
Dc-4GHz | 50 | Bm140sa | °° | SPOT 
50 BM14048 |Transfer) DPDT 
DC-8GHz | 50 | BM14052 
01-18 GHz | 50 | BM14061 et 
DC-3GHz | 50 | BM14068 12 


28 


DC-4GHz | 50 | BM14065 sh Toe Latching, TTL, Terminated $189.95 $178.55 
50 | BM14067 | Relay | 5 PORT $249.95 | $234.95 
50 BM14066 SP3T t tees Pty Indicators, Normally, $599.95 $563.95 
SMA | uppression Diode 
DC-18 GHz | 50 | BM14062 28 Failsafe $249.95 $234.95 
50 | BM14058 pEDT Latching, Self Cut Off, Indicators $669.95| $629.75 


50 | BM14064 [Transfer] DPDT 12 Self Cut Off, Latching, Indicators $449.95 $422.95 
50 | BM14070 | 700 24 | 1.401 Latching $369.95| $347.75 
DC-22 GHz 


50 | BM14063 | °°? 28 | 1.2011 Failsafe $329.95| $310.15 


Surge Protectors 


Frequency VSWR 


| —-BNCFemale =| _~—-C-3GGHz BM13900 

| NG Female | Female DC-3 GHz BM13901 2, a 

. F Female DC-3 GHz a BM13902 200 
F Female DC-3 GHz BM13903 2,000 oe, 
N Female DC-3 GHz BM13904 200 pK 

| BM13905 2,000 
: N Female Bulkhead DC-3 GHz BM13906 200 
N Female Bulkhead DC-3 GHz BM13907 2,000 
Replacement Cartridge DC-3 GHz om ae ee 
Replacement Cartridge DC-3 GHz BM13909 


Equalizers 


SMA, 2-18 GHz 


DC Lineri VSWR DC Lineri ae 
| | SARS SE 
-[BM13800.3 $769.95 | $723.75 oa ach 
$769.95 
BM13800. 5 Negative $769.95 ; 1.80:1 
BM13800.6 Slope "| $769.95 | 
BM13800.7 $769.95 é 


BM13800.8 


Bracke Manufacturing, LLC 
PO Box 12319 
BRACKE Newport Beach, Ca 92658 
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2.4mm Connectors 


Cable Type Attachment 25-49 
BM60543 $69.95] $65.75 


2.4mm Female Bulkhead 


Cable Type Attachment 25-49 
RG405, RG405-Alum, 
BM60547 | Solder/Clamp| $79.95} $75.15 


[Catia pe | Pant [Aachen] +26 [258 


RG405, RG405-Alum, BM60426 


RG405-Flex 
BM60539 


RG405, RG405-Alum, 
RG405-Flex 


2.4mm Female Sparkplug, 
Accepts .012” Dia. Contact 


Passivated Stainless Steel Body 
BM61087__| $39.95] $97.55 


2.4mm Male Sparkplug, Accepts 
.012” Dia. Contact 


ae eel Stainless Steel Body 
BMe1088 | $49.95) $46.95 


2.4mm Male 2 Hole Panel Mount 
Extended Dielectric, .024” Round 
Contact 


Passivated Stainless Steel Body | $69.95| $65.75 
BM61089 | $69.95) $65.75 


Gold Plated Contact 


2.4mm Male .500” Panel Mount 
Extended Dielectric, .024” Round 
Contact 


Materials 25-49 
Passivated Stainless Steel Body 


2.4mm Female 2 Hole Panel 
Mount, Stripline Circuits .011” X 
.003” Tab Contact 


Passivated Stainless Steel Body 


2.4mm Female .500” Panel 
Mount, Stripline Circuits .011” X 
.003” Tab x 


aS ae 25-49 
Passivated Stainless Steel Body 
Bm61092_| $77.95] $73.27 


2.4mm Male 2 Hole Panel Mount, 
Stripline Circuits .011” X .003” 
Tab Contact 


Passivated Stainless Steel Body BM61093 $94.95] $89.25 


Gold Plated Contact 


2.4mm Male .500” Panel Mount, 
Stripline Circuits .011” X .003” 
Tab Contact 


Passivated Stainless Steel Body 
Bm610s4 | $94.75) $89.07 


2.4mm Female 2 Hole Panel 
Mount, Extended Dielectric, .024” 
Round Contact 


Passivated Stainless Steel Body 
BM61095 | $79.95] $75.15 


2.4mm Female .500” Panel 
Mount, Extended Dielectric, .024” 
Round Contact 


75.4 
Passivated Stainless Steel Body 
BM61096 _| $79.95) $75.15 


2.4mm Female 2 Hole Panel 
Mount, Accepts .009” Dia. 
Contact 


Passivated Stainless Steel Body 
BM61240 


2.4mm Female End Launch, 
.062” Thick Board, .012” Round 
=o 


[Pate [1-24 [25.89 
i Steel Gold Plated Body 
BM61271 | $69.05] $65.75 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


BRACKE 
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Fax 949.756.1601 


www.brackemfg.com 
i sales@brackemfg.com 


2.92mm Connectors 


| Cable Type Attachment 
‘| RG402, RG402-Alum, 
[Rcwztex | BM60530 


| RG405, RG405-Alum, 
. Riera a... BM60739 |So!der/Clamp) $69 .95| $65.75 
[Semi-Rigid1te «| BMG 1328 $69.95] $65.75 


, PY U7] 
Cable Type Attachment] 1-24 | 25-49 


| RG402, RG402-Alum, 
| RG402-Flex BM60535 $79.95 $75.15 


| N 
[ncwsrix "| BMe0S4s |SoterClam| 79.95] $75.15 
[Semitisia ie | BM05s1 95) $75. 


. 


|___ Cable Type Attachment 
1 RG402, RG402-Alum, 
|Row2riex "(| BM60465 


“# 
~~ S 
= S 
~o 

oO 

“ 

~s 

on 

—_ 

a 


aw 

gs 

HH 

i 

aur) 

* g 

a 

> 

& 

3 

FA | HA 
ine] nN 
$ Sls 
Oo oO 
oi oi 
A | WM Ip 
Sey 
are © 
o on 


BM60427 | Solder 
|Semi-Rigid 118 = = ——«| BM60479 $33.95] $31.91 


} .012” Dia. Contact 


“ 


f 
i 
| 


Passivated Stainiess Steel Body 
LGold Plated Contact 


} 2.92mm Male 2 Hole Panel Mount, 
| Accepts .012” Dia. Contact 


J Materials al a 


old Plated Contact 


| 2.92mm Male .500” Panel Mount, 
| Accepts .012” Dia. Contact 


‘Materials 


Passivated Stainless Steel Body 
BM61021 | $24.95] $23.45 


| 2.92mm Female 2 Hole Panel 
| Mount, Accepts .012” Dia. 
| Contact 


ne ene net Body BM61022 | $24.95| $23.45 


Bracke Manufacturing, LLC 
PO Box 12319 


BRAcKkE Newport Beach, Ca 92658 


2.92mm Female .500” Panel 
Mount, Accepts .012” Dia. 
Contact 


0 


Materials 


Passivated Stainless Steel Body 
Gold Plated Contact 


2.92mm Male 2 Hole Panel Mount, 
.025” Round Contact 


Passivated Stainless Steel Body 
Bots Biaded onal ok BM61106 | $69.95} $65.75 


2.92mm Female End Launch, 
.062” Thick Board, .012” Round 
Contact 


Stainless Steel Gold Plated Body BM61261 $69.95| $65.75 


Gold Plated Contact 
1.85mm Connectors 


sine 


Cable Type Attachment 25-49 
RG405, RG405-Alum, BM60422 $69.95] $65.7 
BM60549 $69.95| $65.7 


RG405-Flex 


Semi-Rigid 047, Semi-Rigid 


047-Alum, Semi-Rigid 047-Flex 
Materials 1-24 | 25-49 
Passivated Stainless Steel Body 


1.85mm Male Sparkplug, Accepts 
.009” Dia. Contact 


Passivated Stainless Steel Body 


1.85mm Female 2 Hole Panel 
Mount, Accepts .009” Dia. 
Contact 


Passivated Stainless Steel Body 


1.85mm Female End Launch 
.062” Thick Board, .012” Round 
Contact 


Materials Part # 
Stainless Steel Gold Plated Body 
Gold Plated Contact BM61264 


Phone 949.756.1600 
Fax 949.756.1601 


1.85mm Male 


1.85mm Female Sparkplug, 
Accepts .009” Dia. Contact 


1-24 | 25-49 


124 | 
$65.7 


www.brackemfg.com 
sales@brackemfg.com 


145 


QN Connectors 


RG9, RG214, RG225, RG393 BM60606 $17.95) $16.87 


ROSE ROI ROS) ROSA BMGOGAS $16.95| $15.93 


RG400 
BM60604 $16.95| $15.93] 


QN Female Bulkhead 


Cable Type ae 25-49 
$18.95| $17.81 
ROO, RG214, RG225, RG393 $18.95] $17.81 


RG55, RG141, RG142, RG223, $17.95| $16.87 


RG400 


RG58 


BM60602 
BM60635 
BM60600 

| BM60632 


Crimp 


RG402, RG402-Alum, 


RG402-Flex Solder 


RG55, RG141, RG142, RG223, 
RG400 

RG58 

RG8, RG213 

RG9, RG214, RG225, RG393 
LMR-240, RG8X 

LMR-400 


RG402, RG402-Alum, 
RG402-Flex 


| BM60110 | 
BM60174 
BM61397 
BM61406 
BM60204 


Solder $22.95| $21.57 


QN Male Right Angle 


Cable Type Attachment 25-49 
RG55, RG141, RG142, RG223, 


RG58 BM60180 


RG8, RG213 BM60263 
RG9, RG214, RG225, RG393 BM60220 
BM61404 
BM61399 


BM60264 


LMR-400 
RG402, RG402-Alum, 
RG402-Flex 


Solder $24.95) $23.45 


QN Female Press Mount, .080” 
Round Contact 


Se RT es ei 25-49 
Brass Tri-Metal Plated Body 
SE anon [5 $16.95) $15.93 


QN Female Panel Mount, Solder 
Cup Contact 


Brass Tri-Metal Plated Body BM61224 $16.95| $15.93 


Gold Plated Contact 

Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 
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QN Female Bulkhead Front 


Mount, Solder Cup Contact 


| _____ Materials |__—Part# ‘| 1-24 | 25-49 
Brass Tri-Metal Plated Body | BM61225 | $15.95| $14.99 


Gold Plated Contact 
HN Connectors 


RG14, RG217 
RG17, RG218 
RG55, RG58, RG141, RG142, 
RG223, RG400 

RG59, RG62 

RG8, RG, RG213, RG214, 
RG225, RG393 

RG55, RG142, RG223, RG400 
RG58 
RGB, RG213 
RG9Y, RG214, RG225, RG393 


BM60400 
BM60402 


BM60267 
BM60298 
BM60253 


BM60069 
BM60001 
BM60033 


BM60044 


"$42.25 
$18.75 
$23.45 
$14.99 


Clamp 


5| $20.63 
5| $23.45 


Crimp 


HN Male Right Angle 


Cable Type aaa | re 
RG55, RG58, RG141, RG142, | BM60274 | 4 $39.95 
BM60256 $39.95 


RG223, RG400 
RG8, RGY, RG213, RG214, 

Cable Type Attachment 
RG8, RGY, RG213, RG214, 


RG225, RG393 
HN Female 1.188” Panel Mount, 
Solder Cup Contact 


Brass Nickel Plated Body 
BM60818 | $13.95 
HN Female Bulkhead Rear Mount - 


H tically Sealed, Solder L 
CoRenr y veale older Lug fi 


[Wwatafats an] 1 
Brass Nickel Plated Body 

BMe0819 | $20.95 
HN Female Quick Change 4 Hole 


Panel Mount, Slotted Contact 
Terminal for Watt Meter 


Brass Nickel Plated Body 
BM61245 | $26.95 


Phone 949.756.1600 
Fax 949.756.1601 
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BMA Connectors 


_ | BMA Jack Floating Panel 
_ | Mount Feedthru, Rear Mount 


=, 2528 
RG55, RG141, RG142, RG223, 
. BM60603 $19.95| $18.75 
rimp 


| BM60851 $19.95| $18.75 
BM60904 $19.95] $18.7 


BMA Jack Bulkhead Rear 
‘| Mount 


N 
7” Cable Type Part# | Attachment 25-49 
RG402, RG402-Alum, BM60849 sate $19.95| $18.75 


1 RG402-Flex 
RG405, RG405-Alum, 
jacaneri (| BM64215) $29.95] $28.15 


BMA Jack 2 Hole Panel Mount 


|___Catietype | Part# [attachment] 1-24 | 25-49 | 


= 
Siicses pedis narletame feae0221| 


| RG402, RG402-Alum, 
|acaein BM61216 $24.95] $23.45 
A) ’ um, - 


. 


1 Rass, ROt4t. RO142, RG223, | Banco693 $23.95| $22.51 
| RG174,RG188,RG316 | BM60850| CMP | $23.95] $22.51 
BM60877 | $23.95| $22.51 

| RG402, RG402-Alum, 

Vacwzre BMeos19| | $19.95) $18.75 
| RG405, RG405-Alum, 

ici | BM60847 $29.95| $28.15 


BMA Plug .500” Panel Mount 
| Extended Dielectric, .050” Round 


. Brass Nickel Plated Body 
‘Teserutesconacr | BMt162_| $13.95] $13.11 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


b BMA Jack .500” Panel Mount 
_ | Extended Dielectric, .050” Round 
_ | Contact 


| Passivated Stainless Steel Body 
|Gold Plated Contact 


™ 


| 


seas zach 


BMA Jack P.C. Mount, .050” 
Round Contact 


BMA Plug P.C. Mount, .050” 
Round Contact 


Brass Gold Plated Body | BM61229 | 
BM61229 | $13.95] $13.11 


BMA Plug Right Angle P.C. 
Mount, .050” Round Contact 


[Materials | Patt] 
Brass Gold Plated Body | BM61230_— 
Gold Plated Contact BM61230 


1-24 | 25-49 


| 1-24 | 25-49 | 


BMA Jack 2 Hole Panel Mount 
Extended Dielectric, .050” Round 
Contact 


Brass Gold Plated Body 
[GosPisedconact BMG 1291_| $18.05] $17.81 


BMA Plug 2 Hole Panel Mount Ln 
Extended Dielectric, .050” Round 


Contact Ma; 


25.49 
Brass Gold Plated Body 
[GosPisedconact”___—_——_—|_BM61232_| $19.95] $18.75 


BMA Plug Hermetically Sealded, 
.020” Round Contact 


Passivated Stainless Steel Body 
Gold Plated Contact 


ewesast_ [51508] 676 


BMMA Connectors 


BMMA Plug Press Mount, .015” 
Round Contact 


| Materials, | Part | 1-24 | 25-49 | 
Passivated Stainless Steel Body 
BM61236 | $24.95] $23.45 


Phone 949.756.1600 


ay www.brackemfg.com 
Fax 949.756.1601 . 
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10-32 Connectors 


10-32 Female 


segs 95 
$16.95 


RG174, RG188, RG316 
RG178, RG196 
RG178, RG196 


/BM60415| | $19.95] $18.75 
BM60391 P |$19.95! $18.75 
BM60210| Crimp | $19.95| $18.75 


RG174, RG188, RG316 
RG178, RG196 
RG174, RG188, RG316 
RG178, RG196 


10-32 Male Right Angle 


RG174, RG188, R' 
G316 BM60156 | siege $14.99 
RG178, RG196 BM60163 $18.95} $17.81 


10-32 Female Bulkhead Front 
Mount, Solder Cup Contact 


Brass Nickel Plated Body 
Bmeto14 | $14.95] $1405 


10-32 Female Bulkhead Rear 
Mount, Solder Cup Contact 


Eee ea 25-49 
Brass Nickel Plated Body 
BM61015 | $19.95] $18.75 


10-32 Female P.C. Mount, .050” 
Round Contact 


Brass Nickel Plated Body 
BMe1016 | $13.95] $13.11 


10-32 Female Right Angle P.C. 
Mount, .050” Round Contact 


tan sh eaten nae 25-49 
Brass Nickel Plated Body 
BMe1017 | $17.95] $1687 


* Beaekee Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 
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Mini UHF Connectors. 


Mini UHF Female 


RG174, RG188, RG316 ss sr 
Dee helt uneaee RG223, | Baigo759 Grima 


BM60762 


Crimp [sss 95 FZ 47 


Mini UHF Female Bulkhead 


RG174, RG188, RG316 


RG55, RG141, RG142, RG223, 
RG400 


RG58 


BM60791 


BM60771 


Mini UHF Male Right Angle 


RG174, RG188, RG316 


RG55, RG141, RG142, RG223, 
RG400 


RG58 


RG174, RG188, RG316 


RG55, RG141, RG142, RG223, 
RG400 


RG58 


BM60601 
BM60598 


| $3.95] $3.71) 


Mini UHF Female Bulkhead P.C. 
Mount, .040” Round Contact 


25.49 | 
Brass Nickel Plated Body | $5.59 
BM60893 cs 


Mini UHF Female Bulkhead Rear 
Mount, Solder Cup Contact 


25-49 
Ne Nickel Plated Body 
pM60e94 


Mini UHF Female Bulkhead Front 
Mount, Solder Sn Contact 


Cra Tia 
EPR art Nickel Plated Body 
BMG0895 


Mini UHF Female .626” Panel 
Mount, Solder Cup Contact 


| Materiais | Part | 1-24 [25-49 | 
Brass Nickel Plated Body "$5.95| $5.59 
BM60896 


Phone 949.756.1600 
Fax 949.756.1601 
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7/16 DIN Connectors 


| 7/16 DIN Female 


RG14, RG217 BM60408 


RG55, RG58, RG141, RG142, 
RG223, RG400 BM60283 
BM60260 


RG8, RG9, RG213, RG214, 
RG225, RG393 

RG55, RG142, RG223,RG400 | BM60081 
[Ross CS BMG0024 


RG8, RG213 BM60041 
RG9, RG214, RG225, RG393 BM60051 
RG401, RG401-Alum, BM60521 


RG401-Fliex 
BM60531 


RG402, RG402-Alum, Solder/Clamp 


RG402-Flex 


_ | 7/16 DIN Female 4 Hole Panel 


Mount 


____| BM60409 
RG8, RGY, RG213, RG214, BM60262 


RG225, RG393 


_ | RG14, RG217 

| RG55, RG58, RG141, RG142, 
_ | RG223, RG400 

" Se eneeg, MET RG9, RG213, RG214, 

_ _LRG225 ee ieee, GE 


BM60407 
ce. 


| BM60258 


{ BM60411 
| BM60272 


BM60255 
BM60075 
BM60011 
BM60038 | 
BM60048 | 


BM60515 
nl 


Saye 


a tm 


RG401-Flex 


= SM SS 


BM60526 
BM60709 


La 
i RG401, RG401-Alum, 
ry 
" 


RG405, RG405-Alum, 
_ | RG405-Flex 


7/16 DIN Male Low PIM 


‘{_Cabletye | Part# [attachment] 1-24 | 25-49 | 
Sree te | PMOTEAT| © Sonor | $2005] S25. 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


BRACKE 


7/16 DIN Connectors 


7/16 DIN Female 1.250” Panel 
Mount, Solder Pot Contact 


CE Nickel Plated Body 
Bm60s90 | $49.95] $46.95 


7/16 DIN Female 1.250” Panel 
Mount, With Threaded Contact 


25-8 
Brass Nickel Plated Body 
Bme0ss1_| $49.95] $46.95 


7/16 DIN Female Bulkhead Rear 
Mount, Solder Pot Contact 


25-8 
Brass Nickel Plated Body 

Bm60892 | $89.95] $84.56 

7/16 DIN Female Quick Change 


4 Hole Panel Mount, Slotted 
Contact i for Watt Meter 


Brass Nickel Plated Body 
Eee eee $69.95] $66.75 
7/16 DIN Male Quick Change 


4 Hole Panel Mount, Slotted 
Contact Terminal for Watt Meter 


Brass Silver Plated Body 
BM61256 | $89.95) $84.55 


FME Connectors 


FME Jack 


RG55, RG142, RG223, RG400 ra $5.95, $5.59 
RG58 BM61441 | $5.95) $5.59 


RG55, RG142, RG223, RG400 BM61439 Crim $7.95 $7.47 
RGSS BM60420 PP §7-05)" $7.47 


NMO Mount Connectors 


NMO Mount Female 


SONA 


RG58 BM61300 Crim $8.95| $8.41 
RG55, RG142, RG223, RG400 | BM61307 ‘ $8.95| $8.41 


Phone 949.756.1600 
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75 Ohm SMB Connectors 
Will not mate to 50 Ohm or Mini 75 Ohm SMB Connectors 


RG179, RG187 BM60390 
RG180, RG195 BM60392 
RG59, RG62 BM60394 
RG179, RG187 BM61325 


75 Ohm SMB Jack Bulkhead 


RG59, RG62 

RG179, RG187 
RG179, RG187 
RG180, RG195 


BM60384 
BM61323 
BM61317 | 
| BM60388 


75 Ohm SMB Plug 


RG59, RG62 
RG179, RG187 
RG59, RG62 
RG179, RG187 
RG180, RG195 


BM61326 
BM60405 
BM61321 
BM61315 
BM60414 


75 Ohm SMB Plug Right 
Angle 


RG59, RG62 BM60396 Clamp $19.95} $18.75 


RG179, RG187 BM60398 $15.95] $14.99 
RG180, RG195 BM61313 $16.95} $15.93 


75 Ohm SMB Jack Bulkhead 
Front Mount, Solder Cup Contact 


Brass Nickel Plated Body 
Bmet182_ | $10.95] $10.29 
75 Ohm SMB Jack Bulkhead 
Right Angle, Solder Cup Contact 


25.8 
Brass Gold Plated Body 

Bme1183 | $24.95] $29.45 

75 Ohm SMB Plug Bulkhead 
Front Mount, Solder Cup Contact 


Brass Gold Plated Body 
BM6t184 | $19.95] $18.75 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


75 Ohm SMB Jack P.C. Mount, 
.038” Round Contact 


75. 
Brass Gold Plated Body 
pmeris | $7.95] $7.47 


75 Ohm SMB Jack Right Angle 
P.C. Mount, .038” Round Contact 


~s 


| Materials Parte | 14-24] 25-49 | | 
Brass aac Plated Body | 
BM61186 | $14.95] $14.05 


SMP Connectors 


[cate yee | Pant [Atachnent] 1-26 [2540] 
RG405, RG405-Alum, BM60732 | 
BM60734 


RG405-Flex 
Semi-Rigid 047, Semi-Rigid 
047-Alum, Semi-Rigid 047-Flex 


SMP Female Right Angle 


RG405, RG405-Alum, 
RG405-Flex 
Semi-Rigid 047, Semi-Rigid 
047-Alum, Semi-Rigid 047-Flex 


SMP Male P.C. Mount End 
Launch, 12 GHz, .015” Round 


ee 
: 
Contact 


25.49 
Stainless Steel Gold Plated Body 
Bmertia | $7.95) $7.47) 


SMP Male Thread-In Shroud, 
.018” Dia. Pin, Limited Detent 


ah heii Materials, 1) i daa 25-49 | 
Passivated Stainless Steel Body 4 
amert72 | $185 $17.81] 


Mini SMP Connectors 


Mini SMP P.C. Mount End 
Launch, Full Detent .020” Round 
Contact 


7 ed | 
Brass Gold Plated Body } i 
BMG1242 | $14.95] $14.05]| 


i 


Phone 949.756.1600 
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Mini 75 Ohm SMB Connectors 
; Will not mate to Standard 75 Ohm SMB Connectors 


Cable Type Part# | Attachment 25-49 
BM60589| $9.95| $9.35 
BM60592 P | $11.95 $11.23 


~— | 


Mini 75 Ohm SMB Plug Right 
Angle 


spent Rotel Le BM60303/ | $11.95] $11.23 
BMG60586 P [$16.95] $15.93 


Mini 75 Ohm SMB Jack Bulkhead 
P.C. Mount, .020” Round Contact 


7S SS aera 
Brass Gold Plated Body 
Gold Plated Contact BM61174 $14.95) $14.05 


Mini 75 Ohm SMB Jack Bulkhead 
Right Angle, P.C. Mount, .020” 
| Round Contact 


a RES 75.49 
Brass Gold Plated Body 


Mini 75 Ohm SMB Jack End 
Launch .062” Thick Board, .030” 
-| Round Contact 


erate Gold Plated Sorty BM61176 | $12.95| $12.17 


Gold Plated Contact 


] Mini 75 Ohm SMB Jack End 
-Launch .042” Thick Board, .030” 
aad Round Contact 


ewe 
[Gcapeusceme | _—|_BMB117_| $12.95] $12.17 


_ | Brass Gold Plated a ell 
‘| Gold Plated Contact BM61178 5| $11.23 


| Mini 75 Ohm SMB Jack P.C. 
_| Mount, .038” Round Contact 


Brass Gold Plated Body 


fT Geacke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


BRACKE 


Mini 75 Ohm SMB Jack Right 
Angle P.C. Mount, .038” Round 
ee 


Poo Materials 2 OSS e| Part # 25-49 
Brass Gold Plated Body i cwciiad eat 
Gold Plated Contact BM61180 $12.95} $12.17 


75 Ohm N Connectors 


75 Ohm N Male 


RG11, RG144, RG216 
RG179, RG187 
RG59, RG62 
RGB 
RG11, RG144, RG216 
RG179, RG187 


RG59, RG62 BM60089 
BM60197 


RG11, RG144, RG216 BM60404 $18.95] $17.81 
RG59, RG62 BM60317 Clamp $18.95] $17.81 
$15.95| $14.99 


RG6 BM60229 


75 Ohm N Male 1” Panel Mount, 
Solder Cup Contact 


Brass Nickel Plated Body 
BMG0s61 | $12.95) $12.17 


75 Ohm N Female 1” Panel 
Mount, Solder Cup Contact 


PS: >"> Material eae 25-49 
Brass Nickel Plated ee 
pw609e2 | $8.95, $8.41 
75 Ohm N Female Bulkhead Front 


Mount, .380” Round Hole, Solder 
are Contact 


25.49 
Brass Nickel renin Te eS Body 

BM60983 

75 Ohm N Female Bulkhead Front 


Mount, .640” Round Hole, Solder 
Cup Contact 


25.49 
Brass Nickel Plated Body 
Bmese4 | $13.95] $13.11 
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RG14, RG217 BM60401 | $36.95) $34.73 

RG174, RG188, RG316 BM60341 $11.95) $11.23 

RG178, RG196 BM60699 $13.95} $13.11 

RG218 BM60412 | clamp $41.95! $39.43 

RG55, RG58, RG141, RG142, 

RG223, RG400 | BM60280 | | $10.95 $10.29 

RG59, RG62 __| BM60312 $10.95} $10.29 

RG8, RGY, RG11, RG213, 

RG214. RG225, RG393 BM60244 $10.95 $10.29 
Clamp, 

RGB, RGY, RG11, RG213, 

RG214, RG225, RG393 BM60245 Sten $15.95) $14.99 

RG174, RG188, RG316 BM60132 | $12.95] $12.17 

RG188-Double, RG316-Double | BM60703 | $13.95) $13.14 

No tat re | BMG00B2 crimp | 910.95] $10.29 

RG58 BM60020 $10.95} $10.29 

RGB, RG213 BM60040 | $9.95} $9.35 

RG9, RG214, RG225, RG393 BM60050 $9.95) $9.35 

RG402, RG402-Alum, 

RG402-Flex BM60473 $17.95 | $16.87 

RG405, RG405-Alum, Solder, 

RG405-Flex BM60443 Precision $17.95) $16.87 

Semi-Rigid 047, Semi-Rigid 

047-Alum, Semi-Rigid 047-Flex | BM60459 z $21.95| $20.63 

RG401, RG401-Alum, 

RG401-Flex BM60520 $14.95) $14.05 

RG402, RG402-Alum, 

RG402-Flex BM60528 | Solder/Clamp $13.95 $13.11 

RG405, RG405-Alum, 

RG405-Flex BM60541 $13.95} $13.11 


N Female Low PIM 


LMR-240, RG8X 
LMR-400 
LMR-600 


BM61377 
BM61386 
BM61398 


Crimp 


N Male Right Angle 


RG14, RG217 


RG174, RG188, RG316 
RG55, RG58, RG141, RG142, 
RG223, RG400 [ 
RG8, RG9, RG213, RG214, 

R228, ROSS BM60257 


RG174, RG188, RG316 BM61391 
RG188-Double, RG316-Double | BM61394 | 


—————}— 
RG55, RG141, RG142, RG223, 
RG400 BM60059 


RGSS ‘[BM60013 
RG8, RG213 |.BM60039 
RG9, RG214, RG225, RG393 BM60049 | 


RG402, RG402-Alum, BM60469 
ee Tv 


RG402-Flex 
RG405, RG405-Alum, BM60433 
oe ra 
BM60519 


BM60701 
| BM61305 | 


BM60275 


Solder 


RG405-Flex 
RG401, RG401-Alum, 
RG401-Flex 


Solder/Clamp 


N Connectors 


N Male Right Angle Low PIM 


Si 


) 
Cable Type Attachment 
LMR-100A, RG174, RG188, RG316 | BM61430 $14.95| $14.05 
LMR-240, RG8X BM61375 


| $13.95| $13.11 
LMR-400 BM61384 
BM61396 


Crimp 


| $13.95| $13.11 
LMR-600 $18.95) $17.81 


N Female Bulkhead 


a XS 
Cable Type Attachment 
RG174, RG188, RG316 BM60348 $13.95} $13.11 


178,RG196 BM60695 
BM60285 
BM60250 


BM60140 
BM60689 
BM60691 


| BM60066 
BM60026 


BM60052 


RG178, RG196 

RG55, RG58, RG141, RG142, 
RG223, RG400 

RG59, RG62 

RG8, RGY, RG11, RG213, 
RG214, RG225, RG393 
RG174, RG188, RG316 
RG178, RG196 
RG188-Double, RG316-Double 
RG55, RG141, RG142, RG223, 
RG400 

RG58 

RG8, RG213 

RG9, RG214, RG225, RG393 
RG405, RG405-Alum, 
RG405-Flex 

RG402, RG402-Alum, 
RG402-Flex 

RG401, RG401-Alum, 
RG401-Flex a 
RG402, RG402-Alum, 
RG402-Flex 8.5 
RG405, RG405-Alum, 
RG405-Fiex 


Solder, 
Precision 


LMR-100A, RG174, RG188, RG316 | BM61434 


LMR-240, RG8X _ 
LMR-400 


LMR-600 


BM61379 
BM61389 
BM61400 


RG174, RG188, RG316 
RG55, RG58, RG141, RG142, 
RG223, RG400 

RG8, RGY, RG11, RG213, 


RG214, RG225, RG393 

RG174, RG188, RG316 

RG55, RG141, RG142, RG223, 
RG400 

RG58 

RGB, RG213 

RG9, RG214, RG225, RG393 
RG401, RG401-Alum, RG401-Flex 
RG402, RG402-Alum, RG402-Flex 
RG405, RG402-Alum, RG405-Flex 


BM61368 
BM61370 


nlaln! ae 
—_ 
Sad bar) ar Seah el Be 
S19|9) 
HAA] a | 


8 
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N Connectors 


_ | RG14, RG217 BM60706 $20. 95} $19.69 
| RG174, RG188, RG316 $10.95 : 
| RG218 $49.95 

_ | RG55, RG58, RG141, RG142, Clam 

_ | RG223, RG400 $6.95 ; 

_ | RG59, RG62 BM60299 ts 95 ! 

RGB, RG9, RG11, RG213, 
_ | RG214, RG225, RG393 BM60235 | $7.95] 95 : 


Clamp, 
_ | RG8, RG9Y, RG11, RG213, : 
RG214, RG225, RG393 BM60236 Captive $8.95 


Contact 
RG174,RG188,RG316  +| BM60112 $10.95| $10.29 


BM60149 $14.95] $14.05 
BM60692 $11.95] $11.23 


_ | RGSS, RG141, RG142, RG223, 
BM60054| .,, | $9.95| $9.35 


BM60002 $9.95} $9.35 


BM60086 $9.95 


RG8, RG213 BM60034 $9.95 
RG9, RG214, RG225, RG393 BM60045 $9.95 


Some Rigid 047, SemiRigit | a60451| Solder. . | $19.95 


047-Alum, Semi-Rigid 047-Flex 
BM60511 $23.95 


_ | RG401, RG401-Alum, 
| RG401-Flex 
RG402, RG402-Alum, Solder, 
BM60468 Praca $15.95 
SD ainn rae BM60432 $18.95 
RG401, RG401-Alum, 


_ | RG402-Flex 
: Bi 
RG401-Flex BM60517 $13.95 


RG405, RG405-Alum, 


See ae BM60524 |Solder/Clamp| $13.95] $13.11} 


RG405, RG405-Alum, 


RG405-Flex BM60537 $13.95} $13.11 


N Male Low PIM 


LMR-100A, RG174, RG188, 
Rabie BM61432 


LMR-240, RG8X BM61373 : $7.95| $7.47 
BM61381 $8.95} $8.41 
BM61392 $13.95} $13.11 


_ | RG402, RG402-Alum, 
BT t02 Fes BM61445 $13.95| $13.11 


sae RGII, RG142, RG223, 


ae 


N Male 1” Panel Mount Extended 
Dielectric, .120” Round Contact 


ae Nickel Plated Body 
BMG0800_| $17.95] $16.87 


N Female Bulkhead Rear Mount, 
.060” Half Moon Contact 


Y 
ee EEE) 
Brass Nickel Plated Body 
BM60803 


N Female Bulkhead Front Mount, 
Solder Cup Contact 


Lal Nickel Plated Body 

BM60804 
N Female Bulkhead Front Mount 
Hermetically Sealed, Solder Cup 


rr 

Hiei. Materials ei) os:aenae 25-49 
Brass Nickel Plated Body 
BM60805 | $10.95 $10.29 


N Female 1” Panel Mount, Solder 
Cup Contact 


25.49 
i ee Nickel Plated Body 

BM60806 

N Female 1” Panel Mount 


Hermetically Sealed with O-Ring, 
Solder Cup Contact 


Brass Nickel Plated Body 
pm60807 | $27.95| $26.27 
N Female 1” Panel Mount 


Extended Dielectric, .120” Round 
Contact 


Brass Nickel Plated Body 
N Female .500” Panel Mount 


Extended Dielectric, .050” Round 
<i. 


75-49 
Brass Nickel Plated Pi Meee 

Bm60809 | $10.95] $10.29 

N Female .688” Panel Mount 


Extended Dielectric, .050” Round 
Contact 


ae ee CO 
Brass Nickel Plated Body 

BM60810 
N Male 1” Panel Mount, Solder 
Cup Contact 


Brass Nickel Plated Body 
Bmé0ett 
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N Connectors 


N Female 2 Hole Panel Mount, 
Solder Cup Contact 


Brass Nickel Plated Body Ree 
BM60812 | $13.95) $13.11 


N Female 2 Hole Panel Mount 
Extended Dielectric, .050” Round 
Contact 


Brass Nickel Plated Body 
pme0s13 | $16.95] $15.93 


N Female 2 Hole Panel Mount, 
.120” X .005” Tab Contact 


Brass Nickel Plated Body 
pme0e14 | $15.95] $14.99 


N Female Right Angle 1” Panel 
Mount, Solder Cup Contact 


eee. 25-49 
Brass Nickel Plated Body 
BMG0815 | $15.95] $14.99 


N Female Press Mount, .050” 
Round Contact 


Brass Nickel Plated Body a 
BM60855 $23 


N Female Press Mount, .120” X 
.005” Tab Contact 


Brass Nickel Plated Body 
BMe0sss | $9.95 $9.39 


N Female Press Mount, Solder 
Cup Contact 


Brass Nickel Plated Body 
BM60857 $8.41 


N Female Bulkhead Right Angle 
P.C. Mount, .062” Round Contact 


Brass Nickel Plated Body 
BMG0BES | $14.95) $14.05 


N Female P.C. Mount, .050” 
Round Contact 


Brass Nickel Plated Body 
Gold Plated Contact 


N Female Bulkhead P.C. Mount, 
.062” Round Contact 


| _ 7) 56 Materials 28 Mm 


Brass Nickel Plated Body 
BM60878 | $14.95] $14.05 


N Male Bulkhead Front Mount, 
.380” Round Hole, Solder Cup 
Contact 


Materials 25-49 
Brass Nickel Plated Body 
BM60905_| $17.95 $16.87 


N Male Bulkhead Front Mount, S29 7 Ag ; | 
.640” Round Hole, Solder Cup sy Hf Uf fs | 
ft 


Contact 


Materials 


Brass Nickel Plated Body 
Gold Plated Contact 


N Male .690” Panel Mount 
Extended Dielectric, .050” Round 
Contact 


25.48 
Brass Nickel Plated Body 
BMet084 | $16.95] $15.99 


N Female 1” Panel Mount .120” X 
.005” Captured Tab Contact 


[waters «Pat 0 | 25-00] 
Brass Nickel Plated Body 
pmet107_| $13.95] $13.11 


N Female .688” Panel Mount with 
O-Ring, Extended Dielectric, 
.050” Round Contact 


25-40 | 
Brass Nickel Plated Body 


N Female 1” Panel Mount 
Extended Dielectric, .065” Round 
Contact 


Te 
Brass Nickel Plated Body 
pme1220 | $19.95] $18.75 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


BRACKE 


154 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
&, sales@brackemfg.com 


N Connectors 


-N Male 1” Panel Mount, Extended 
Dielectric, .050” Round Contact 


Y 
Brass Nickel Plated Body BM61239 | $21.95] $20.63 


Gold Plated Contact 


N Female Quick Change 4 Hole 
Panel Mount, Slotted Contact 
Terminal for Watt Meter 


Brass Nickel Plated Body 


N Male Quick Change 4 Hole i. 
Panel Mount, Slotted Contact ( 
Terminal for Watt Meter P 


25.49 
Brass Nickel Plated Body 
BM61263 | $23.95] $22.51 


N Male 1” Panel Mount, .120” X 
005” Captured Tab Contact 


Y 


| Materials =| Parte | 1-24 | 25-49 
Brass Nickel Plated Body f 
BM61277_| $15.95] $14.99 


BNC Connectors 


~ Cable Type Attachment 25-49 
BM60340 


BNC Female Bulkhead Right 
Angle, Front Mount 


[cable yee | Part [Atachment] 1-24 [2640 


BM60367 


RG55, RG58, RG141, RG142, 

RG223, RG400 BM60279 
RG59, RG62 BM60311 
RG8, RG9, RG11, RG213, 

RG214, RG225, RG393 BM60243 
LMR-240, LMR-240-Ultra-Flex, 

“ee BM61465 


: BM61473 
BM60131 
| BM60190 


_ | RG55, RG141, RG142, RG223, 
[Ress _s BMG00019 | $5.95| $5.59] 
| BM60101 


RG402, RG402-Alum, 
RG402-Flex 


RG405, RG405-Alum, 
RG405-Flex 


_ | BNC Female Bulkhead Front 
Mount 


4 Cable Type Part # 


LMR-240, LMR-240-Ultra-Flex, BM61467 


RG8X 
LMR-400, LMR-400-Ultra-Flex | BM61475 
BM60347 


A 
| RG174, RG188, RG316 


$7.95} $7.47 
$18.95) $17.81 


BM60527 
BM60540 


Solder/Clamp 


\ 
UL 
Attachment} © 1-2 25-49 


| $12.95] $12.17 


ZA 


BM60372 


_ | RG55, RG58, RG141, RG142, 

_ |. RG223, RG400 BM60284 
RG59, RG62 BM60318 
ii 


RGB, RGD, R611, RG213, 

RG214, RG225, RG393 BM60249 
RG174, RG188, RG316 BM60139 
RG188-Double, RG316-Double | BM60193 


RG55, RG141, RG142, RG223, 


BM60025 


BM6O105 
_ | RG402, RG402-Alum, 
BM60532 


Solder/Clamp 


RG174, RG188, RG316 BM60177 soo $16.95} $15.93 
RG188-Double, RG316-Double | BM60222 : $17.95} $16.87 


BNC Female Bulkhead Rear 
Mount 


RG174, RG188, RG316 BM60181 ; $13.95) $13.11 
Crimp 
RG188-Double, RG316-Double | BM60219 $14.95} $14.05 


BNC Female 4 Hole Panel 
Mount 


Cable Type Attachment 
RG55, RG58, RG141, RG142, 


€% 


—*, 


Attachment 


BM61463 Crimp $13.95) $13.11 
BM61471 $14.95] $14.05 
BM60334 .95| $14.05 
$15.95} $14.99 


LMR-240, LMR-240-Ultra-Flex, 
RG8X 

LMR-400, LMR-400-Ultra-Flex 
RG174, RG188, RG316 
RG178, RG196 

RG55, RG58, RG141, RG142, 
RG223, RG400 BM60273 
RG59, RG62 BM60306, 
RGB, RGS, RG11, RG213, 

RG214, RG225, RG393 BM60240 


BM60122 | 


RG188-Double, RG316-Double 
RG55, RG141, RG142, RG223, 
RG400 

RG58 

RG59, RG62 

RG402, RG402-Alum, 
RG402-Flex 

RG405, RG405-Alum, 
RG405-Flex 


BM60187 
BM60058 


BM60012 
BM60096 


BM60471 


Solder 
BM60438 


_ | RG405, RG405-Alum, 
| pmsosaa 
TM 
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BNC Connectors 


BNC Male 45 Degree 


|. Cable Type 9 4] Attachment 25-49 


Ross BMG 1448 | 


BNC Male 


LMR-240, LMR-240-Ultra-Flex, 
RG8X 

LMR-400, LMR-400-Ultra-Flex 
RG174, RG188, RG316 
RG178, RG196 

RG180, RG195 

RG55, RG58, RG141, RG142, 
RG223, RG400 

RG59, RG62 

RG8, RG9, RG11, RG213, 
RG214, RG225, RG393 
RG174, RG188, RG316 

RG178, RG196 

RG188-Double, RG316-Double 
RG55, RG141, RG142, RG223, 
RG400 

RG58 

RG59, RG62 

RG8, RG213 

RG9, RG214, RG225, RG393 
RG401, RG401-Alum, 
RG401-Flex BM60510 
RG402, RG402-Alum, BM60463 


RG402-Flex 
RG405, RG405-Alum, BM60431 


R406 Flex 
047-Alum, Semi-Rigid 047-Flex | BM60454 
RG401, RG401-Alum, BMG60516 
BM60523 
BM60536 


BM61461 


BM61469 

BM60326 

BM60357 
eg 


$9.95 
$12.95 


$4.95 
$5.95 
$9.95 


$5.95 
$12.95 
_ $5.95 


$4.95 


$4.95] 

$4.95 
$13.95 
$13.95 


$27.95 
$14.95 
$14.95 
$18.95 
$15.95 
$13.95 
$14.95 


$9.35 
$12.17 


$4.65 
$5.59 
— $9.35 
$5.59 


BM60234 


BM60111 
BM60148 
BM60184 


BM60053 


BM60000 
BM60085 
BM60032 
BM60043 


Solder 


RG401-Flex 
RG402, RG402-Alum, 
RG402-Flex 
RG405, RG405-Alum, 
RG405-Flex 


Solder/Clamp 


BNC Male .750” Panel Mount, 
Solder =P Contact 


25-49 
Brass Nickel: Plated Body 
BM60830 


BNC Male Bulkhead, .380” Round 


Hole, Solder Cup Contact 


Brass Nickel Plated Body 
BM60831 


BNC Female Right Angle 
Bulkhead, Solder Cup Contact 


Materials 25-49 
Brass Nickel Plated Body 
BMG0832_| $13.95] $13.11 


) 
$6.95] $6.53 


BNC Female Right Angle .750” 
Panel Mount, Solder Cup Contact 


[waters «dane | 2 [2508 
Brass Nickel Plated Body 

BM60833 | $13.95) $13.11 
BNC Female .688” Panel Mount, 


#3-56 Tapped Holes, Solder Cup 
Contact 


P__Meteras _——«dt_Pak# | 24 | 25.49 
Brass Nickel Plated Body 
BM60834 


BNC Female .750” Panel Mount, 
.136” Holes, Turret Contact 


| BE Materials i Sinan | Part# =| 1-24 | 25-49 
Brass Nickel Plated Body 
Bm60s3s | $9.95] $0.35 


BNC Female .688” Panel Mount, 
-126” Holes, Solder Cup Contact 


25-49 
Brass Nickel Plated Body 
meos3s | $5.95) $5.59 


BNC Female 1” Panel Mount, 
-126” Holes, Solder Cup Contact 


25.49 
Brass Nickel Plated Body 

BM60837 “sv $11.23 

BNC Female Bulkhead, 1/8” Max 


Panel Thickness, .440” Mounting 
Hole, Solder Cup Contact 


25-49 
Brass Nickel Plated Body 

BM61060 rae 87 

BNC Female Bulkhead, 1/4” Max 


Panel Thickness, .380” Mounting 
Hole, Solder Cup Contact 


tins. 
25-49 
Brass Nickel Plated Body 
BM61061 
BNC Female Bulkhead Isolated 


Ground, .380” Round Hole, 
Solder Cup Contact 


25:49 
Brass Nickel Plated Body 

BM61062 

BNC Female Bulkhead Isolated 


Ground, .500” Round Hole, 
Solder Cup Contact 


ei 
Brass Nickel Plated Body 
BM641063 Pale 
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BNC Connectors 


BNC Female Bulkhead Front 
_| Mount, Hermetically Sealed, 
Solder ea Contact 


Brass Nickel 2 ae Body 
BMG1064 | $11.95] $11.23 
BNC Female Bulkhead Rear 


Mount, Hermetically Sealed, 
Solder Lug Contact 


Brass Nickel Plated Body 
BNC Female .750” Panel Mount 


.590” Extended Dielectric, .086” 
a Contact 


Brass Nickel Plated oo 
pme1218 | $12.95] $12.17 


BNC Female .750” Panel Mount, 
Solder Cup Contact 


bob Se) aosMateraliss | 25-49 
Brass Nickel Plated Body 
Bmei2i9 | $7.95| $7.47 
BNC Female Quick Change 


4 Hole Panel Mount, Slotted 
Contact Terminal for Watt Meter 


Brass Nickel Plated Body 
[siverPlawaGontat =| BME251_| $20.95] $19.69 
BNC Male Quick Change 4 Hole 


Panel Mount, Slotted Contact 
Terminal for Watt Meter 


awesash | s2a06| sas 


Materials 


Brass Nickel Plated Body 
Silver Plated Contact 


4.1/9.5 Din Connectors 


4.1/9.5 Din Male 


RG55, RG141, RG142, RG223, BM60095 $15.95| $14.99 
RGSS BM60090 | crimp _| $15.95] $14.99 


RG400 
BM60109 $16.95| $15.93 
BM60173 $16.95] $15.93 


4.1/9.5 Din Female .985” Panel 
Mount, Solder Cup Contact 


ee Tri-Metal Plated Body 
[SiverPitedGonact”__—_—«|-BME1080_| $14.95) $14.05 


LC Connectors 


Cable Type Attachment 25-49 
RG217 BM60618 $99.95} $93.95 
RG218, RG219 BM60614 $119.95|$112.75 


RG55, RG58, RG142, RG223, 
sped | BM60627 $59.95| $56.35 
BM60624 $99.95| $93.95 


RG8, RGY, RG213, RG214, 
RG225, RG393 


LC Female 2” Panel Mount, 
Solder Pot Contact 


Brass Nickel Plated Body 
BM60817 | $49.95] $46.95 
LC Female Quick Change 4 Hole 


Panel Mount, Slotted Contact 
— for Watt Meter 


SS Nickel Plated Body 
BM61269_| $79.95) $75.16 
LC Male Quick Change 4 Hole 


Panel Mount, Slotted Contact 
Terminal for Watt Meter 


Brass Nickel Plated Body , 
Bm61260 | $69.95] $65.75 


TPS Connectors 


TPS Male 


RG174, RG188, RG316 
RG55, RG141, RG142, RG223, 
RG400 


BM61449 
BM61453 


BM61451 
RG174, RG188, RG316 BM61455 
RG188-Double, RG316-Double | BM61458 
RG55, RG141, RG142, RG223, 
RG400 
RG58 


$23.95] | 
$23.95 


BM61460 


TPS Female Bulkhead Front 
Mount, Solder Cup Contact 


SS 
Brass Nickel Plated Body 
BMé1273 


PAL Connectors 


PAL Male Right Angle 
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MCX Connectors 


MCX Jack 


RG174, RG188, RG316 BM60137 
RG178, RG196 BM60167 


RG188-Double, RG316-Double | BM60191 


Cable Type | Part# | Attachment 1-24 | 25 


Crimp 


MCX Jack Bulkhead 


Cable Type 


Attachment| 1-24 | 25-49 
RG174, RG188, RG316 


BM60144 $8.95) $8.41 
RG178, RG196 BM60552 Crimp $8.95} $8.41 
BM60194 $8.95] $8.41 


Ki | 


RG174, RG188, RG316 


RG178, RG196 
RG188-Double, RG316-Double | BM60185 


RG55, RG142, RG223,RG400 | BM60072 
RG58 BM60008 
RG405, RG405-Alum, 

RG405-Flex BM60428 


BM60117 
BM60154 


MCX Plug Right Angle 


RG174, RG188, RG316 
RG178, RG196 BM60161 
RG188-Double, RG316-Double | BM60188 
RG55, RG142, RG223, RG400 


[Ress | BMG0017 
RG402, RG402-Alum, 
RG402-Flex BM61388 
RG405, RG405-Alum, 
RG405-Flex ENGOEI6 


Solder 


MCX Jack P.C. Mount, .038” 


Round Contact 


25-49 
Brass Gold Plated Body 

Bm60sss | $5.95] $5.59] 
MCX Jack End Launch .042” 


Thick Board, .019” Round 
Contact 


Brass Gold Plated Body 
Gold Plated Contact 


MCX Jack Surface Mount, .038” 
Round Contact 


ee 
Gold Plated Contact 


MCX Jack End Launch .062” 
Thick Board, .019” Round 
Contact 


a ee Se 
Brass Gold Plated Body | pMe0s6s | $5.95 
Gold Plated Contact BM60866 


MCX Jack Right Angle Surface 
Mount, .038” Round Contact 


75-4 
Brass Gold Plated Body 

BMe1024 | $8.95) $8.41 

MCX Jack 2 Hole Panel Mount 


Extended Dielectric, .038” Round 
Contact 


Brass Gold Plated Body 
BM61025 | $8.95] $8.41 


MCX Jack .375” Panel Mount, 
Solder Cup Contact 


ee 
Brass Gold Plated Body ; 
Bme1026 | $8.95) $6.41 


MCX Jack 2 Hole Panel Mount, 
Solder Cup Contact 


25.49 
Brass Gold Plated Body ; 
BMe1027 | $8.95) $8.41 


MCX Jack Bulkhead, Turret 
Contact 


Brass Gold Plated Body 
Gold Plated Contact 


MCX Jack Right Angle Bulkhead, 
Turret Contact 


Mi n 
MO. 
ee 

Brass Gold Plated Body 


MCX Plug P.C. Mount, .038” 
Round Contact 


[Materials «Part | 12 | 25.49 
Brass Gold Plated Body 
Bme1030 | $9.95) $9.35 


MCX Jack Right Angle P.C. 
Mount, .038” Round Contact 


es 
Brass Gold Plated Body 
BM61031 | $7.95] ‘$7.47 


aweoess | 5605) 5659 


M 
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MHV Connectors 


Cable Type Attachment 25-4 


RG174, RG188, RG316 BM60345 $17.95 


MHV Male Right Angle 


hment 


$22.95 


$20.95} $19.69 


| 
Clamp $20.95! $19.69 
$33.95| $31.91 


BM60338 
BM60277 
BM60310 
BM60242 


Cable Type 


RG174, RG188, RG316 
RG55, RG58, RG141, RG142, 
RG223, RG400 

RG59, RG62 

RG8, RG9, RG11, RG213, 
RG214, RG225, RG393 


RG55, RG58, RG141, RG142, 
RG223, RG400 BM60282 


BM60316 
RGB, RG, RG11, RG213, 
RG214, RG225, RG393 BM60247 
RGSS, RG141, RG142, RG223, 


[Ross | BMG0022 
BM60103 


MHV Female .690” Panel Mount, 
Solder Cup Contact 


fi Wy fp 
MHV Female Bulkhead a i (i 


Brass Nickel Plated Body | BM60820 | $15.95| $14.99 
f BM60820_| $15.95] $14.99 


| Cable Type | _Part# | Attach nt} 1-24 | 25-49 MHV Female Bulkhead Rear Wh 1 hee if 
| BM60352 Mount Hermetically Sealed, es || Lf 


Solder C 4 
BM60324 95] $23. 


-TRG8, RGS, RG11, RG213, Brass Nickel Plated Body ~ BM60821 | 
BM60251 BM60821 | $23.95] $22.51 


[Ross = ——__ | BM60030 MHV Female Bulkhead Rear 
BM60107 ' Mount with O-Ring, Solder Cup 


Contact 
_| MHV Male 
MHV Female Bulkhead Front 


i Cable Type Attachment Mount, Hermetically Sealed, 
[fora now, nosre | Bwe0332 $1195 Solder Cup Contact 


Re aH FO TE ayer sas5) $038 
[RG59,RG62sid $9.95| $9.35] | Brass Nickel Plated Body BM60823 | $22.95| $21.57 


Al Gold Plated Contact 
| RG8, RGY, RG11, RG213, 

| RG214, RG225, RG393 BM60238 | $16.87] 
RG174, RG188, RG316 


| RG55, RG141, RG142, RG223, {' 


BM60007 


BM60093 
[cerca 
BM60225 


; | MH Female 4 Hole Pane! (Cy 


o /) 


pmeo3s25| ©?" | $03.95] $22.51 


BM60252 $29.95] $28.15 


= 


MHV Female Bulkhead Rear (0 


i 
Mount, Turret Contact = ( 
2a 
Brass Nickel Plated Body 
BM60824 | $14.95) $14.05 


Banana Connectors 


Banana Plug 


WEES 


Cable Type Attachment 25-49 
RG174, RG188, RG316 BM60580 $9.95} $9.35 
RG188-Double, RG316-Double | BM60751 crap $9.95) $9.35 


RGS55, RG142, RG223,RG400 | BM60555 $5.95| $5.59 
RG58 BM60568 | $5.95| $5.59] 
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75 Ohm SMC Connectors 
Will not mate to 50 Ohm SMC connectors 


ts 


75 Ohm SMC Jack 


RG179, RG187 
RG180, RG195 
RG59, RG62 

RG179, RG187 


BM61385 | 
BM61387 | 
BM60380 


75 Ohm SMC Plug 


BM61327 
BM60566 
BM60573 
BM60575 | 
BM60577 


RG59, RG62 
RG179, RG187 
RG179, RG187 
RG180, RG195 
RG59, RG62 


Crimp 


i) YP 


@ 


S 


RG59, RG62 
RG179, RG187 
RG180, RG195 
RG179, RG187 


BM60416 
BM61311 
BM60418 


$18.95} $17.81 


75 Ohm SMC Plug Right 
Angle 


~~ 
§; 
Brass Gold Plated Body 


75 Ohm SMC Jack Bulkhead Rear 
Mount, Solder Cup Contact 


75 Ohm SMC Jack Bulkhead 
Front Mount, Solder Cup Contact 


2549 
Brass Nickel Plated Body ; 


75 Ohm SMC Plug Bulkhead 
Front Mount, Solder Cup Contact 


~—S 


Wy 
: { 


75 Ohm SMC Jack P.C. Mount, 
.038” Round Contact 


Brass Gold Plated Body BM61193 


Gold Plated Contact 


| 1-24 | 


75 Ohm SMC Jack Right Angle 
P.C. Mount, .038” Round Contact 


Brass Nickel Plated Body 
Gold Plated Contact 


75 Ohm SMC Plug Right Angle 
P.C. Mount, .038” Round Contact 


25-49 
Brass Nickel Plated Body 
BM61195 | $26.95) $25.33 


75 Ohm SMC Plug P.C. Mount, | 
.038” Round Contact 4 


25.49 | 
Brass Nickel Plated Body 


MMCX Connectors 


RG174, RG188, RG316 | 


RG178, RG196 BM60164 
RG405, RG405-Alum, BM60442 


RG405-Flex 
BM60458 


Semi-Rigid 047, Semi-Rigid 
047-Alum, Semi-Rigid 047-Flex 


MMCX Plug ( : 
Sa 7 


[canons Part [atocinent] 124 [2520 | 
RG174, RG188, RG316 
RG178, RG196 


RG188-Double, RG316-Double | BM60226 $11.95} $11.23 
RG405, RG405-Alum, BM60430 


RG405-Flex 
BM60453 


Semi-Rigid 047, Semi-Rigid Solder 


047-Alum, Semi-Rigid 047-Flex 


Brass Nickel Plated Body 
™ 
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MMCX Connectors 


MMCX Plug Right Angle 


Part # - 


Cable Type 


SSMB Connectors 


SSMB Plug Right Angle 


Cable Type 
RG174, RG188, RG316 
RG178, RG196 


BM60158 


| RG174, RG188, RG316_ | BM60124 | | $9.95] $9.35 
RG178, RG196 ___| BM60157 | = Crimp $9.95} $9.35 
RG188-Double, RG316-Double | BM60783 $9.95 
Semi-Rigid 047, Semi-Rigid 

| 047-Alum, Semi-Rigid 047-Flex | BM60456 
RG405, RG405-Alum, 

BM60727 


Round Contact 


Brass Gold Plated Body 
Gold Plated Contact 


BM60861 $6.95 


MMCX Jack P.C. Mount, .028” 
. 
$6.5 


MMCX Jack Right Angle P.C. 
Mount, .028” Round Contact 


| 
Brass Gold Plated Body 
BMGOE62 | $9.95] $9.35 


MMCX Plug P.C. Mount, .028” 
Round Contact 


[___Materits_ | Patt | 1-24 [25-40 
Brass Gold Plated Body 
BMcoses | $695) $8.4 


< 
' SSMB Connectors 


SSMB Jack Bulkhead 


Cable Type | Part# |Attachment| 1-24 | 2 


| RG174, RG188, RG316 BM60147 
| RG178, RG196 BM60169 


RG188-Double, RG316-Double | BM61340 


| SSMB Jack Bulkhead Right 
| Angle 


| Cable Type Attachment 25-49 
BM60595 $16.95| $15.93 


| RG188-Double, RG316-Double | BM61344 $16.95) $15.93 


Crimp 


Cable Type Attachment 25-49 


RG174, RG188, RG316 BM60120 | $15.95| $14.99 
‘{RG178,RG196 =| BMG0151| Crimp _| $16.95] $15.93 


; RG188-Double, RG316-Double | BM61348 


. 


RG188-Double, RG316-Double | BM61350 


SSMB Jack PC Mount, .026” 
Round Contact 


Materials 


SSMB Jack Right Angle PC 
Mount, .026” Round Contact 


Materials 


SSMB Jack Bulkihead Front 
Mount, Turret Contact 


Brass Gold Plated Body BM61115 $12.95| $12.17 


Gold Plated Contact 


SSMB Jack Bulkhead Rear 
Mount, Turret Contact 


Brass Gold Plated Body 


SSMB Jack Surface Mount, .026” 
Round Contact 


Brass Gold Plated Body 
emerti7 | $4.95] $4.65 


SSMB Jack Right Angle Surface 
Mount, .026” Round Contact 


25.49 
Brass Gold Plated Body 
emertis | $5.95] $5.59 


SSMB Jack Bulkhead Right 
Angle, Turret Contact 


p> 
al 


25.49 
Brass Gold Plated Body 


™ 
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Reverse Polarity SMA Connectors 


Reverse Polarity SMA Female 


RG174, RG188, RG316 BM60643 ; RG174, RG188, RG316 | RG174, RG188,RG316 | BM60636 | 
RG178, RG196 BM60656 : RG178, RG196 BM60650| = Ciamp 
RG55, RG58, RG141, RG142, RG55, RG58, RG141, RG142, 


RG223, RG400 BM60630 RG223, RG400 BM60607 


RG174, RG188, RG316 ; : RG174, RG188, RG316 | BM60579 
RG178, RG196 BM60596 : ! RG178, RG196 BM60590 
RG55, RG141, RG142, RG223, i RG55, RG141, RG142, RG223, Cane 


egal BM60560 . ge! BM60553 


BM60572 ‘ ‘ RG58 BM60567 
LMR-240, RG8X BM61418 ; ; LMR-240, RG8X BM61410 


RG174, RG188, RG316 ; ; RG174, RG188, RG316 BM60679 
RG402, RG402-Alum RG402, RG402-Alum, 
RG402-Flex BM60715 : : RG402-Flex BM60707 


RG405, RG405-Alum, Solder RG405, RG405-Alum, 
RG405-Flex BM60731 ; : RG405-Flex BM60725 
RG55, RG58, RG141, RG142, RG55, RG58, RG141, RG142, 


BM60672 pi aes BM60667 


RG223, RG400 


Reverse Polarity SMA Female 
P.C. Mount, .050” Round Contact 


Reverse Polarity SMA Female 
Bulkhead 


RG174, RG188, RG316 BM60647 
RG178, RG196 BM60659 


RG55, RG58, RG141, RG142, 
RG223, RG400 BM60633 
RG174, RG188, RG316 BM60587 


RG178, RG196 BM60599 


RG55, RG141, RG142, RG223, 
nag BM60563 


son ausosrs 
BM61401 
RG402, RG402. Alum, 

BMG0720 


RG405, RG405-Alum, Solder 
RG405-Flex BM60733 


RG55, RG58, RG141, RG142, 
RG223, RG400 BM60675 


Reverse Polarity SMA Female 
End Launch, .062” Thick Board 
—— Round Contact 


[Pete | +24 [2540 
Brass EE Plated Body 

aweroos | 61985) $10 
Reverse Polarity SMA Female 


Bulkhead Right Angle P.C. Mount, 
.050” Round Contact 


Vy 
7 ane 
Brass Gold Plated Body 
BM61006_| $17.95] $16.87 


Reverse Polarity SMA Male Reverse Polarity SMA Female 
Right Angle Right Angle P.C. Mount, .050” 
Round Contact 


BM60639 
naira ate: BM60653 


RG55, RG58, RG141, RG142, BM60620 


RG223, RG400 ik: Reverse Polarity SMA Female 
RG174, RG188, RG316 BM60581 : ; Bulkhead P.C. Mount, .050” 


BM60593 eS Contact 


RGS55, RGidi, RG142, RG223, 
“pga BM60557 


RG58 BM60569 
LMR-240, RG8X | BM61414 
RG174, RG188, RG316 BM60682 
RG178, RG196 BM60697 


RG402, RG402-Alum, 
peor $10.95| $10.28 


Solder 
RG405, RG405-Alum, 
RG405-Flex BM60729 $10.95} $10.29 


RG55, RG58, RG141, RG142, 
RG223, RG400 BM60669 


Reverse Polarity SMA Female 
Bulkhead Rear Mount, Solder 
Cup Contact 


iT a 
Stainless Steel Gold Plated Body _ BM61009 | $11.95] $11.23 
Gold Plated Contact BM61009 
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Reverse Polarity SMA Female 
| Bulkhead Front Mount, Solder 
Cup Contact 


a ae ae 


Reverse Polarity SMA Female 2 
| Hole Panel Mount, Solder Cup 
Contact 


| Stainless Steel Gold Plated Body 
[ecuriedcona | Bwerort | $13.95) $13.11 


| Reverse Thread SMA Female 


Cable Type Attachment 25-49 
BM60698 $8.95| $8.41 
$8.95) $8.41 


RG178, RG196 BM60702 
ese ROt4t, RG142, R623, | BMG0690 $8.95| $8.41 
. BM60694 $8.95) $8.41 


Reverse Thread SMA Female 


i 
1 
‘| 
| BM60712 


BM60716 


4 


| RGSS, RG141, RG142, RG223, 


Brec400 BM60705 
[Rese BMG0708 


: 

. 

| Cable Type 
‘[Rci7«, aGiss, nosis | BM60670 


| RG178, RG196 ‘BM60674 
| RG188-Double, RG316-Double | BM60710 
| RG55, RG141, RG142, RG223, -|- 

‘| Re400 BM60629 
RG58 BM60665 


4g 
Reverse Thread SMA Male 
| Right Angle 


| 


BM60684 
BM60687 


BM60677 
BM60681 


+ ™ 
a ~ Bracke Manufacturing, LLC 
* ~) PO Box 12319 


Newport Beach, Ca 92658 


BRACKE 


Reverse Polarity SMA Connectors 


_| Passivated Stainless Steel Body 


Reverse Polarity SMA Female 
.500” Panel Mount, Solder Cup 
Contact 


Stainless Steel Gold Plated Body 
BM61012_ | $11.95) $11.23 


Reverse Polarity SMA Male P.C. 
Mount, .050” Round Contact 


Brass Gold Plated Body 
BMe1013 | $13.95] $13.11 


Reverse Thread SMA Connectors 


Reverse Thread SMA Female 
.500” Panel Mount, Solder Cup 
Contact 


Stainless Steel Gold Plated Body 


Reverse Thread SMA Female End 
Launch, .062” Thick Board, .030” 
Round Contact 


25-48 
Brass Gold Plated Body 


Reverse Thread SMA Female End 
Launch, .062” Thick Board, .020” 
X .010” Tab Contact 


Brass Gold Plated Body 
BM61054 | $12.95| $12.17 


Reverse Thread SMA Female 
Right Angle P.C. Mount, .050” 
Round Contact 


25-49 
Brass Gold Plated Body : 
BM61055 | $13.95] $13.11 


Reverse Thread SMA Female P.C. 
Mount, .050” Round Contact 


25-8 
Brass Gold Plated Body 
BMG1056 | $9.95) $9.35 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


F Connectors 
*Sold in 5 Pieces Per Pack 


F Male 


BMS59Mini, Mini 59, RG180, 
RG195 
RG11, RG216 


RG179, RG187 
RG59, RG62 
RG6 


*BM60638 
*BM60212| 


*BM60227 | 


F Male Right Angle 


BM59Mini, Mini 59, RG180, 
RG195 
RG179, RG187 


RG59, RG62 


*BM60763 
*BM60382 
*BM60265 
*BM60302 


F Female Bulkhead 


BM59Mini, Mini 59, RG180, *BM60802 $12.95| $12.17 
Crimp $12.95| $12.17 
$12.95} $12.17 


RG195 
*BM60308 
$12.95} $12.17 


RG179, RG187 
*BM60314 
*BM60322 


RG59, RG62 
RG6-TV 


F Female P.C. Mount, .085” X 
.020” Tab Contact 


25.4 
Brass Nickel Plated Body * 
BMet121 | $5.95] $559 


F Female Bulkhead, P.C. Mount, 
.039” Round Contact 


Brass Nickel Plated Body ~ 


F Female Right Angle, P.C Mount, 
.025” Round Contact 


25-49 
Brass Nickel Plated Body 
[GoPutedconst =| “M1123 | $18.95] $17.81 


F Female Bulkhead Right Angle, 
P.C. Mount .025” Round Contact 


25.49 
Brass Nickel Plated Body te 
BM61124 | $19.95) $18.75 
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F Female .688” Panel Mount, 


.031” Round Contact 


75.49 
ming Nickel Plated Body 
ae $18.95] $17.81 


F Female Bulkhead Rear Mount, 
.085” X .020” Tab Contact 


a a Ce EN | 
Brass Nickel Plated Body ¥ | 
BM61126 One| 


F Female Bulkhead Front Mount, 
.085” X .020” Tab Contact 


Brass Nickel Plated Body 
Tin Plated Contact 


F Female Bulkhead Front Mount, 
.035” Round Contact 


ee OE 2559 
Brass Nickel Plated Body a 
BM6t128 


SHV Plug 


ee REE 
| BM60329 | 


RG174, RG188, RG316 M603 $22.95] $21.57 
RG55, RG58, RG141, RG142, 

RG223, RG400 $15.95} $14.99 
RG59, RG62 


RG8, RGY, RG213, RG214, 
RG225, RG393 


RG174, RG188, RG316 


RG55, RG141, RG142, RG223, 
RG400 


RG58 

RG59, RG62 

RG8, RG213 

RG9, RG214, RG225, RG393 


—_——_—_———_ 


BM60270 
BM60301 
BM60254 
BM60792 


BM60004 
| BM60088 
BM60036 
BM60047 


[cabieType | Parte [Atachment] 4-24 [2540] 


RG55, RG58, RG141, RG142, : 
naaak eee BM60797| Clamp _| $26.95) $25.33 

BM60799 $28.95| $27.21 

$25.95] $24.39 


RG59, RG62 
=e BM61492 


RG55, RG141, RG142, RG223, 
fross—SS*~*S*S*d 90 
BM61488 


Crimp 
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SHV Connectors 


| ARG 
| SHV Jack Bulkhead fF Z 


[Re174, RG188, RG316 
| RG55, RG58, RG141, RG142, 


BM60353 


| Rc223, RG400 BM60287 
BM60321 $29.95 


BM60261 


BM61486 


BM61484 
BM61482 


$27.95| 


$27.95 


; RG55, RG141, RG142, RG223, 


SHV Jack .688” Panel Mount, 
{ Solder Cup Contact 
i 


Se a 75549 
| Brass Nickel Plated Body 
[Goputedconat | BM60825 | $16.95] $15.93 


| SHV Plug Bulkhead Front Mount, 
| Solder Cup Contact 


St Kt j 
[Waters ———* 25-49 
a Nickel Plated Body 
BM60826 | $29.95] $22.51 


| SHV Jack Bulkhead Front Mount, 
| Solder Cup Contact 


[Brass Nickel Plated Body 
BM60827_| $11.95] $11.23 


SHV Jack Bulkhead Front Mount 
f ese” Sealed, Solder Cup 


= | 
4 [Brass Nickel Plated Body 


| z Cup Contact Zz | 


yp 
UG, 
NY, UI 
See en oe ses 
4 SSMC Connectors 


| SSMC Jack Bulkhead 


=e 
Crimp 


a BM60323 $16 95/8178 
| BM61330 $18.95) $17.81 


i Manufacturing, LLC 
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SSMC Connectors 


SSMC Plug 


ast 7 95| $15.9 
BM60215 Crimp $16. 8 
BM61342 $16. 95] $15.93] 


Cable Pa) Cable Typalyaryes 
RG174, RG188, RG316 
RG178, RG196 
RG188-Double, RG316-Double 


Ww 


~S 


© 


SSMC Plug Right Angle 


Cable Type | Part# | Attachment 25-49 
RG174, RG188, RG316 BM60217 $16.95} $15.9 
RG178, RG196 BM60309 Crimp $13.95 $13.1 
RG188-Double, RG316-Double | BM61346 $16.95 


SSMC Jack P.C. Mount, .025” 
Round Contact 


ee Gold Plated Body 

BM61198 
SSMC Jack Right Angle P.C. 
Mount, .025” Round Contact 


25.4 
Brass Gold Plated Body 

BM61199 | $12.95 $12.17 

SSMC Jack Bulkhead, Front 

Mount, Turret Contact 


Brass Gold Plated Body 
BM61200 | $13.95] $13.11 
SSMC Jack Bulkhead, Rear 
Mount, Turret Contact 


75-9 
Brass Gold Plated Body BM61201 $13.95| $13.11 


Gold Plated Contact 


SSMC Jack Surface Mount, .025” 
Round Contact 


25.49 
Brass Gold Plated Body 
BM61202_|_$5.95,_$5.59 


SSMC Jack Right Angle Surface 
Mount, .025” Round Contact 


Ree Oe a 25-49 
Brass Gold Plated Body 
BM61203 | $6.95 
SSMC Jack Bulkhead Right 
Angle, Turret Contact 


Pe, 0) 

SY 
25.49 
Brass Gold Plated Body 
BMe1274 | $16.95 $15.93 
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QMA Connectors 


QMA Female 


RG174, RG188, RG316 BM60379 a 95} $10.29 
BM60383 Crimp | $10.95 95) $10.29 
BM60381 $10.95} $10.29 


RG55, RG141, RG142, RG223, 
RG400 


QMA Female Bulkhead 


RG174, RG188, RG316 BM60385 
RG188-Double, RG316-Double | BM60760 
RG55, RG141, RG142, RG223, BM60389 


RG400 
BM60387 
BM60395 


BM60397 


RG402, RG402-Alum, 
RG402-Flex 
RG405, RG405-Alum, 
RG405-Flex 


QMA Male 


Cable Type Attachment 25-49 
RG174, RG188, RG316 BM60136 $11.95] $11.23 
BM60203 $11.95] $11.23 


RG55, RG141, RG142, RG223, 

aac BM60100 $10.95] $10.29 
BM60092 $10.95] $10.29 

BM61402 $10.95] $10.29 


BM60199 


Solder 
BM60183 = $11.95} $11.23 


Crimp 


RG402, RG402-Alum, 
RG402-Flex 
RG405, RG405-Alum, 
RG405-Fiex 


QMA Male Right Angle 


$14.05 


RG55, RG141, RG142, RG223, 

ee ee ya BM60178 
'RG58=————s*—“‘;s*sSCSCSSY BMG 

RG402, RG402-Alum, 

RG402-Flex 

RG405, RG405-Alum, 

RG405-Flex 


QMA Female Bulkhead Front 
Mount, .050” Round Contact 


QMA Female Bulkhead Front 
Mount, .050” Round Contact with 
O-Ring 


Brass Tri-Metal Plated Body 
Gold Plated Contact BM61205 | $10.95} $10.29 
ci 


QMA Female Press Mount, .050” 
Round Contact 


zz 
Brass Tri-Metal Plated Body BM61206 raat ae 


Gold Plated Contact 


QMA Female P.C. Mount, 050" 
Round Contact 


25-49 
Brass Gold Plated Body | 
pme1207, | $7.95|_$7.47 


QMA Female Surface Mount, 
.050” Round Contact 


25-49 
Brass Gold Plated Body 
pme1208_| $11.95] $11.23 


QMA Female Right Angle Surface 
Mount, .035” Round Contact 


ee 
Brass Gold Plated Body 
Bm61209 | $9.95] $0.35 


QMA Female Surface Mount, End 
Launch, .050” Round Contact 


Brass Gold Plated Body 
Bme1210 | $2.95 


QMA Female Right Angle P.C. 
Mount, .050” Round Contact 


| Materials | Part# | 1-24 | 25-49 | 
Brass Gold Plated Body 
[GolsPiaedcontact” | BMS211 | $13.95] $13.11 


QMA Female 2 Hole Panel Mount, 
.050” Round Contact 


[___Materas «Part 120 [2501] 
Brass Tri-Metal Plated Body | BMe1212_| $10.95| $10.29) 


Gold Plated Contact 


QMA Female :500” Panel Mount, 
.050” Round Contact 


| Materials | Part | 1-24 | 25-49 | 
Brass Tri-Metal Plated Body | BMe1213 | $11.95| $11.23}, 


Gold Plated Contact 


QMA Female Bulkhead Right 
Angle, Surface Mount, .035” ° 
Round Contact 


[ Waterais———=—id|—Pate | 1-24 | 2500) 
Brass Gold Plated Body 
pue1214 | $11.95] $11.23 
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QMA Connectors 


'QMA Female Bulkhead Surface 
| Mount End Launch, .050” Round | 
| Contact NE 

$10.95} $10.29 


Materials 


| Brass Gold Plated Body 
Gold Plated Contact 


| Bulkhead 


4 Cable Type Attachment 25-49 


BM61349 $14.95] $14.05 
| RG188-Double, RG316-Double | BM61356 $14.95] $14.05 
ati cal BM61316 , $14.95| $14.05 
Ross —CSC*d «BMG 1318 $14.95| $14.05 
} LMR-240, RG8X BM61411 $9.95) $9.35 
'RG402, RG402-Alum, 

102 Flex BM61320 $17.95] $16.87 
RG405, RG405-Alum, 

gee A BM61322 $17.95| $16.87 


- 


| Reverse Polarity TNC Female 


“& 


Cable Type Attachment 25-49 
RG174, RG188, RG316 BM61347 $12.95} $12.17 


x 0U 
LMR-400 


i 
. 
i 


) Cable Type 


[R 174, RG188, RG316 BM61339 
; se, RG141, RG142, RG223, | Bang 4304 


IRG188-Double, RG316-Double | BM61358 

$7.95| $7.47 
Ross =i (itsti‘C;CéCL C&M 1329 $7.95| $7.47 
Ree,Ro23 | BMG 1331 $14.95] $14.05 


} 


RG9, RG214, RG225,RG393. | BM61333 | $14.05 
Lwe200,acox S| M6407 $6.53 
Ce $9.35 


RG402-Flex 
RG405, RG405-Alum, 
Ri 02-Flex 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


 BRACKE 


BM61354 $12.17 
jRoss CS B14 $9.95] $9.35 
BM61417 $8.41 


Reverse Polarity TNC Connectors 


Reverse Polarity TNC Male 
Right Angle 


RG188-Double, RG316-Double 
RG55, RG142, RG223, RG400 ae 
nso 


Reverse Polarity TNC Female 
Bulkhead, .380” Round Hole, 
Solder Cup Contact 


| Materials =| Part# | 1-24 | 25-49 
Brass Nickel Plated Body | BM61246 | $10.95] $10.29 
Reverse Polarity TNC Female 


Bulkhead, .440” Round Hole, 
Solder Cup Contact 


Brass Nickel Plated Body 
BM61248 | $10.95) $10.29 


Reverse Polarity TNC Male, .750” 
Panel Mount, Solder Cup Contact 


Reverse Polarity TNC Female, 
.687” Panel Mount, Solder Cup 
Contact 


Brass Nickel Plated Body 
[GolgPiaesconact =| BM61262__| $12.95] $12.17 


Reverse Polarity TNC Female 
Bulkhead Isolated Ground, .500” 


Round Hole, Solder Cup Contact 

| Materials | Part# | 1-24 | 25-49 
Brass Nickel Plated Body 
[GoldPlsed Contact” |. BMG 1254 | $12.95] $12.17 


GR874 Connectors 


Cable Type Attachment 25-49 
RG55, RG142, RG223,RG400 | BM60502 $22.95| $21.57 
BM60514 aa $22.95) $21.57 


RG8, RG213 BM60798 


BM60421 $49.95| $46.95 
BM60796 $21.95] $20.63 


RG58 
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SMC Connectors | 
Will not mate to 75 Ohm SMC connectors : 


SMC Jack 


RG174, RG188, RG316 
RG178, RG196 
RG174, RG188, RG316 


RG178, RG196 
RG405, RG405-Alum, 
RG405-Fiex 


SMC Jack Bulkhead 


cD 


RG174, RG188, RG316 
RG178, RG196 
RG174, RG188, RG316 
RG178, RG196 
RG55, RG142, RG223, RG400 


RG58 
RG405, RG405-Alum, 
RG405-Flex 


BM60351 
____|BM60375 
| BM60143 
BM60171 
BM60083 
Seal ee 


BM60445 


Crimp 


"$10.95 95 a: 29 


| Solder 


RG174, RG188, RG316 BM60331/ 
RG178, RG196 BM60360 P $8. ot 
RG174, RG188, RG316 BM60114 | $7.95| $7.47 

aa 

RG178, RG196 BM60153 $9.35 
RG188-Double, RG316-Double | BM60714 
—————— | 
RGS55, RG142, RG223,RG400 | BM60071 
BM60006 


RG405, RG405-Alum, 
RG405-Fiex 


BM60425 


SMC Plug Right Angle 


RG174, RG188, RG316 
RG178, RG196 

RG174, RG188, RG316 
RG178, RG196 

RG55, RG142, RG223, RG400 


RG58 


RG405, RG405-Alum, 
RG405-Flex 


BM60126 
BM60160 
BM60077 
BM60016 


BM60435 


SMC Plug P.C. Mount, .036” 
Round Contact 


Brass sae ae bearing Va Plated Body 
BM60a59 


: tectee Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 
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SMC Plug Right Angle P.C. 
Mount, .036” Round Contact 


[Materials | Part# | 1-24 | 2549 
Brass Gold Plated Body 
pmsoa6d_| $10.96] $1026 


SMC Jack Bulkhead Rear Mount, 
Solder Cup Contact 


25.49 
Brass Gold Plated Body 
BM60897 Laat sa 


SMC Jack Bulkhead Front Mount, 
Solder Cup Contact 


SMC Plug Bulkhead Front Mount, 
Solder Cup Contact 


Brass Gold Plated Body 
BM60899 


SMC Jack Surface Mount, .038” 
Round Contact 


ee | 
Brass Gold Plated Body 
Bme0ss7 | $5.95] $5.59 


SMC_Jack Right Angle Surface 
Mount, .038” Round Contact 


75.45 
Brass ee ae. Plated Body 
BM60988 
SMC Jack End Launch .042”) | 


Thick Board, .020” X .010” Tab 
Contact 


| Materiats | Patt | 1-24 | 25-49 
Brass Gold Plated Body BM60989 | $10.95! $10.29 


Gold Plated Contact 


SMC Jack End Launch .062” 
Thick Board; .020” X .010” Tab 
Contact 


a 
Brass Gold Plated Body 

ewe0se0 | $1095 $10.29) 
SMC Jack End Launch .042” 


Thick Board; .030” Round 
Contact 


Brass Gold Plated Body 0 
Bm609e1 | $10.95] $10.29 


Phone 949.756.1600 
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SMC Connectors 
Will not mate to 75 Ohm SMC connectors 


SMC Jack End Launch .062” 
Thick Board, .030” Round 
Contact 


Materials «Pate ‘| 124 | 2546 
Brass Gold Plated Body 
pm60992_| $10.95] $10.29 


SMC Jack Bulkhead Right Angle 
P.C. Mount, .038” Round Contact 


ee EE 


SMC Jack Bulkhead P.C. Mount, 
.038” Round Contact 


i hon 
Hae 


i 


Brass Gold Plated Body 
Gold Plated Contact 


SMC Jack 2 Hole Panel Mount, 
Solder Cup Contact 


[Materas ——=S«d;Cart#|-24 | 25 
Brass Gold Plated Body 


SMC Jack .375” Panel Mount, 
Solder Cup Contact 


_ | Brass Gold Plated Body 


SMC Jack Right Angle P.C. 
Mount, .038” Round Contact 


Materials 25-49 
Brass Gold Plated Body 
nes heer BM60997 | $6.95] $6.53 


SMC Jack P.C. Mount, .038” 
Round Contact 


a 
erase on Pine Bony Bm60998 | $3.95! $3.71 


Gold Plated Contact 


SMC Jack Bulkhead Right Angle 
Front Mount, Solder Cup Contact 


Y/ 


Brass Gold Plated Body 
BM61051 | $13.95) $13.11 
-£ 


SMC Jack Panel Mount, Extended HO 
Dielectric, .039” Round Contact | G&G 
O 


“eme203 | s795|_sra7 


Brass Gold Plated Body 
Gold Plated Contact 


UHF Connectors 


RG55, RG58, RG141, RG142, 
RG223, RG400 

RG8, RG9, RG11, RG213, 
RG214, RG225, RG393 yl 
RG55, RG141, RG142, RG223, 
RG400 
RG58 


BM60562 
BM60571 


Y, 


RG55, RG58, RG141, RG142, 
RG223, RG400 

RG8, RG9, RG11, RG213, 
RG214, RG225, RG393 BM60610 
RG174, RG188, RG316 BM60786 


RG55, RG141, RG142, RG223, | , 
RG400 BM60574 


RG58 
RG59, RG62 
RG8, RG213 


RG9, RG214, RG225, RG393 


RG8, RG9, RG213, RG214, 
RG225, RG393 


| BM60578 
BM60583 
BM60559 
BM60565 | 


BM60668 


a 


Solder 


UHF Female 1” Panel Mount, 
Solder Cup Contact 


Brass Nickel Plated Body 
BM60887 


$4.95| $4.65 


UHF Female Bulkhead Rear 
Mount, Solder Cup Contact 


Brass Nickel Plated Body 


Gold Plated Contact BM60888 


$5.95} $5.59 


UHF Female Bulkhead Front 
Mount, Solder Cup Contact 


Brass Nickel Plated Body BM60889 | $5.95| $5.59 


Gold Plated Contact 


UHF Male 1” Panel Mount, Solder f 
Cup Contact a 


Brass Nickel Plated Body /pMe1081 | $5.95] $5.59] 
amei0e1 | $5.95) $5.59 
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C Connectors 


C Male Bulkhead Front Mount, 
Solder Cup Contact 


C Female 


Materials 


RG55, RGS8, RG141, RG142, 
RG223, RG400 BM60781 $27.95] $26.27 
ge) 95 


RG59, RG62 BM60784 Bea | $23.45] 
RG8, RG9, RG11, RG213, 
RG214, RG225, RG393 


C Female 1” Panel Mount, High 
Voltage 3000V, Solder Cup 
Contact 


BM60664 | $36.95 95 $34.73 73 


Materials 
C Female Bulkhead 


RG55, RG58, RG141, RG142, ; 


RG223, RG400 BM60790 $35.95| $33.79 


RG59, RG62 _BM60793 
RG8, RG9, RG11, RG213, 
RG214, RG225, RG393 BM60787 


C Female 1” Panel Mount, Solder 
Cup Contact 


2 [2549 
Brass Nickel Plated pith 
pMe0set a 


C Female Bulkhead Rear Mount, 
Solder Cup Contact 


Brass Nickel Plated Body 
EMEDE42 $2495) $29.45 


C Female Bulkhead Rear Mount, 
Hermeically Sealed, Solder Lug 


= 
mia el Nickel Plated Body 
BMG0843 | $20.95) $97.55 


C Female Bulkhead Rear Mount, 
High Voltage 3000V, Solder Cup 


La 

| he Materiate ake Ie 25-49 
Brass Nickel Plated Body 
BM60844 | $27.95) $26.27 


C Female Bulkhead Front Mount, 
Turret Contact 


RG14, RG217 | BM60642 
RG174, RG188, RG316 | | BM60652 


RG218 BM60655 | 


RG55, RG58, RG141, RG142, Clarhn 
RG223, RG400 BM60646 


RG59, RG62 | BM60649 | 


RG8, RG9, RG11, RG213, 
RG214, RG225, RG393 BM60628 $24.95 


RG55, RG141, RG142, RG223, 1 
ok ns BM60764 $16.95 


RG5E "| BM60766 $16.95 
RG8, RG213 BM60758 | 
RG9, RG214, RG225, RG393 BM60761 


C Male Right Angle 


RG55, RG58, RG141, RG142, 
RG223, RG400 BM60661 
RG8, RG9, RG11, RG213, ‘uaahnis 


RG214, RG225, RG393 

RG55, RG141, RG142, RG223, 

woe BM60775 
RGS8 BM60789 


RG59, RG62 BM60778 
RG8, RG213 BM60769 
RG9, RG214, RG225, RG393 BM60772 


Materials 


Brass Nickel Plated Body 
Gold Plated Contact 


BM60845 


sa 


RG174, RG188, RG316 Ha 8.95 
RG58 BM60207 8.95 


Phone 949.756.1600 
Fax 949.756.1601 


C Male 1” Panel Mount, Solder CRC9 Male Right Angle 


Cup Contact 


Brass Nickel Plated Body 
BMé0838 | $29.95] $28.16 
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75 Ohm MCX Connectors 


75 Ohm MCX Jack Surface 
Mount, .027” Round Contact 


-|miniss | BMG 1359 | 


BM61351 
BM61367 


RG179, RG187 
RG405-75Flex, 
Semi-Rigid 405-75 


75 Ohm MCX Plug Right 
Angle 


: 
Mini 59 BM61361 


BM61363 
BM61353 | 


BM61365 


RG179, RG187 


RG405-75Flex, 
Semi-Rigid 405-75 


[RG179,RG187_——‘ | BMG1355| Crimp _| $10.95] $10.29] 


Solder 


$10. 95 ase 29 


75 Ohm MCX Jack Bulkhead i 
SOK 


75 Ohm MCX Jack Bulkhead, 
Solder Cup Contact 


So Ses ae 25-49 
_ | Brass Gold Plated Body 
BM61265 | $10.95] $10.29 
| 75 Ohm MCX Jack End Launch, 


:062” Thick Board .027” Round 
_ | Contact 


_ | Brass Gold Plated Body 
Bm61266 | $12.95) $12.17 


75 Ohm MCX Jack P.C. Mount, 
.027” Round Contact 


25-8 
Brass Gold Plated Eee ie 
pme1267 | $7.95 $7.47 


75 Ohm MCX Jack Right Angle 
P.C. Mount, .020” Round Contact 


| 25.8 
| Brass ees Plated Body 
: Gold Plated Contact BM61268 $8.95| $8.41 


ae 


™ 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


BRACKE 


Brass Gold Plated Body ie cucizee ts 
Bme1269 | $5.95, $5. 


75 Ohm MCX Plug P.C. Mount, 
.027” Round Contact 


SC Connectors 


SC Male 


RG14, RG217 BM60615 


BM60619 
BM60608 


BM60611 


BM60554 


BM61301 
BM61303 
BM60556 


sakes 
$69.95) 


$49.95 
$49.95 


$49.95 


$49.95) 
$39.95 


RG55, RG58, RG141, RG142, 
RG223, RG400 

RG8, RG9, RG213, RG214, 
RG225, RG393 

RG55, RG141, RG142, RG223, 
RG400 


RG8, RG213 
RG9, RG214, RG225, RG393 


SC Male Right Angle 


RG55, RG58, RG141, RG142, 
RG223, RG400 BM60621 $69.95} $65.75 
BM60625 $69.95} $65.75 


RG8, RG9Y, RG213, RG214, 
RG225, RG393 


SC Female 1” Panel Mount, 
Solder Cup Contact 


25.49 
Brass Nickel Plated aaa ES 
BMGOSI6 | $24.95] $23.46 


B ; Ij 
reat Se Soda sy 
Pe Pee Is TaN eS |g 
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SMA Connectors . 


SMA Male Qe 


RG174, RG188, RG316- BM60333 $16.95 
RG178, RG196 _ | BM60364 | | $19.95 


RG180, RG195 BM60378 


RG188-Double, RG316-Double | BM60230 
RG55, RG58, RG142, RG223, BM60293 $16.95 


RG400 e | 
BM60239 $29.95 


SMA Female 4 Hole Panel 
Mount 


RG174, RG188, RG316 BM60356 519.95 
RG178, RG196 BM60788 Bie 
RG188-Double, RG316-Double | BM60785 


RG55, RG58, RG141, RG142, 
RG223, RG400 BM60292 
RG402, RG402-Alum, 


RG402-Flex BM60477 


RG405, RG405-Alum, 

RG405-Flex BM60450 
Semi-Rigid 047, Semi-Rigid 

047-Alum, Semi-Rigid 047-Flex BM60462 $19.95} $18.7 


RGB, RGY, RG11, RG213, 
RG214, RG225, RG393 4 al | 
RG174, RG188, RG316 BM60119 $6.95 
RG178, RG196 | BM60155 $11.95 
RG180, RG195 BM60176 
RG188-Double, RG316-Double | BM60700 $7.95 
RG55, RG142, RG223,RG400 | BM60073 $7.95 
RG58 -BM60009 | $7.95 
RG59, RG62 | BM60094 $10.95} $10.29 
RGB, RG213 BM61390 $18.95) $17.81 
RG9, RG214, RG225,RG393. | BM61393 $18.95) $17.81 

-LMR-240,RG8X | BM61405 
LMR-400 BM61427 
RG174, RG188, RG316 BM60736 
RG188-Double, RG316-Double | BM60740 ii 
RG55, RG142, RG223,RG400 | BM60074| Contact 
RG58 | BM60010 | 
RG174, RG188, RG316 | BM60497 
RG178, RG196 | BM60503 
RG188-Double, RG316-Double | BM60493 


“RG401, RG401-Alum, 

RG401-Flex é | BM60509 

RG402, RG402-Alum, | 

RG402-Fiex | BM60466 ies 

RG405, RG405-Alum, | older 

RG405-Flex BM60429 | 
| 

pea ag RG142, R623, Bgoagg 


Semi-Rigid 020 BM60480 
Semi-Rigid 034 [E | BM60484 


Semi- -Rigid 047, Semi-Rigid | 

047-Alum, Semi-Rigid 047-Flex | BM60452 $16.95 
RG174, RG188, RG316 | BM60498 | _ Solder, $11.95 
RG55, RG58, RG142, RG223, ie Captive 
RG400 /BM60489 | Gontact | $12.95 


ha Solder. 
RG402, AGATA, BM60467| Without | $4.95 
| 


NS i Contact | 
RG401, RG401-Alum, 
RG401-Flex | BM60518 | Solder/Clamp| $29.95 


2] = 
Rad Be) 
o}] > 
oe 
fA 
—_ 
= 
oO 
oi 


RG174, RG188, RG316 
RG178, RG196 BM60366 
RG188-Double, RG316-Double | BMB0251 
RG55, RG58, RG142, RG223, 

RG400 | BM60294 
RG174, RG188, RG316 BM60128 
RG178, RG196 

RG180, RG195 
RG188-Double, RG316-Double 
RG55, RG142, RG223, RG400 
RG58 

RG59, RG62 

LMR-240, RG8X BM61408 
RG174, RG188, RG316 
RG178, RG196 
RG188-Double, RG316-Double | BM60494 
RG401, RG401-Alum, 

RG401-Flex BM60507 
RG402, RG402-Alum, 
RG402-Flex 
RG405, RG405-Alum, 
RG405-Flex 


RG55, RG58, RG142, RG223, 
RG400 BM60490 


Semi-Rigid 020 BM60481 
Semi-Rigid 034 ‘BM60485 
Semi-Rigid 047, Semi-Rigid 

047-Alum, Semi-Rigid 047-Flex BM60455 


[o) 
nn 


Ff 
pare 

2 
Oo 
OV 


| 


Ff 
= 


oA A nln Alp 
—_ —_ —_ | —_ | 
ed N |} /01) > IF); 

(fe) «o|o o |o 
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“ 

oo 
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~ 


vf 
=a 
ed 


bz 
B/S 
o 

a 
g 

NO 

Co 

—_ 

oi 


les 


SMA Female Bulkhead Right 


Angle SMA Male 45 Degree . 


RG174, RG188, RG316 BM61440 
RG188-Double, RG316-Double | BM61442 
RG55, RG142, RG223,RG400 | BM61446: 
RG58 BM61444 


RG402, RG402-Alum, 
RG402-Flex BM61457 
RG405, RG405-Alum, 
RG405-Flex BM61459 


RG174, RG188, RG316 | BM61332 
RG178, RG196 BM61435 95} 
-RG188-Double, RG316-Double | BM61334 $12.95 
RG55, RG142, RG223, RG400 BM61338 | $13.95 


“RG58 | BM61336 $13.95] 


a 
RG402, RG402-Alum, 
Rednhak _BM61319 $14.95 


Solder 
RG405, RG405-Alum, 
RG405-Flex BM61352 
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SMA Female 2 Hole Panel 
Mount 


RG402, RG402-Alum, 
RG402-Flex 


BM60478 “$13.95| $13.11 
RG405, RG405-Alum, 
RG405-Flex BM60449| Solder | $13.95} $13.11 
Semi-Rigid 647, Semi-Rigid 
047-Alum, Semi-Rigid 047-Flex BM60461 $15.95] $14.99 


Cable Type Attachment 25-49 
3 BM60346 $17.95) $16.87 
BM60371 $17.95] $16.87 
: BM60232 $18.95] $17.81 


: BM60295 $19.95) $18.75 
___ | RG8, RG9, RG11, RG213, 
RG214, RG225, RG393 BM60248 $36.95} $34.73 


: BM60138 $13.95| $13.11 


__[RG178, RG196 | $15.95] $14.99] 
_ | RG188-Double, RG316-Double $12.95] $12.17] 
[Rose BMG0023| $10.29 
nme | [$17.95] $16.87 
| | $21.95| $20.63 
| $21.95| $20.63 


RG174, RG188, RG316 BM60500 
RG178, RG196 BM60505 
RG402, RG402-Alum, 
RG402-Flex 


RG405, RG405-Alum, 
| RG55, RG58, RG142, RG223, 
_RG400 


_ | Semi-Rigid 047, Semi-Rigid 
[.047-Alum, Semi-Rigid 047-Flex 


BM60486 
BM60457 


SMA Maile P.C. Mount, .050” 
Round Contact 


| Brass Gold Plated Body 
: pmso807 | $11.96) $11.2 


w 


SMA Male Right Angle P.C. 
Mount, .050” Round Contact 


Materials 25-49 
_ | Brass Gold Plated Body | BM60908 | 


™ 
- Bracke Manufacturing, LLC 
&) PO Box 12319 
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SMA Connectors 


SMA Female Bulkhead 


RG174, RG188, RG316 
RG178, RG196 


RG188-Double, RG316-Double 


BM60376 
BM60233 


RG55, RG58, RG142, RG223, 
RG400 


BM60296 


RG174, RG188, RG316 


BM60145 


RG178, RG196 


BM60172 


RG188-Double, RG316-Double 
RG55, RG142, RG223, RG400 
RG58 

RG59, RG62 

RG8, RG213 


BM60195 
BM60084 
BM60031 


BM61433 


RG9, RG214, RG225, RG393 
LMR-240, RG8X 


BM61428 


RG174, RG188, RG316 


RG174, RG188, RG316 
RG178, RG196 
RG188-Double, RG316-Double 


BM61416 
BM61429 
BM60146 
BM60501 


BM60496 


RG401, RG401-Alum, 
RG401-Flex 
RG402, RG402-Alum, 
RG402-Flex 


BM60513 
BM60474 


RG405, RG405-Alum, 
RG405-Flex 

RG55, RG58, RG142, RG223, 
RG400 


BM60446 
BM60492 


Semi-Rigid 020 
Semi-Rigid 034 


BM60483 
BM60487 


Semi-Rigid 047, Semi-Rigid 


047-Alum, Semi-Rigid 047-Flex 


SMA Male End Launch .06 


BM60460 


PA 


Board Thick, .020” X .010” Tab 


Contact 


SMA Male End Launch .042” 


Board Thick, .020” X .010’ 
Contact 


* Tab 


SMA Male End Launch .062” 


Board Thick, .030” Round 
Contact 


Phone 949.756.1600 
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18.9 
$18.95 


$18.95 


$18.95 


Crimp, 
Captive 
Contact 
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SMA Connectors 


SMA Male End Launch .042” 
Board Thick, .030” Round 
Contact 


Brass Gold Plated Body 
BMe0912 | $15.95] $14.99 


SMA Male Bulkhead Front Mount, 
Solder Cup Contact 


Passivated Stainless Steel Body 
Bme0913 | $10.95] $10.29 


SMA Female P.C. Mount, .050” 
Round Contact 


25-48 
Brass Gold Plated Body 

BMG0921 | $4.95] $4.65 

SMA Female Stripline End | $ 
Launch, 1/16” Ground Plane, 


.080” X .006” Captive Tab Contact SMe 
[Waters «|e ‘| 1-24 | 2548 
B Nickel Plated Bod 

Bmsoe22_| $29.05] $22.51 


SMA Male Bulkhead Front Mount 
Hermetically Sealed With O-Ring, 
.020” Round Contact 


Stainless Steel Gold Plated Body 
BM60914 | $21.95] $2069 


SMA Male Bulkhead Front Mount, 
.380” Round Hole, Solder Cup 
Contact 


mast 
Passivated Stainless Steel Body 
pme0s1s | $17.95] $16.87 


SMA Male 2 Hole Panel Mount, 
Solder Cup Contact 


25.49 
Stainless Steel Gold Plated Body 
BMG0916 | $14.95) $14.05 


SMA Male 2 Hole Panel Mount 
Extended Dielectric, .050” Round 
Be i 


Stainless Steel Gold Plated BS SS ae 
BM60917 | $13.95] $19.11 
SMA Male .500” Panel Mount 


Extended Dielectric, .050” Round 
epee ee 


Stainless Steel Gold Plated RS. eae 
Bme0s18 | $12.95) $12.17 


SMA Male .500” Panel Mount, 
Solder Cup Contact 


Materials 25-49 
Stainless Steel Gold Plated Body 
Bm60919 | $12.95] $12.17 
SMA Male .500” Panel Mount 


Hermetically Sealed with O-Ring, 
.020” Round Contact 


Stainless Steel Gold Plated Body 


SMA Female Stripline End — Ze 
Launch, 1/8” Ground Plane, .080” R77 if» 
X .006” Captive Tab Contact ee 


25-49 
Brass Nickel Plated Body 

BM60923 ie $22.51 
SMA Female Stripline End 


Launch, 1/4” Ground Plane, .080” 
X .006” Captive Tab Contact 


eee 
25-49 
Brass Nickel Plated Body 
Susat | s Sr 


SMA Female Right Angle P.C. 
Mount, .050” Round Contact 


Brass Gold Plated Body 


SMA Female Bulkhead Right 
Angle P.C. Mount, .050” Round 


SMA Female Right Angle Surface 
Mount, .068” Round Contact 


25-49 
Brass Gold Plated Body 
BMG0927 | $13.95) $13.11 


SMA Female Bulkhead P.C. 
Mount, .050” Round Contact 


75-49 
Brass Gold Plated Body 

BM60928 $9.39 

SMA Female Bulkhead End 


Launch .062” Thick Board, .020” 
X .010” Tab Contact 


25.49 
Brass Gold Plated Body 
BM60929 | $13.95] $13.11 
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SMA Female Bulkhead End 
Launch .042” Thick Board, .020” 
—.—— .010” Tab Contact 


Oi C 
_ | Brass ae Plated Body 

BM60930 $13.95, $13.11 
SMA Female Bulkhead End 


Launch .062” Thick Board, .030” 
Round Sr ee 


{tH 
: 
SMA Female Bulkhead End 


Launch .042” Thick Board, .030” 
Round Contact 


25-49 
Brass Gold Plated Body 
pagoes2 | $13.95) $13.11 


SMA Female Surface Mount End 
Launch, .030” Round Contact 


ee Gold Plated Body 
BM60933 


SMA Female Surface Mount, 
.050” Round Contact 


Brass Gold Plated Body 
BM60934 | $8.95) $8.41 
SMA Female End Launch .034” 


Thick Board, .030” Round 
Contact 


Brass Gold Plated Body 
‘SMA Female End Launch .042” 


Thick Board, .020” X .010” Tab 
_ | Contact 


Gold Plated Contact . 
SMA Female End Launch .042” 


Thick Board, .030” Round 
Contact 


Brass Gold Plated Body 
SMA Female End Launch .047” 


Thick Board, .020” X .010” Tab 
Contact 


BM60936 $9.95; $9.3 


aE 
_ [Brass Gold Plated Body gree 
csuadhaedt NE NS 


TM 


Bracke Manufacturing, LLC 
PO Box 12319 
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BRACKE 


; te Connectors 


SMA Female End Launch .047” 
Thick Board, .030” Round 
Contact 


7558 
Brass Gold Plated Body 

pm60s39 | $9.95] $9.35 
SMA Female End Launch .062” 


Thick Board, .030” Round 
= 


Poo.) ew Matenalaae ht tan 25-49 
Brass Gold Plated Body 
BM60940 
SMA Female End Launch .062” 


Thick Board, .020” X .010” Tab 
Contact 


7549 
Brass Gold Plated Body 
BM60941 


SMA Female Bulkhead Rear 
Mount, Solder Cup Contact 


i Steel Gold Plated Body 
BM60943 


SMA Female Bulkhead Front 
Mount, Solder Cup Contact 


75-49 
Passivated Stainless Steel Body 
BM60944 


SMA Female Bulkhead, Solder 
Cup Contact 


Stainless Steel ps Plated Body 
BMG0945 


SMA Female Bulkhead, .050” 
Round Contact 


25.49 
Stainless Steel Gold Plated Body 
SMA Female Bulkhead Front WE 


Mount, .380” Round Hole, Solder 
Cup Contact 


25.49 
Passivated Stainless Steel Body 

Bme0s4s | $16.95] $15.93 

SMA Female Bulkhead Rear 


Mount with O-Ring, Solder Cup 
Contact 


[waters at] 24 [ae] 
Stainless Steel Gold Plated Body 
Bme0s49 | $12.95] $12.17 
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SMA Connectors 


SMA Female Bulkhead Rear 
Mount Hermetically Sealed with 
O-Ring, .020” Round Contact 


Stainless Steel Gold Plated Body BM60950 $18.95| $17.81 


Gold Plated Contact 


SMA Female Bulkhead 
Hermetically Sealed, .020” Round 
Canc a 


es ae | Steel Gold Plated Body 
BME0S1 | $16.95] $1583 
SMA Female Bulkhead Front 


Mount, Hermetically Sealed w/O- 
or .020” Round Contact 


oe ae Steel Gold Plated Body 
BMG0S62 | $18.95) $17.81 


SMA Female Right Angle 
Bulkhead, Solder Cup Contact 


Sa ae Part # 25-49 
Stainless Steel Gold Plated Body 
BM60963__| $26.95] $25.33 


SMA Female 2 Hole Panel Mount, 
.010” Round Contact 


Stainless Steel Gold Plated Body me ce 
BM60954 $9.95! $9.35 


Gold Plated Contact 


SMA Female .500” Panel Mount, 
Solder Cup Contact 


25-9 
Stainless Steel Gold Plated Body 
BMG0955 | $10.95] $10.29 


SMA Female 2 Hole Panel Mount, 
Solder Cup Contact 


Bh) eae Steel Gold Plated Body 
BM60956 
SMA Female 2 Hole Panel Mount 


Extended Dielectric, .050” Round 
Contact 


Stainless Steel Gold Plated Body 
BM60958 
SMA Female 2 Hole Panel Mount 


Flush Dielectric, .050” X .005 
Removable Tab Contact 


Stainless Steel Gold Plated Body 
BMG0s69 | $12.95] $12.17 
Tl 


SMA Female .687” Panel Mount 
Extended Dielectric, .050” Round 
Contact 


a 
Stainless Steel Gold Plated Body 

BM60962 | $13.95] $13.11 
SMA Female .500” Panel Mount 


Extended Dielectric, .050” Round 
Contact 


Stainless Steel Gold Plated Body 
BMe0s63 | $8.95] $8.41 


SMA Female .500” X .375” Panel 
Mount, Flush Dielectric, .050” X 
.005” Removable Tab Contact 


25-49 
Stainless Steel Gold Plated Body 

BMe0964 | $18.95] $17.81 

SMA Female 1” Panel Mount, 


Flush Dielectric, .050” X .005” 
Removable Tab Contact 


25-49 
Stainless Steel Gold Plated Body 

BM60965 | $23.95) $22.51 

SMA Female .500” Panel Mount 


Flush Dielectric, .050” X .005” 
——- Tab Contact 


SS Steel Gold Plated Body 
BM60966 


SMA Female 1” Panel Mount, 
.012” Width Slot in Contact 


Re Le 25-49 
Stainless Steel Gold Plated Body 
BMG0967 | $16.95] $15.93 
SMA Female .500” X .375” Panel 


Mount, Extended Dielectric, .050” 
Round Contact 


2549 | 
Stainless Steel Gold Plated Body BM60968 2 $21.57] 


Gold Plated Contact 


SMA Female .500” Panel Mount, 
.012” Width Slot in Contact 


eases [ssl siz] 


Materials 


Stainless Steel Gold Plated Body 
Gold Plated Contact 


SMA Female .500” X .375” Panel 
Mount, Solder Cup Contact 


Sa ee 25-49 
Stainless Steel Gold Plated Body 
BM60970_| $18.95] $17.81 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


BRACKE 


Phone 949.756.1600 
Fax 949.756.1601 


www.brackemfg.com 
sales@brackemfg.com 


; SMA Connectors 


| SMA Female 1” Panel Mount, 
| Solder Cup Contact 


Stainless Steel Gold Plated Body : : 


| SMA Female .687” Panel Mount, 
Solder Cup Contact 


Stainless Steel Gold Plated Body 


SMA Female .500” Panel Mount 
Hermetically Sealed with O-Ring, 
.020” Round Contact 


BM60973 $24.95] $23.45 


Stainless Steel Gold Plated Body 
[Gold Plated Contact 


_ | SMA Female Right Angle .500” 
_ | Panel Mount, Solder Cup Contact 


Stainless Steel Gold Plated Body 


4 

. 

[Gold Plated Contact BM60974 
) 

j 

} 

i 

p 

‘ 


SMA Female Right Angle .500” 
Panel Mount, Extended Dielectric, 
.050” Round Contact ‘ 


[Waters «Cate ‘| v.24 [25.09 
_ | Stainless Steel Gold Plated Body 

| BMG0975 | $19.95) $18.75 

, SMA Female Radius Right Angle 


-500” Panel Mount, Solder Cup 
Shas og 


Se Steel Gold Plated Body 


| SMA Female Right Angle, 2 
| Hole Panel Mount, 90° Direction 
| Extended Dielectric, .050” Round 


Brass Gold Plated Body 
| BM60977 | $23.95] $22.51 
SMA Female Right Angle, 2 Hole 


Panel Mount, +45° Direction 
Extended Dielectric, .050” Round 


Materials 25-49 
_ | Brass Gold Plated Body 
SMA Female Right Angle, 2 Hole 


Panel Mount, -45° Direction 
Extended Dielectric, .050” Round 


Brass Gold Plated Body 


TM 
; = Bracke Manufacturing, LLC 
; ed PO Box 12319 

; BRACKE 


Newport Beach, Ca 92658 


SMA Female Press Mount, .020” 
X .010” Tab Contact 


SMA Female Press Mount, .030” 
Round Contact 


SMA Female Right Angle 
Bulkhead Hermetically Sealed, 
.020” Round =. 


Joke 0 Materiales 1-24 | 25-49 


Passivated Stainless Steel/Gold Body | BM61085 | 
Gold Plated Contact BM61085 $32.95) $30.9 


SMA Female Spark Plug, Accepts 
.020” Contact 


Passivated Stainless Steel Body 


SMA Female .500” Panel Mount, 
.020” X .006” Tab Contact 


Stainless Steel Gold Plated Body 
BM61166 | $14.95] $14.05 


SMA Female Hermetically Sealed, 
.020” Round Contact 


Stainless Steel Gold Plated Body 
SMA Female .500” X .375” Panel 


Mount, .050” X .005” Captive Tab 
Contact 


75.8 
Passivated Stainless Steel Body 


SMA Male .375” X .500” Panel 
Mount, .050” X .005” Tab Contact 


Passivated So A a Steel Body 
BMG1I71 | $14.95] $14.05 


SMA Female 2 Hole Panel Mount 
with Sliding Contact 


Ee ee ete ae Steel Gold Plated Body 
BM61217 
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*) 


SMA Connectors 


SMA Female Surface Launch 
Stripline, Turret Terminal 


ae 25-49 
Stainless Steel Gold Plated Body 
BM61226 | $19.95] $18.75 


SMA Female Spark Plug, Accepts 
.015” Contact 


Lo a Stainless Steel Body 
BM61227_| $14.95] $14.05 


SMA Female .500” Panel Mount 
Flush Dielectric, .020” X .005” 
| Removable Tab Contact 


25.49 
brea Steel Gold Plated Body 
BMe1237 | $12.95) $12.17 


SMA Female .500” Panel Mount 
Flush Dielectric, .020” X .005” 
Captive Tab Contact 


he 
Stainless Steel Gold Plated Body 
BMG1241 | $14.95] $14.05 


SMA Female P.C. Mount, .250” 
Center to Center Mounting Holes, 
.012” Round Contact 


25.49 
Stainless Steel Gold Plated Body 
BMe1243 | $5.95| $5.59 


SMA Female Bulkhead Right 
Angle P.C. Mount, IP67 


25.49 
Stainless Steel Gold Plated Body 

BMe1244 | $19.95] $18.75 
SMA Female End Launch, 


Adjustable Board Thickness 
118” Max, .010” Round Contact 


Stainless Steel Gold Plated Body Face 
BM61262 | $13.95} $13.11 


Gold Plated Contact 


SMA Female Rotary Joint, P.C. 
Mount, .050” Round Contact 


Materials 


Brass Gold Plated Body 
Gold Plated Contact 


BM61275 


SMA Female Right Angle Rotary 
Joint, P.C. Mount, .050” Round 
Contact 


Materials 26-49 


SMA Connectors-27 GHz 


27 GHz SMA Female End Launch, 
062” Thick Board, .020” X .010” 
Tab ape 


25.49 
pe Saleen AE Steel Gold Plated Body 
BMet120_| $27.95] $26.27 


27 GHz SMA Female P.C. Mount, 
.050” Round Contact 


err 
Brass Gold Plated Body 
Bm60942 | $29.95) $28.15 


27 GHz SMA Female Bulkhead, 
.047” Round Contact 


au! 
25.49 
Stainless Steel Gold Plated Body 
BM60947 | $28.95] $27.21 


27 GHz SMA Female 2 Hole Panel 
Mount, Extended Dielectric, .047” 
Round a 


124 [2549 
ee ane Steel Gold Plated Body 
BMG0%57 | $29.95] $28.15 


27 GHz SMA Female 2 Hole Panel 
Mount, Solder Cup Contact 


25.4 
Stainless Steel Gold Plated Body 
BM60960_| $29.95] $28.15 


27 GHz SMA Female 2 Hole Panel 
Mount, Extended Dielectric, .010” 
Round ee 


27 GHz SMA Female Panel 
Mount, Extended Dielectric, .047” 
Round Contact 


Stainless Steel Gold Plated Body 


27 GHz SMA Female 2 Hole Panel 
Mount, Extended Dielectric, .018” 
—_i - Contact 


[rare [a 
fo SM Raeene e Stainless Steel Body 
BM61083 | $34.95) $32.85 


Brass Gold Plated Body 
T 
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BM61129 


eld Replaceable Connectors 


SMA Female Right Angle, 
4 Hole Panel Mount Field 
Replaceable, .500” Sq. Flange 


012” Pin 


Rett BM61130 


.015” Pin $31.95 $30.03 


18GHz | BM61131 
| 
‘|.036"Pin =| 18GHz | BM61133 
Lott to.o1e” | 6.5GHz | BM61167 | 


_| SMA Female 4 Hole Panel 
Mount Field Replaceable, 
.375” Sq. Flange 


012” Pi BM61139 
BM61140 


BM61141 


_| SMA Female 4 Hole Panel 
| Mount Field Replaceable, 
| .500” Sq. Flange 


| So eR 


a BM61149 131896 S171 
| 015” Pin BM61150 Seeratr at 
] BM61151 
| 020” Pin BM61152 $18.95] $17.81 
_ | .036” Pin 18 GHz BM61153 .95| $17.84 

$21.5 


$18.9 
$22.95 57 


" [owrte.o16" | 265GHe | BM61234 


_| SMA Male 2 Hole Panel Mount 
4 Field Replaceable 


Upnsce [Fenerey [Patt] cost [1s [aoa 
~ | .012” Pin 18 GHz $23.95] $22.51 
. [015" Pin 18 GHz 
| 018” Pin 18 GHz rere 
| .020” Pin BM61137 
.o36"Pin__ | 18GHz _| BM61138 | 
i 


| Field Replaceable, .375” Sq. 
pe enge 


= 
036” Pin | Pin 18 GHz 
_| SMA Female Right Angle, 


2 Hole Panel Mount Field 
Replaceable 


pinsze | Freuenoy | Part [onachment] 124 | 2549 
Iiore.or | azom | owerses | veo [352.95| 50087 


TM 


Bracke Manufacturing, LLC 
PO Box 12319 
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.018” Pin 


SMA Male 4 Hole Panel Mount 
Field Replaceable, .500” Sq. 
Flange 


.012” Pin 
015” Pin 
018” Pin 
020” Pin 
036” Pin 


BM61158 
BM61159 
BM61160 
BM61161 


Contacts and Hermetic Seals 


RaQ agenvns 


Type Part # Description Per Pack 
25-49 
Field BM30112 | .020” Dia., .005” X .020” $10.29 
$10.29 


Replaceable 
Tab Contact | BM30113 .036” Dia.; .005” X .020” 
Descripti 5 Pieces 
25-49 


Type Part # 
Overall Length 
112” 009” 


BM30120 
BM30119 | 125" | 


| BM30117| 220" 
Hermetic [BM30114| 315° |. .012" 

BM30115| 315” 018" | $15.95] $14. 

BM30116| 315 018" $514.06 $14.05 


' BM30118 | 


SMA Connectors NON-MAGNETIC 


SMA Male, Non-Magnetic 


RG174, RG188, RG316 BM61483 Crit $13.95] $13.11 
RGS8 BM61485 P | $13.95! $13.11 


SMA Male Right Angle, Non- 
Magnetic 


RG174, RG188,-RG316 BM61487 a $16.95| $15.93 
RGSS BM61489 P $16.95! $15.93 
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TNC Female 


RG174, RG188, RG316 BM60342 


RG178, RG196 BM60368 
RG55, RG58, RG141, RG142, 

RG223, RG400 BM60281 
RG59, RG62 BM60313 
RG8, RG9, RG11, RG213, 

RG214, RG225, RG393 BM60246 


RG174, RG188, RG316 BM60133 
RG55, RG141, RG142, RG223, BM60063 


RG400 

BM60021 
RG59, RG62 BM60102 
LMR-240, RG8X BM61409 
LMR-400 BM61423 


TNC Connectors 


95] $9.35] 


RG402, RG402-Alum, BM60529 


RG402-Flex 
RG405, RG405-Alum, BM60542 


Solder/Clamp 


RG405-Flex 


TNC Female Bulkhead 


Cable Type 
RG174, RG188, RG316 BM60349 


RG178, RG196 BM60373 
RG55, RG58, RG141, RG142, 
RG223, RG400 BM60286 


RG59, RG62 BM60320 
RG174, RG188, RG316 BM60141 


RG55, RG141, RG142, RG223, 
bop BM60067 


RG58 BM60027 
RG59, RG62 BM60106 
LMR-240, RG8X BM61413 


RG402, RG402-Alum, 
RG402-Flex BM60476 Solder, 
BM60448 Precision 


Cable Type Part# Attachment] 1-24 | 25-49 
BM60328 $9.95] $9.35 
BM60358 $10.95] $10.29 

Clamp 


RG55, RG58, RG141, RG142, 

BM60300 $0.95| $9.35} 
RG8, RG9, RG11, RG213, 

BM60237 $11.95) $11.23 
BM60113 | $12.95] $12.17 
BM60717 $13.95| $13.11 
RG55, RG141, RG142, RG223, 


Ross) BM600037 
RG59, RG62 —_ 
RG8, RG213 
RG9, RG214, RG225, RG393 


| $12.95] $12.17 


Semi-Rigid 047, Semi-Rigid 


047-Alum, Semi-Rigid 047-Flex BM60550 


LMR-240, RG8X BM61395 $6.95| $6.53] 
|LMR-400—“(tst*~*é‘C*C‘*diSC@®WMSG' 1.419 $8.95| $8.41 
Ra Re BM60512 $26.95] $25.33 
edie ure BM60464 $16.95| $15.93 
RG405, RG405-Alum, 

BM60423 $16.95| $15.93 
RG402, RG402-Alum, 

BM60525 $14.95] $14.05 
BM60538 | Solder/Clamp| $14.95| $14, 


TNC Male Right Angle 


[Gable Type | Part [Attachment] 1-24 | 2549 
BM60335 $14.95] $14.05] 
BM60363 $15.95] $14.99] 


RG55, RG58, RG141, RG142, 
BM60276 | Clamp | $16.95 
BM60307 


RG8, RG9, RG11, RG213, 
RG214, RG225, RG393 BM60241 
RG174, RG188, RG316 BM60123 


RG405, RG405-Alum, 
BM61369 


RG405-Flex 
BM61371 


RG405, RG405-Alum, Solder 


RG405-Flex 


RG55, RG141, RG142, RG223, BM60060 


RG400 


RG402, RG402-Alum, 
RG402-Flex 
RG405, RG405-Alum, 


RG402, RG402-Alum, 
BM60534 


RG402-Flex 
RG405-Flex BM60546 


TNC Female 4 Hole Panel 
Mount 


RG55, RG58, RG141, RG142, 
RG223, RG400 
RG55, RG141, RG142, RG223, 


RG400 BM60744 
RG58 BM60742 


RG402, RG402-Alum, 
RG402-Flex BM61466 


Solder 


RG405, RG405-Alum, 
RG405-Flex BM61468 


RG58 BM60014 
BM60098 


BM61403 
BM61421 


TNC Male 45 Degree : é) 
LY 


[Cable Type | Part# [Atachment] 1-24 | 25.1 | 

RG55, RG141, RG142, RG223, 

crimp | $23:95| $22.51] 
$23.95| $22.51 


[Ross BMG 1452 | 


TNC Female Bulkhead, .380” 
Round Hole, Solder Cup Contact 


ee 
Brass Nickel Plated Body 
pmeosso | $6.95|_$6.53 


TM 
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TNC Connectors 


TNC Female Bulkhead, .440” 
Round Hole, Solder Cup Contact 


sn EE 
Brass Nickel Plated Body 

BM60881 

TNC Female Bulkhead Isolated 


Ground, .500” Round Hole, 
Solder Cup Contact 


Brass Nickel Plated Body 
pm60e82 
TNC Female Bulkhead Isolated 


Ground, .380” Round Hole, 
Solder Cup Contact 


25-49 
Brass Nickel Plated Body 
[Goigptetdconact | BMG0883 


TNC Female Bulkhead Rear 
Mount Hemetically Sealed, Solder 


2 a Contact 
TNC Female Bulkhead Front 


__| Mount Hermetically Sealed, 
_ | Solder eS Contact 


————————— 


+ re a Nickel Plated Body 
BMG08S | $17.95) $16.87 


TNC Female .688” Panel Mount, 


#3-56 Tapped Holes, Solder Cup 
Contact 


2 25.49 
Brass Nickel Plated Body 
Gold Plated Contact BM60886 


_ | TNC Male .750” Panel Mount, 
a Solder Cup Contact 


\ 25.8 
i ee al Nickel Plated Body 


| TNC Female .687” Panel Mount, 
_ | .086” X .005” Tab Contact 


ee aoa | 25-49 
eee Nickel Plated Body 
BM61197__| $12.95] $12.17 


TNC Female Right Angle 
Bulkhead, Solder Cup Contact 


TNC Female .750” Panel Mount, 
Extended Dielectric, .086” Round 
Contact 


Brass Nickel Plated Body | BM61221_| $14.05 
$14.95) $14.05 


TNC Female .750” Panel Mount, 
Solder Cup Contact 


Brass Nickel Plated Body 
[GouPutesconsct «| BMG1222 | $8.95) $0.41 
TNC Female Quick Change 


4 Hole Panel Mount, Slotted 
Contact Terminal for Watt Meter 


Brass Nickel Plated Body 
BM61257 _| $20.95, $19.69 
TNC Male Quick Change 4 Hole 


Panel Mount, Slotted Contact 
Terminal for Watt Meter 


ene eae Te] 
Brass Nickel Plated Body 
BMG1258 | $28.95 


3.5mm Connectors 


Cable Type Attachment 25-49 
or pay hag gy, BM60745 $49.95! $46.95 


RG402-Flex 
Solder/Clamp 
BM60749 $49.95] $46.95 


RG405, RG405-Alum, 
RG405-Fiex 


3.5mm Female Bulkhead 


SAN 
Cable Type Attachment 25-49 
prose RGA02-AS BM60752 $69.95| $65.75 
Solder/Clamp 
BM60755 $69.95} $65.75 


RG402-Flex 
RG405, RG405-Alum, 
RG405-Flex 

Cable Type Attachment 25-49 
Soy, a aaa BM60738 $49.95] $46.95 
RG405, RGADS-Alum, BM60741 assy 2 $49.95] $46.95 
RG405-Flex : : 
3.5mm Female End Launch.062” 
Thick Board, .012” Round 
Contact 


Stainless Steel Gold Plated Body 
Gold Plated Contact 
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SSMA Connectors 


Cable Type | Part# [Attachment] 1-24 | 25 


RG174, RG188, RG316 BM60666 
RG178, RG196 | BM60673 | 
RG188-Double, RG316-Double | BM60671 


Crimp 


SSMA Male Right Angle 


RG174, RG188, RG316 
RG178, RG196 
RG188-Double, RG316-Double 


BM60678 
BM60686 
BM60683 


$18.95) $17.81 


SSMA Female P.C. Mount, .034” 
Round Contact 


Brass Gold Plated Body 
Gold Plated Contact BM60852 


SSMA Female Right Angle P.C. 
Mount, .034” Round Contact 


Brass Gold Plated Body 


SSMA Male P.C. Mount, .034” 
Round Contact 


Brass Gold Plated Body 


SSMA Female .375” Panel Mount 
Extended Dielectric, .034” Round 
Contact 


Stainless Steel Gold Plated Body 
BM60870_| $23.95) $22.51 


SSMA Female .375” Panel Mount, 
Solder Cup Contact 


Passivated Stainless Steel Body 
BM60871 _| $21.95] $20.63 
SSMA Female 2 Hole Panel 


Mount Extended Dielectric, .034” 
Round Contact 


Stainless Steel Gold Plated Body 
BM60872 | $23,95| $22.51 


SSMA Female 2 Hole Panel 
Mount, Solder Cup Contact 


25.49 
Passivated Stainless Steel Body 


SSMA Male .375” Panel Mount, 
Solder Cup Contact 


75-49 
Stainless Steel Gold Plated Body 


SSMA Male 2 Hole Panel Mount, 
Solder Cup Contact 


25-49 
Stainless Steel Gold Plated Body 
pm60s7s | $14.95) $14.05 


SSMA Female Bulkhead Front 
Mount, Turret Contact 


Passivated Stainless Steel Body i 
BME0901 | $19.95| $18.75] | 


SSMA Female Bulkhead Rear 
Mount, Solder Cup Contact 


25-49 | | 
Passivated Stainless Steel Body ‘ 
pm60s02_| $17.98] $16.87 | 


75 Ohm BNC Connectors 


75 Ohm BNC Female 


[tana Tipe nce ea | 
RG11, RG216 BM60644 | $16.95] $15.93] 
RG179, RG187 BM60651 
RG59, RG62 -BM60648 | $11.95] $11.23] | 
RG6 BM60640 | $24.95] $23.45] 
RG179, RG187 BM60591 
RG59, RG62 BM60588 


75 Ohm BNC Female 
Bulkhead 


RG11, RG216 BM60657 pacar 
RG179, RG187 BM60663 | 
RG59, RG62 BM60660 f 


RG6 BM60654 $28.95} $27.21 
$12.95) $12.17] 


‘stots Mini 59, RG180, BM60848 
BM60597 $12.95| $12.17] | 
| $12.95] $12.17 


RG179, RG187 
RG59, RG62 BM60594 


Bracke Manufacturing, LLC 
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Cable Type 
_ [RG11, RG216 BM60612 
RG179, RG187 BM60622 
RG59, RG62 BM60616 
BM60609 

BM59Mini, Mini 59, RG180, 

Stor BM60801 
| RG11, RG216 BM60561 
_ | RG179, RG187 BM60570 

BM60564 
[Ree CCC BM60558 
__ | 75 Ohm BNC Male Right 
_ | Angle 
\ 


| BM60631 
BM60637 


BM60634 
BM60626 


BM60846 
BM60585 


$14. 95 so 05 


75 Ohm BNC Female Bulkhead, 
1/8” Max Panel, .440” Mounting 
| Hole, Solder ey Contact 


a TC ETE 
Brass Nickel Plated Body 
7 BM61066 


_| 75 Ohm BNC Female Bulkhead, 7 
er, 


1/4” Max Panel, .380” Mounting 
Hole, Solder Cup Contact : 
| Brass Nickel Plated Body 
[GcgPlsted contac | BM 1067 [sel se 
75 Ohm BNC Female Bulkhead, 


Isolated Ground, .380” Round 
| Hole, Solder i Contact 


J | 


ee ee 25.8 
| Ferase Nickel Plated Body 
se | ewer 


75 Ohm BNC Female Bulkhead, 
| lsolated Ground, .500” Round 


tte 78 
_ | Brass Nicke ly 
Wesirutedconmcr «| BM61069 | $11.95) $11.23 


175 Ohm BNC Female Bulkhead 
_ | Front Mount, .380” Mounting 
ee Hermetically Sealed Turret 


"> ic ody 
| Gold Plated Contact BM61070 | $19.95) $18.75 


Wineatice Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


| $15.95] $14.99] 


75 Ohm BNC Connectors 


75 Ohm BNC Female Bulkhead 
Rear Mount, .510” Mounting 

Hole, Hermetically Sealed Turret 
Contact 


Dae ae [ae 
Brass Nickel Plated Body 

BM61071 | $19.95 $18.75 
75 Ohm BNC Female .688” Panel 


Mount, #3-56 Tapped Holes, 
Solder Cup Contact 


25.8 
Brass Nickel Plated Body 
BM61072 


75 Ohm BNC Female .750” Panel 
Mount, Turret Contact 


25-8 
Brass Nickel Plated Body 
BM61073 | $11.95] $11.23 


75 Ohm BNC Female .688” Panel 
Mount, Soider Cup Contact 


25.49 
Brass Nickel Plated Body 
BMe1074 | $8.95) $841 


75 Ohm BNC Female 1” Panel 
Mount, Solder Cup Contact 


25-49 
Brass Nickel Plated Body 

BMG1075 | $13.95) $13.11 

75 Ohm BNC Female Right Angle, 


.750” Panel Mount, Solder Cup 
Contact 


25-49 
Brass Nickel Plated Body 
BM61076 Ls $14.99 


75 Ohm BNC Male Bulkhead, 
Solider Cup Contact 


Brass Nickel Plated Body 
Gold Plated Contact 


75 Ohm BNC Male .750” Panel 
Mount, Solder Cup Contact 


768 
BM61077 $11.95} $11.23 


a ae 25-49 
Brass Nickel Plated Body 
Bm61078 | $11.95) $11.23 


75 Ohm BNC Female Right Angle 
Bulkhead, Solder Cup Contact 


YEAS 
25.49 
Brass Nickel Plated Body BM61079 $19.95| $18.75 


Gold Plated Contact 
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SMB Connectors 
Will not mate to 75 Ohm SMB connectors 


SMB Jack 


RG174, RG188, RG316 
RG178, RG196 

RG174, RG188, RG316 
RG188-Double, RG316-Double 


RG178, RG196 
RG405, RG405-Alum, 
RG405-Flex 


BM60343 
| BM60369 
BM60135 
BM61477 
BM60165 


BM60439 


Crimp 


——— 


Solder 


SMB Jack Bulkhead 


RG174, RG188, RG316 
RG178, RG196 

RG174, RG188, RG316 
RG188-Double, RG316-Double 
RG178, RG196 

RG55, RG142, RG223, RG400 


BM60350 
~ | BM60374 
BM60142 
BM61479 

BM60170 
BM60082 
| BM60028 


BM60444 


ie 
RG405, RG405-Alum, 


RG405-Flex 


! 


RG174, RG188, RG316 BM60330 
RG178, RG196 | BM60359 | 
RG174, RG188, RG316 | BM60115 
RG178, RG196 BM60152 
RG188-Double, RG316-Double | BM60186 
RG55, RG142, RG223,RG400 | BM60070 


RG58 | BM60005 
RG405, RG405-Alum, 
RG405-Flex BM60424 


Solder 


Solder 


50.96| $9.25 


SMB Plug Right Angle 


RG174, RG188, RG316 BM60336 $12.95} $12.17 
RG178, RG196 __| BM60364 $12.17 
RG174, RG188, RG316 $9.35 


BM60125 


RG188-Double, RG316-Double | BM61481 
RG178, RG196 BM60159 $9.95} $9.35 
$12.95} $12.17 


RGSS, RG142, RG223,RG400 | BM60076 | 
$12.95} $12.17 


BM60015 


BM60434 
Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


RG405, RG405-Alum, 


RG405-Flex Solder 


BRACKE 
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: 2548 


SMB Plug Bulkhead Front Mount, 
Solder Cup Contact 


Brass Gold Plated Body 
BM60867 


SMB Plug Right Angle P.C. 
Mount, .035” found Contact 


<a 75.49 
Brass Gold Plated Body 
pM60s6s | $9.95) $9.35 
SMB Plug P.C. Mount, .038” 
-Round Contact 


Brass Gold Plated a Mle ae 
BM60869 


SMB Jack .375” Panel Mount, 
Solder Cup Contact ' 


25.49 
ha Gold Plated Body 
BM61036 | $10.95] $10.29 


SMB Jack 2 Hole Panel Mount, 
Solder Cup Contact 


Brass Gold Plated Body 
BM61037 
SMB Jack End Launch .042” 


Thick Board, .020” X .010” Tab 
Contact 


8 
Brass Gold Plated Body 
pme103s | $7.95, $7.47 


SMB Jack End Launch .062” 
Thick Board, .020” X .010” Tab 
Contact 


748 | 
Brass Gold Plated Body 
SMB Jack End Launch .042” 


Thick Board, .030” Round 
Contact 


[> alas | 
Brass Gold Plated Body 

BM61040 | $7.95| $7.47 
SMB Jack End Launch .062” : 


Thick Board, .030” Round 
Contact 


| 
Brass Gold Plated Body 
BMe1041 | $7.95 $7.47 
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SMB Connectors 
Will not mate to 75 Ohm SMB connectors 


| SMB Jack Bulkhead Right Angle 
| P.C. Mount, .038” Round Contact 


_ [Brass Gold Plated Body 
1 Lot Plated Contact BM61042 $11. 95) $11.23 


SMB Jack Bulkhead P.C. Mount, 
.038” Round Contact 


eye egy rans BM61043_ | $10.95) $10.29 


[Gold Plated Contact 


| SMB Jack Right Angle Surface 
| Mount, .038” Round Contact 


' [Brass Gold Plated Body 
BMe1044 | $7.95, $7.47 


... Jack Surface Mount, .038” 
iF Round Contact 


aces | tare | ee sss 


a SMB Jack Right Angle P.C. 
| Mount, .038” Round Contact 


ql Brass Gold Plated Body 
=a a 
q 


| SMB Jack P.C. Mount, .038” 
le sa Round Contact 


| mame Plated Body 
| ek a BM61047 


SMB Jack Bulkhead Right Angle 
| Front Mount, Solder Cup Contact 


y< 

oF 

| Brass Gold Plated Body 

= BMe1048 | $13.95) $13.11 
2 


: ‘SMB Jack Bulkhead Front Mount, 
| Solder Cup Contact 


| | SMB Jack Bulkhead Rear Mount, 
| Solder Cup Contact 


[Brass Gold Plated Body 
BM64050 


Meabice Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 


BRACKE 


poe 


BNC Twinax Connectors 


BNC Twinax Jack 


RG108 BM61308 Clamp $18.95| $17.81 
RG108 BM61306 Crimp $18.95) $17.81 


BNC Twinax Jack Bulkhead 


BNC Twinax Plug 


\ = my iy 
BM61304 Clamp $15.95| $14.99 
BM61302 Crimp $11.95) $11.23 


BNC Twinax Jack Bulkhead, [f. i /[ 
Solder Cup Contact MAL ‘ae 
Materials’. = a 1-24 | 25-49 
Brass Nickel Plated Te 
pesiices | $10 Sige 


BNC Twinax Jack .688” Panel 
Mount, Solder Cup Contact 


Brass Nickel Plated Mata a 
Bm61110 | $13.95] $13.11 


BNC Twinax Jack .688” P.C. 
Mount, .040” Round Contact 


Brass Nickel Plated Body eae els $14.99 
Gold Plated Contacts $15.95) $14.99 


BNC Twinax Jack Right Angle 
.688” P.C. Mount, .040” Round 
Sere 


Brass Nickel Plated Body Se eee 
$19.95] $18.75 
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aT = 


Crimp Attachment 
UnTerminated #20 AWG Leads for: 


Cable Type-Crimp Attachment Part # 1-24} 25-49 


RG55, RG142, RG223, RG400 BM60723 | $6.95| $6.53 
BM60726 | $6.95] $6.53 
RG59, RG62 BM60728 | $7.95! $7.47 


Safety Hooks for: 
Cable Type-Crimp Attachment Part # 1-24| 25-49 


RG55, RG142, RG223, RG400 BM60753 | $11.95 | $11.23 
i= 

RG58 BM60747 

RG59, RG62 BM60750 


Standard Stacking Banana Plugs for: 


Cable Type-Crimp Attachment Part # 1-24 
RG55, RG142, RG223, RG400 BM60719 | $11.95 


RG58 BM60722 | $11.95 
RG59, RG62 BM60724 | $12.95 


Miniature Stacking Banana Plugs for: 


Cable Type-Crimp Attachment Part # 1-24 


at 


HN pa 
7A 0G Mh ( 


E100 


Molded Breakouts 


With Approximately 6” Red and Black Leads 


ee 


: Miniature Stacking Banana Plugs to: 


RG55, RG142, RG223, RG400 BM60748 | $11.95 
RG58 | BM60743 $11.95 
RG59, RG62 BM60746 | $12.95 


Stacking Tip Plugs for: 
Cable Type-Crimp Attachment 
RG55, RG142, RG223, RG400 


RG58 
RG59, RG62 


BM60767 
BM60770 
BM60773 


$12.95 
$12.95 
$13.95 


Miniature Alligator Clips for: 


Cable Type-Crimp Attachment 


RG55, RG142, RG223, RG400 


Part # 
BM60713 


$10.95 


RG58 
RG59, RG62 


BM60718 
BM60721 


$10.95 | 
$11.95 


#8 Spade Lugs for: 
Cable Type-Crimp Attachment 


ae es Stacking Tip Plugs to: 


S == 


ee Miniature Alligator Clips to: 
ae = Connector Type a 


BNC Female 


UnTerminated #20 AWG Leads to: 
Connector Type 25-49 


BNC Male BM91798 | $7.95| $7.47 
BNC Female 


BM91807 | $6.95| $6.53 | 
Safety Hooks to: 


BNC Male BM91799 | $11.95 | $11 rent 
BNC Female 


BM91808 | $10.95 $10.29 | 29 
Standard Stacking Banana Plugs to: 


[Connector Type [Pane | 12a] 2548) 


BNC Male BM91800 |$12.95 Snot 17 
BNC Female BM91809 


$10.95 '$10.29 | 29 


[Connector Type [Pate [124] 2540) 


BNC Male BM91801 [$13.95 | $13.11, 
BNC Female 


BM91810 


BM91806 |$12.95 | $12.17 | 
BM91815 


BNC Male 
BNC Female 


[ENG romsie | -ewotet2-] $086] $9.35 : 


#8 Spade Lugs to: 


RG55, RG142, RG223, RG400 
RG58 


BM60754 
BM60776 


$9.95 | 
$9.95 


RG59, RG62 BM60779 | $10.95 


Insulated Spade Lugs for: 


Cable Type-Crimp Attachment Part # 1-24 


BNC Male “i | 395,535 | $9.35] 
BNC Female $8.41 


Insulated Spade Lugs to: 


RG55, RG142, RG223, RG400 BM60777 | $10.95 


RG58 
RGS59, RG62 


BM60780 
BM60782 


$10.95 
$11.95 


Standard Alligator Clips for: 
Cable Type-Crimp Attachment 
RG55, RG142, RG223, RG400 


RG58 
RG59, RG62 


1-24 | 25-49 
_| BM60696 | $10.95 | $10.29 


"| BM606 76 | $10.95 | $10.29 
~ | BM60680 $11.95 | $11.23 


Bracke Manufacturing, LLC 
PO Box 12319 
Newport Beach, Ca 92658 
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Phone 949.756.1600 
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[Gonnectortype | Pan# | 1-24] 250] 
BNC Male | 
BNC Female | BM91814 | $9.95 | $9.35], 


Standard Alligator Clips to: 


: 


BNC Male BM91802 |$10.95 | $10.29 
BNC Female 


Bmg91811 | $9.95| $9.35, 


www.brackemfg.com 


949.756.1601 sales@brackemfg.com 


Patch Cords 


2 as 


Alligator Clip to 
Safety Hook 


Alligator Clip to Alligator Clip to 
Alligator Clip Stacking Banana Plug 


1-24 Inches 1-24 
[$6.25 
$6.37 
$6.49 
$6.61 
$6.85 
$6.66 $7.09 
$7.33 | $6.89 L_ $7.33 __ $7. . 
72 | $7.57 | $7. : ; 72 


Sa xx * with en Replace ** with length ** wi *X* wi Replace ** with length 
in Inches from ABOVE in Inches from ABOVE i j in Inches from ABOVE 


Alligator Clip to Mini Alligator Clip to Mini Alligator Clip to 
Insulated Spade Lug Mini Alligator Clip Stacking Banana Plug 


1-24 25-49 
$6.25 $5.88 


$6.66 
$6.89 


Replace ** with length 
in Inches from ABOVE 
——m| 


— | 


Stackitid Banana Plug to Stacking Banana Plug to Safety Hook to 


Stacking Banana Plug Insulated Spade Lug Safety Hook 


_Red Lead — 


1-24 25-49 - Inches 1 -24 25-49 
$6.25 | $5.88 6 | $7.95 | $7.47 
$6.37 | $5.99 i 12 | $8.07 | $7.59 
$6.49 | $6.10 ; 1¢ | sa19 | $7.70 
$6.61 | $6.21 E . 24 | $8.31 | $7.81 
$6.85 | $6.44 36 | $8.55 | $8.04 
$7.09 | $6.66 ; 48 | $8.79 | $8.26 
$7.33 | $6.89 ; 60 | $9.03 | $8.49 
$7.57 | $7.12 ; 72 | $9.27 | $8.71 


a 
Replace ** with length 
in Inches from ABOVE 


www.brackemfg.com 
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Preset Torque Wrenches 


BRACKE MANUFACTURING 
SS> 


SS 
N & SC Hex Nut 
_Connectors _ 
_Part# BM30006 


Preset Torque| 14 in Ibs 
Hex Size 13/16 Inch 


Tze | 2549 | 50-00 | 


SMA, 2.9 & 3.5mm 
Connectors 
Partt# BM30001 | 
Hex Size 5/16 Inch 


Preset Torque} 14 in Ibs Preset Torque} 8 in Ibs Preset Torque| ~3inibs _ | 
| +24 | 2549 | 50-09 | | 1-24 | 2549 | 50.99 | | 1-24 | 2549 | 50-99 | 
[$170.05 | $169.15 | $158.36] 


Preset Torque} 14 in lbs 
[1-24 [25-49 | 50-00 | 


/ BRACKE MANUFACTURNCA\ 


RG174, RG179, 
RG180, RG187, 
RG188, RG195, 

RG316 


RG9, RG11, 
RG213, RG214, 
RG216, RG225, 
RG393 


RG55, RG58, 
RG59, RG62, 
RG142, RG223, 
RG400 


is 


Hex Cavity .068, .100, Hex Cavity Hex Cavity 068, .213, 


30012 Sizes | .128,.178 sien >i) OO Sizes 255 
Material: Green Plastic | 1-24 | 25-49 | 50-09 | | 1-24 | 2549 | 50-00 | [124 | 25-40 | 5099 | 
| __.1-24 | _25-49 | $89.95 | $84.55 | $79.16 | 


$4.95 $4.65 


Fits Cable Sizes 


RG6, RG8, RGY, RG11, RG55, 
RG58, RG59, RG62, RG141, 

RG142, RG174, RG179, RG180, 
RG187, RG188, RG213, RG214, 
RG223, RG225, RG303, RG316, 
RG393, RG400 


-042, .068, .080, .100, .128, .151, 
178, .213, .255, .324, .429 


Lt Se a 
$179.95 | $169.15 


14" | BM30103 | $9.95 
3/8” | BM30104| $9.95 
1/2” | BM30105 
Stainless | Nuts |_| Fits All | BM30109| $4.95 
aire ee 1/4” | BM30106 [ 38.8 
eee |_3/8" | BM30107 | $7.95 

1/2” | BM30108| $8.95 

Nuts | Fits All | BM30110 | $5.95 

1/4” | BM30100| $3.95 


ae BM30101 s4.05 


1/2" | BM30102| $5.95 Kit includes, 1 Ratchet with 
Fits All | BM30111 4 Interchangeable Dies 


Phillips 
Screws | #3-56 | 


Phillips 
Zinc Plated | Screws 


Bracke Manufacturing, LLC ' 
PO Box 12319 Bey Hin pT www.brackemfg.com 
BRACKE Newport Beach, Ca 92658 ie (on. sales@brackemfg.com 
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RGS9B/U BRACKE MANUFACTURING PO BOX 12319 NEWPORT BEACH, CA, 92658 WWW.BRACKEMFG.COM 


, Center Operating] Operating] . vi 
Dielectric Boal ubtbe #of | Capacitance Voltage | Temp C> 50-99 |100-249}250-499 
RMS Max 


Diameter Biskicin Shields pF/Foot 
.159:PVC 023: -30 to +75 | | 
.110:PVC .060: .018: : -40 to +85 
.240:PE .150: 056: : -40 to +85 
.240:TPE .150: .056: : 
TLMR-400-Uitra-Flex 285: "108: AO to +85 
| 455: 176: j -40 to +85 
| l ; -40 to +80 


-40 to +80 
405: 285: : : : -40 to +80 
.405:PVC-IIA} .285: -.048: ; i -40 to +80 
.200:PVC-IIA} .116: j ; 2 8. -40 to +80 


RG62A/U 242:PVC-IIA|.146: 0253: ! 40 to +80 
FRG108A/U 


| RG108A/U .235:PVC-IIA| 2(.079: 035: . ; “40 to +80 
i 195:FEP-IX | . 

Ny 
ep 


| RG179B/U 


. 4195:PVCHIA] 116: 0355: ~40 to +80 
| RG59B/U .242:PVC-IIA| _.146: .0230: -40 to +80 


e 75 | 060: 012:SCCS 
ie 0201:SCCS 


-40 to +80 
-40 to +80 
-40 to +80 
-40 to +80 
-40 to +80 


.0201:SCCS 
.0201:SCCS 


RG40 


RG402-Alum 118: .036:SPC 
RG402-Flex 118: .036:SPCCS 


.036:SPCCS 


'RG405-Flex ssid 066: .020:SPCCS 

405-Flex-Jacketed 127:PVC | .066: 020:SPCCS 

.011:SPCCS 
004:SPC 
.008:SPC 

.011:SPCCS 

.011:SPCCS 

.011SPCCS 

.0358:SPC 

.020:SPCCS 

011:SPCCS 


Bracke Manufacturing, LLC 
j PO Box 12319 
_pracke Newport Beach, Ca 92658 


Phone 949.756.1600 
Fax 949.756.1601 
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Bracke Part # PG# 
BM10001 thru BM10005 33 
BM10006 thru BM10015 32 
BM10016 34 
BM10017 & BM10018 32 
BM10019 thru BM10021 34 
BM10022 thru BM10035 35 
BM10036 & BM10037 33 
BM10038 & BM10039 32 
BM10040 thru BM10053 36 
BM10054 35 
BM10055 thru BM10060 33 
BM10061 & BM10062 34 
BM10063 32 
BM10064 33 
BM10065 thru BM10079 35 


BM10080 thru BM10086 
BM10087 

BM10088 & BM10089 
BM10090 thru BM10097 


BM10300 thru BM10321 
BM11000 


BM11036 
BM11037 thru BM11055 
BM11056 thru BM11058 
BM11059 


BM11060 thru BM11068 
BM11069 & BM11070 
BM11071 thru BM11110 
BM11111 

BM11112 thru BM11123 
BM11124 thru BM11135 
BM12000 

BM12200 thru BM12440 
BM13000 thru BM13026 
BM13202 thru BM13219 
BM13300 thru BM13328 
BM13500 thru BM13545 
BM13700 thru BM13728 
BM13800 thru BM14071 
BM30001 thru BM30111 
BM30112 thru BM30120 
BM50000 thru BM50024 
BM50025 thru BM50049 
BM50050 thru BM50074 
BM50075 thru BMS0099 
BM50100 thru BM50124 
BM50125 thru BM50149 
BM50150 thru BM50175 
BM50176 thru BM50201 
BM50202 thru BM50226 
BM50227 thru BMS50252 
BM50253 thru BM50277 
BM50278 thru BM50302 
BM50303 thru BM50327 
BM50328 thru BM50352 
BM50353 thru BM50377 
BM50378 thru BM50402 
BM50403 thru BM50427 
BM50428 thru BM50452 
BM50453 thru BM50477 
BM50478 thru BMS0502 
BM50503 thru BM50527 
BM50528 thru BM50552 
BM50553 thru BM50577 
BM50578 thru BM50602 
BM50603 thru BM50627 
BM50628 thru BM50652 
BM50653 thru BM50677 
BMS50678 thru BMS0702 
BM50703 thru BM50727 
BM50728 thru BM50752 
BM50753 thru BM50777 
BMS50778 thru BMS50802 
BMS50803 thru BM50827 
BM50828 thru BM50852 
BM50853 thru BM50877 
BM50878 thru BM50902 
BM50903 thru BM50927 
BM50928 thru BM50944 
BM60000 

BM60001 

BM60002 
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BM60003 


BM60008 
BM60009 & BM60010 
BM60011 
BM60012 
BM60013 


BM60048 ; 
BM60049 & BM60050 
BM60051 
BM60052 
BM60053 
BM60054 
BM60055 
BM60056 
BM60057 
BM60058 
BM60059 
BM60060 
BM60061 
BM60062 
BM60063 


BM60072 
BM60073 & BM60074 
BM60075 
BM60076 
BM60077 


BM60123 


PO Box 12319 


BRACKE 


Newport Beach, Ca 92658 


Bracke Part # PG# 


=) Bracke Manufacturing, LLC 


Index 


Bracke Part # PG# 
BM60124 161 
BM60125 184 
BM60126 168 
BM60127 158 
BM60128 172 
BM60129 161 
BM60130 148 
BM60131 155 
BM60132 152 
BM60133 180 
BM60134 160 
BM60135 184 
BM60136 166 
BM60137 158 
BM60138 173 
BM60139 155 
BM60140 152 
BM60141 180 
BM60142 184 
BM60143 168 
BM60144 158 
BM60145 & BM60146 173 
BM60147 161 
BM60148 156 
BM60149 153 
BM60150 160 
BM60151 161 
BM60152 184 
BM60153 168 
BM60154 158 
BM60155 172 
BM60156 148 
BM60157 & BM60158 161 
BM60159 184 
BM60160 168 
BM60161 158 
BM60162 172 
BM60163 148 
BM60164 160 
BM60165 184 
BM60166 168 
BM60167 158 
BM60168 173 
BM60169 161 
BM60170 184 
BM60171 168 
BM60172 173 
BM60173 157 
BM60174 146 
BM60175 166 
BM60176 172 
BM60177 155 
BM60178 166 
BM60179 172 
BM60180 146 
BM60181 155 
BM60182 & BM60183 166 
BM60184 156 
BM60185 158 
BM60186 184 
BM60187 155 
BM60188 158 
BM60189 172 
BM60190 155 
BM60191 158 
BM60192 173 
BM60193 155 
BM60194 158 
BM60195 iS 173 
BM60196 146 
BM60197 151 
BM60198 thru BM60200 166 
BM60201 151 
BM60202 &.BM60203 166 
BM60204 146 
BM60205 & BM60207 170 
BM60208 148 
BM60209 147 
BM60210 148 
BM60211 157 
BM60212 164 
BM60213 165 
BM60214 164 
BM60215 165 
BM60216 164 
BM60217 165 
BM60218 164 
BM60219 155 
BM60220 146 
BM60221 147 
BM60222 155 
BM60223 147 
BM60224 151 
BM60225 159 
BM60226 160 
BM60227 164 
BM60228 & BM60229 151 
BM60230 & BM60231 172 
BM60232 & BM60233 173 
BM60234 156 
BM60235 & BM60236 153 
BM60237 180 
BM60238 159 
BM60239 172 
BM60240 155 
BM60241 180 
BM60242 159 
BM60243 155 
BM60244 & BM60245 152 
BM60246 180 
BM60247 159 
BM60248 173 
BM60249 155 
BM60250 152 
BM60251 & BM60252 159 
BM60253 146 
BM60254 164 
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Bracke Part # PG# 
BM60255 149 
60256 146 
BM60257 152 
BM60258 149 
BM60259 146 
BM60260 149 
BM60261 165 
BM60262 149 
BM60263 & BM60264 146 
BM60265 164 
BM60266 156 
BM60267 146 
BM60268 153 
BM60269 180 
BM60270 164 
BM60271 159 
BM60272 149 
BM60273 155 
BM60274 146 
BM60275 152 
BM60276 180 
BM60277 159 
BM60278 149 
BM60279 4155 
BM60280 152 
BM60281 180 
BM60282 159 
BM60283 149 
602: 155 
BM60285 152 
BM60286 180 
BM60287 165 
BM60288 159 
BM60289 180 
BM60290 159 
BM60291 155 
BM60292 thru BM60294 172 
BM60295 & BM60296 173 
BM60297 156 
BM60298 146 
BM60299 153 
BM60300 180 
BM60301 & BM60302 164 
BM60303 151 
BM60304 159 
BM60305 151 
60306 155 © 
BM60307 180 
BM60308 164 
BM60309 165 
BM60310 159 
BM60311 155 
BM60312 152 
BM60313 180 
BM60314 164 
BM60315 165 
BM60316 159 
BM60317 151 
BM60318 155 
BM60319 152 
BM60320 180 
BM60321 165 
BM60322 164 
160323 165 
BM60324 & BM60325 159 
160326 156 
BM60327 153 
BM60328 180 
BM60329 164 
BM60330 184 
BM60331 168 
BM60332 159 
BM60333 172 
60334 155 
BM60335 180 
BM60336 184 
BM60337 168 
BM60338 159 
BM60339 172 
BM60340 155 
BM60341 152 
BM60342 180 
BM60343 184 
60 168 
BM60345 159 
BM60346 173 
BM60347 155 
BM60348 152 
BM60349 180 
BM60350 184 
BM60351 168 
BM60352 159° 
BM60353 165 
603: 173 
BM60355 159 
BM60356 172 
BM60357 156 
BM60358 180 
BM60359 184 
BM60360 168 
BM60361 172 
BM60362 155 
BM60363 180 
60364 184 
BM60365 168 
BM60366 172 
BM60367 155 
BM60368 180 
BM60369 184 
BM60370 168 
BM60371 173 
BM60372 155 
BM60373 180 
BM60374 184 
BM60375 168 
BM60376 173 
BM60377 156 


Bracke Part# == PG# 
BM60378 172 
BM60379 166 

60380 160 
BM60381 166 
BM60382 164 
BM60383 166 
BM60384 150 
BM60385 166 
BM60386 148 
BM60387 166 
BM60388 150 
BM60389 166 

60390 150 - 
BM60391 148 

M6039: 150 
BM60393 148 

M603 150 
BM60395 166 
BM60396 150 
BM60397 166 
BM60398 150 
BM60399 148 

M60400 146 
BM60401 152 
BM60402 146 
BMO0403 & BM60404 194 
BM60406 thru BM60409 {149 
BM60410 - 1153 
BM60411 149 
BM60412 152 
BM60413 151 
BM60414 150 
BM60415 148 
BM60416 160 
BM60417 148 
BM60418 160 
BM60419 147 
BM60420 449 
BM60421 167 

60422 445 
BM60423 180 
BM60424 184 
BM60425 168 
BM60426 144 
BM60427 145 
BM60428 158 

M60429 172 

M604 160 
BM60431 156 
BM60432 153 
BM60433 152 
BM60434 184 
BM60435 168 
BM60436 158 
BM60437 172 

60438 155 
BM60439 184 

160440 168 
BM60441 173 

0442 160 
BM60443 152 
BM60444 184 
BM60445 168 
BM60446 173 
BM60447 152 
BM60448 180 - 
BM60449 173 
BM60450 172 
BM60451 153 
BM60452 172 
BM60453 160 

160454 156 
BM60455 172 
BM60456 161 
BM60457 173 
BM60458 160 
BM60459 152 
BM60460 & BM60461 173 
BM60462 172 
BM60463 156 
BM60464 180 
BM60465 145 
BM60466 & BM60467 172 
BM60468 153 

60469 152 
BM60470 172 
BM60471 155 
BM60472 173 
BM60473 152 
BM60474 173 

160475 152 
BM60476 180 
BM60477 172 
BM60478 173 
BM60479 145 
BM60480 & BM60481 172 
BM60482 & BM60483 173 

M60484 & BM60485 172 
BM60486 & BM 173 
BM60488 thru BM60490 {172 
91 & BM 173 
BM60493 & BM6 172 
BM60495 & BM60496 173 
BM60497 thru BM60499 | 172 
BM60500 & BM60501 173 
BM60502 167 
BM60503 & BM60504 472 
BM60505 & BM60506 173 
BM60507 172 
BM60508 173 
BM60509 172 
BM60510 156 
BM60511 153 
BM60512 180 
BM60513 173 
BM60514 167 

www.brackemfg.com 
sales@brackemfg.com 


Bracke Part # PG# 
BM60634 183 
BM60516 156 BM60635 146 
BM60517 153 BM60636 162 
BM60518 2 BM60637 183 
BM60519 & BM60520 152 BM60638 164 
M60521 9 BM60639 162 
BM60522 152 BM60640 182 
BM60523 156 BM60641 146 
BM60524 153 BM60642 170 
6052 180 BM60643 62 
BM60526 149 BM60644 182 
6052 155 BM60645 146 
605: 162 BM60646 170 
BM60529 180 BM60647 162 
BM60530 145 BM60648 182 
60531 149 BM60649 170 
10532 155 BM60650 162 
BM60533 152 BM60651 182 
605 180 BM60652 170 
BM60535 145 BM60653 162 
BM6053' 156 BM60654 182 
BM60537 193 BM60655 170 
BM60538 180 BM60656 162 
BM60539 144 BM60657 182 
BM60540 155 BM60658 170 
BM60541 152 BM60659 162 
BM60542 180 BM60660 182 
BM60543 144 BM60661 170 
60: 155 BM60662 147 
BM60545 152 BM60663 182 
BM60546 180 BM60664 170 
BM60547 144 BM60665 163 
BM60548 & BM60549 145 BM60666 182 
BM60550 180 BM60667 162 
BM60551 145 BM60668 169 
BM60552 158 60669 162 
BM60553 162 BM60670 163 
BM60554 171 BM60671 182 
BM60555 159 BM60672 162 
60556 171 BM60673 182° 
BM60557 162 BM60674 163 
BM60558 183 BM60675 162 
BM60559 169 BM60676 186 
BM60560 162 BM60677 163 
60: 183 BM60678 182 
BM60562 169 BM60679 162 
BM60563 162 BM60680 186 
BM60564 183 BM60681 163 
BM60565 169 BM60682 162 
BM60566 160 BM60683 182 
6056 162 BM60684 163 
BM60568 159 BM60685 162 
6056: 162 BM60686 182 
BM60570 183 BM60687 163 
BM60571 169 BM60688 162 
BM60572 162 BM60689 152 
BM60573 160 BM60690 163 
BM60574 169 BM60691 152 
BM60575 160 BM60692 153 
BM60576 162 BM60693 147 
BM60577 160 BM60694 163 
BM60578 169 BM60695 152 
BM60579 162 BM60696 186 
BM60580 159 BM60697 162 
0581 162 BM60698 163 
BM60582 183 BM60699 152 
BM60583 169 BM60700 172 
605) 162 BM60701 152 
BM60585 183 BM60702 163 
6058! 151 BM60703 152 
BM60587 162 BM60 160 
BM60588 182 BM60705 163 
6058: 151 BM60706 153 
BM60590 162 BM60707 162 
BM60591 182 BM60708 163 
1059: 151 BM60709 149 
BM60593 162 BM60710 163 
605! 182 BM607 11 162 
BM60595 161 BM60712 163 
6059 162 BM60713 186 
BM60597 182 BM60714 168 
BM60598 148 BM60715 162 
BM60599 162 BM60716 163 
BM60600 146 BM607 180 
BM60601 148 BM6071 186 
M60602 146 BM60720 162 
BM60603 147 BM60721 thru BM60724 186 
60604 146 BM60725 162 
BM60605 148 BM60726 186 
BM60606 146 BM60727 161 
BM60607 162 BM60728 186 
BM60608 171 BM60729 162 
BM60609 183 BM60730 150 
BM60610 * 1169 BM60731 162 
M60611 171 BM60732 150 
BM60612 183 BM607 162 
BM60613 169 BM607 150 
M60614 157 BM60735 168 
BM60615 171 BM60736 172 
BM60616 ' 1183 BM60737 150 
BM60617 169 BM60738 181 
BM60618 157 BM60739 145 
10619 171 BM60740 172 
BM60620 162 BM60741 181 
BM60621 171 BM60742 180 
BM60622 183 BM60743 186 
BM60623 169 BM60744 180 
BM60624 157, BM60745 181 
60625 171 BM60746 thru BM60748 186 
BM60626 183 BM60749 181 
BM60627 157 BM60750 186 
BM60628 170 BM60751 159 
BM60629 163 BM60752 181 
BM60630 162 BM60753 & BM60754 186 
BM60631 183 BM60755 181 
BM60632 146 BM60756 148 
BM60633 162 BM60757 146 
TM 
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BRACKE Newport Beach, Ca 92658 


Index 


Bracke Part# = sss PG# 
BM60758 170 
BM60759 148 
BM60760 166 
BM60761 170 
BM60762 148 
BM60763 164 
BM60764 170 
BM60765 148 
BM60766 170 
BM60767 186 
BM60768 148 
BM60769 170 
BM60770 186 
BM60771 148 
BM60772 170 
BM60773 186 
BM60774 148 
BM60775 170 
BM60776 & BM60777 186 
BM60778 170 
BM60779 & BM60780 186 
BM60781 170 
BM60782 186 
BM60783 161 
BM60784 170 
BM60785 172 
BM60786 169 
BM60787 170 
BM60788 172 
BM60789 & BM60790 170 
BM60791 148 
BM60792 164 
BM60793 170 
BM60794 148 
BM60795 164 
BM60796 167 
BM60797 164 
BM60798 167 
BM60799 164 
BM60800 153 
BM60801 183 
BM60802 164 
BM60803 thru BM60811 153 
BM60812 thru BM60815 9-154 
BM60816 171 
BM60817 157 
BM60818 & BM60819 146 
BM60820 thru BM60824 =| 159 
BM60825 thru BM60829 165 
BM60830 thru BM60837 9-156 
BM60838 thru BM60845 ~=|170 
BM60846 183 
BM60847 147 
BM60848 182 
BM60849 thru BM60851_—- |. 147 
BM60852 thru BM60854_ =—« 182 
BM60855 thru BM60858_ «|. 154 
BM60859 & BM60860 168 
BM60861 & BM60862 161 
BM60863 thru BM60866 =: | 158 
BM60867 thru BM60869 4184 
BM60870 thru BM60875 =| 182 
BM60876 154 
BM60877 147 
BM60878 154 
BM60879 181 
BM60880 180 
BM60881 thru BM60886 181 
BM60887 thru BM60889 | 169 
BM60890 thru BM60892 | 149 
BM60893 thru BM60896_ «148 
BM60897 thru BM60899__—-| 168 
BM60900 171 
BM60901 & BM60902 182 
BM60903 181 
BM60904 147 
BM60905 & BM60906 154 
BM60907 thru BM60911 173 
BM60912 thru BM60929_ «1174 
BM60930 thru BM60941 1175 
BM60942 178 
BM60943 thru BM60946 «4.175 
BM60947 178 
BM60948 & BM60949 175 
BM60950 thru BM60956_—«| 176 
BM60957 178 
BM60958 & BM60959 176 
BM60960 & BM60961 178 
BM60962 thru BM60970 =: | 176 
BM60971 thru BM60979_=—«4177 
BM60980 147 
BM60981 thru BM60984_ | 151 
BM60986 161 
BM60987 thru BM60991 168 
BM60992 thru BM60998 | 169 
BM60999 160 
BM61004 thru BM61009 =| 162 
BM61010 thruBM61013 1163 
BM61014 thru BM61017 =: 148 
BM61018 thru BM61023 1145 
BM61024 thruBM61031 4158 
BM61034 & BM61035 177 
BM61036 thru BM61041 1184 
BM61042 thruBM61050 =‘185 
BM61051 y 169 
BM61052 thruBM61056 = 163 
BM61057 thruBM61059 = 145 
BM61060 thru BM61063 1156 
BM61064 & BM61065 157 
BM61066 thru BM61079_~—- | 183 
BM61080 157 
BM61081 169 
BM61082 & BM61083 178 
BM61084 154 
BM61085 177 
BM61087 thru BM61096 1144 
BM61106 145 
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Bracke Part # G# 


BM61107 
BM61109 thru BM61112 
BM61113 thru BM61118 


19 

20 

21 thru BM61128 
29 thru BM61161 
62 & BM61163 


BM61168 
BM61169 thru BM61171 
BM61172 ; 


BM61173 

BM61174 thru BM61180 
BM61182 thru BM61186 
BM61189 thru BM61196 


BM61197 

BM61198 thru BM61203 
BM61204 thru BM61214 
See & BM61216 


BM61217 

BM61218 & BM61219 
BM61220 

BM61221 & BM61222 
BM61223 thru BM61225 
BM61226 & BM61227 
BM61228 thru BM61232 
BM61233 

BM61234 

BM61235 & BM61236 
BM61237 

BM61238 

BM61239 


BM61240 
BM61241 


BM61242 

BM61243 & BM61244 
BM61245 

BM61246 & BM61248 
BM61249 

BM61250 

BM61251 

BM61252 

BM61253 

BM61254 

BM61255 & BM61256 
BM61257 & BM61258 
BM61259 & BM61260 
BM61261 

BM61262 

BM61263 

BM61264 

BM61265 thru BM61270 
BM61271 

BM61272 

BM61273 


BM61274 
BM61275 & BM61276 
277 


BM61307 
BM61308 & BM61310 
BM61311 
BM61312 
BM61313 
BM61314 
BM61315 
BM61316 
BM61317 
BM61318 
BM61319 
BM61320 
BM61321 
BM61322 
BM61323 


BM61324 
BM61325 & BM61326 
BM61327 


BM61357 
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BM61373 

BM61374 thru BM61380 
BM61381 

BM61382 
BM61383 
BM61384 
BM61385 
BM61386 
BM61387 
BM61388 
BM61389 
BM61390 
BM61391 
BM61392 
BM61393 
BM61394 
BM61395 
BM61396 
BM61397 
BM61398 
BM61399 
BM61400 
BM61401 
BM61402 
BM61403 
BM61404 
BM61405 
BM61406 
BM61407 
BM61408 
BM61409 
BM61410 
BM61411 
BM61412 
BM61413 
BM61414 
BM61415 
BM61416 


BM61424 
BM61425 & BM61426 
BM61427 
BM61428 & BM61429 
BM61430 


BM61462 
BM61463 & BM61465 
BM61466 


69 
BM61471 thru BM61475 
Sl a thru BM61481 


BM61489 

BM61490 & BM61492 
BM75000 thru BM75052 
BM80000 thru BM80061 
BM80063 thru BM80072 
BM80075 thru BM80078 
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Bracke Part # PG# | Bracke Part # PG# | Bracke Part # PG# Bracke Part # PG# rack aC 
BM80400 thru BM80422 1141 BM90178 77 BM90810 72 BMQ1 49 1903 
BM80423 thru BM0446 ‘| 140 BM90179 78 BM90811 71 BMa 500 thru BM91585 ‘| 37 BM91904 55 
BM80447 thru BM80490 1139 BM9018 7 BM90812 72 BM91586 50 BM91905 52 
BM80491 & BM80492 140 BMg0181 & BM90182 78 BM90813 71 BM91587 thru BM91589_—«| 37 BM91906 55 
BM80493 141 76 BM90814 72 BM91590 thru BM91592 ‘| 36 BM91907 52 
BM80494 thru BM80500 ‘140 BMo0184 78 BM90815 71 BM91593 49 BM91908 55 
BM80501 thru BM80504_ 1139 BM90185 76 BM90816 72 BM91594 thru BM91596_—«| 36 BM91909 52 
BM90000 74 BM90186 78 BM90817 71 BM91597 thru BM91600 ‘| 41 BM91910 55 
BM90001 75 BM90187 76 BM90818 72 BM91601 thru BM91604 =| 37 BM91911 52 
BM90002 74 BM90188 78 BM90819 71 BM91605 & BM91606 re BM91912 55 
BM90003 75 BM90189 76 BM90820 72 BM91607 thruBM91612 | 19 BM91913 52 
BM90004 74 BM90190 78 BM90821 71 BMO1613 thu BM91616 23 BM91914 55 
BM90005 75 BM90191 76 BM90822 72 BM91617 & BM91618 35 BM91915 52 
BM90007 TA | BMpreg = OMootes 178 | BMeoBD4 +) | BMolees thru BMo1e24 | ao | BMoIor? 3 
oats | cae | Bese | Bice tamales 1a | Buse 8 
BM90009 75 BM90196 76 
BM90829 81 BM91631 & BM91632 38 | -BM91920 56 
eU300 1 7 | aMeooos aBucoaee” | te | BMeogso | BERNE. 138 | BMI) 2 
ru 
Bebo 3 um Ea thru BM90227 7 Sey thru BM90844 80 BM91640 th moe 647 27 BM91923 52 
BM90014 74 BM90228 thru BM90230 | 70 BM9084 81 BM91648 thru BM91650 ‘| 25 BM91924 56 
Mg90015 BM90231 & BM90232 66 BMo084e thru BM90876 80 BM91651 thru BM91668 34 BM91925 52 
BM900 75 
cea | cueemuauene: | | gigtuoiorce: 123 | Birr eis |e | eure 8 
ru 
See if BMeoseg Teeceny 5 BM91024 54 BM91693 thru BM91698 | 34 BM91928 56 
BM90019 thru BM90028 59 BM90260 42 BM91025 50 BM91699 thru BM91710 35 BM91929 52 
BM90029 74 BM90261 13 BM91026 thru BM91031 21 BM91711 20 BM91930 56 
Blaine B | Mee iB | Bioits | aun | Bete 
Bete | see | BME ww eworose ($i | Bueitaet Bastia | | Buel 
ru ru 
eH a1 EMecsen $1 1 Bugto40 50 | 8M91750 thru BM91755 | 33 | BM91935 52 
BM90035 73 | BM90267 13 | BMoroay TU OMOIOS | 7e | BMorvestnru BMoryea | 33 | BMoros7 3 
BM90036 73 BM90268 14 
BM91048 22 BM91780 thru BM91797 [187 | BM91938 56 
yt Pr | ‘eesoscn 13 | Bmot049 50 | BM91798 thru BM91815 1186 | BM91939 52 
BM90038 73 BM90270 2 
eM | Botan ST igen eon | Be leew es ele 
Entel ley Be | Boeeaes 13 1 BM91062 32 | BM91819 49 | BM91943 30 
BM90042 73 BM90274 12 BM91063 50 BM91820 thru BM91825 50 BM91944 56 
BM90043 75 BM90275 14 BM91064 thru BM91068 22 BM91826 BM91945 30 
BM90044 thru BM90059 60 BM90276 42 BM91068 thru BM91074 21 BM91827 50 BM91946 56 
BM90060 thru BM90068 ‘| 70 BM90277 14 BM91075 54 BM91828 "154 BM91947 30 
EMenoe | eeu ig | pusiore a [cals 2 | aioe : 
Secor, yey BMe0360 {3 | BM91078 thruBMgios2 {21 | + BM91831 50 56 
BM90072 74 BM90281 14 BM91083 thru BM91086 23 BM91832 51 BM31954 & BM91956_ 30 
BM90073 5 BM90282 13 BM91087 & BM91088 50 BM91833 53 BM91960 15 
BM90074 thru BM90079. 59 BM90283 14 Be inss thru BM91098 23 BM91834 51 BM91 30 
BM91099 54 BM91835 53 BM91963 14 
BM90080 thru BM90082 | 60 BM90284 16 | BM91100 thru BM91102 | 23 | BM91836 51 | BM91 30 
BM90083 thru BM90097 «| 61 BM90285 12 
BM90098 thru BM90105_—«| 62 BM90286 16 BM91103 49 BM91837 23 BM91965 M4 
Byo0109 7 | Bussoss a | BME seworos [83 | BRIER e} | guste 
BM90107 75 BM90288 16 
1107 50 BM91840 51 BM91968 30 
BM90108 74 BM90289 81 
BM91108 [23 BM91841 53 BM91 11 
BED 10 7a | BMo0aet at de pyeregnvemetis 135 | eereas 3 | Buster 
yee ae!) EMeoees 4 | BM91115 & BM91116 35 | BMo1sda Si | BMo1972 30 
Bucs a eee BMS1116 thru BM91120 | 35 | BMolede 51 | BMg19 30 
Hae os Beeoste di BMCOaTo, at ee BM91121 thru BM91125 | 36 91847 BM91975 11 
BM90116 74 BM90320 thru BM90325 | 61 BM91129 49 | BM91848 51 | BMgi9 30 
BM90117 55 BM90326 tha BMo0340. «| 81 BM91130 & BM91131 50 BM91849 53 BM91977 11 
ND Oy Boos as Ie BMoose7 © Las BM91132 thru BM91140 ‘| 40 BM91850 51 BM919 30 
BM30119 73 | 8M90364 thru BM90368 «| 79 | BM31I4) 34: I Bvelees B3 || BMeiae 4 
BMS0120 |74 | BM90398thruBMg90407 |6g | BMati42 48 1: EMelees oy] BMey +4 
: Ree naee te ean aE BM91143 thruBM91152 | 40 M9185 
BNE 122 74 | BMigo43s thr Buco4ag | 8 | Béonigy imu BMerie® 143 | BMatess Bt | BMpte 3 
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BRACKE Newport Beach, Ca 92658 


TERMS AND CONDITIONS OF SALE 


These terms and conditions of sale (“Terms and Conditions”) relate to certain goods and services provided (“Products”) by Bracke Manufacturing, LLC, a California 
limited liability company, (“Company”) to the purchaser of such goods and services (“Customer”). Any additional or different terms, including ‘ut not limited to those 
on Customer's purchase order, are hereby objected to and specifically rejected by Company. 


4. PAYMENT 
All amounts payable to Company shall be in US dollars, including all applicable taxes, 
fees, transportation, insurance, and other charges. Company will invoice Customer for 
each shipment. If all Products in Customer's purchase order are not shipped at the same 
time, Company will invoice Customer at the time of shipment for the products that are 
shipped. All payments in US dollars, are due net 30 calendar days after the date of 
invoice unless otherwise mutually agreed. Any unpaid due amounts will be subject to 
interest at 1.5% per month or the highest rate permitted by law, whichever is less. Any 
returned checks are subject to a $20 fee. Should any action be necessary to recover 
any sum due to Company from Customer, Company shall be entitled to recover costs of 
such action including reasonable attorneys’ fees whether or not incurred in connection 
with issues of federal bankruptcy law. SHIPPING ALLOWANCES AND PRICES ARE 
Company cannot guarantee the pricing 
set forth in this catalog or on the Company website. The Company is not responsible for 
any typographical errors contained therein. Company retains title to all Products until 
Company receives full payment. Customer is responsible for any loss or damage to the 
Products until Company receives full payment. If Customer does not make payment in 
accordance with the terms of the payment specified or if the Company has any doubt as to 
the Customer's financial responsibility, Company may, at its option, (i) cancel the purchase 
order or (ii) refuse to perform any further work under the purchase order unless Customer 
immediately pays for all Products that have been delivered and pays in advance for all 
Products to be delivered. Any remedies contained in this Section 1 shall be in addition to 
any remedies available at equity or law. 


2. SHIPPING/DELIVERY 

Shipment will be made in accordance with instructions issued by Company's shipping 
department. Customer assumes risk of all loss and damage resulting from any cause 
whatsoever when the Products are delivered to carrier, to Customer, or to Customer's 
agent, whichever occurs first. All required shipping costs, insurance, export/import duties, 
taxes (foreign and domestic) and any other related costs and risks consistent with the 
designated shipping method shall be borne by Customer for delivery of the Products to 
Customer's chosen destination. Shipping dates are approximate and are not guaranteed. 
Partial deliveries shall be accepted by Customer and paid for at contract prices and terms. 


_ 3. WARRANTY/PRODUCT RETURNS 

ail Product orders are subject to written acceptance by Company by a duly authorized 
agent of Company. Orders accepted and processed by Company are Non-Cancelable 
and Non-Refundable without exception. ALL SALES ARE FINAL. All Products are 
covered by a Limited Warranty for a period of 90 days from the date of purchase which 
applies to defective Products only. COMPANY EXPRESSLY DISCLAIMS ALL OTHER 
WARRANTIES OF ANY KIND, WHETHER EXPRESS OR IMPLIED, INCLUDING, BUT 
NOT LIMITED TO, IMPLIED WARRANTIES OF MERCHANTABILITY AND FITNESS FOR 
A PARTICULAR PURPOSE. Company will only accept the return of defective Products. 
Such returns must be pre-approved by Company in writing and an RMA (Return Material 
Authorization) number must be issued by Company before Company will accept such 
return. Return shipments not pre-approved by Company will be refused. Company will 
inspect pre-approved returns to determine whether they are defective, which determination 
by Company is final. Products must be returned in the same or equivalent container and 
packaging materials in which they were originally shipped. Customer retains title to any 
Products returned. Return freight cost is the responsibility of Customer. If Company 
determines a Product is defective, it may repair or replace the defective Product. 


4. TOLERANCES 

Al! coaxial cable assemblies displayed in the Company catalog and website have 
a standard cable length tolerance of + 1.5% or 3/8 inch, whichever is greater. Cable 
assemblies in excess of this tolerance factor are eligible for repair and/or replacement 
under the terms of the Limited Warranty set forth above. 


5. LIMITATION OF LIABILITY 

COMPANY'S LIABILITY ON ANY CLAIM OF ANY KIND, INCLUDING NEGLIGENCE, 
FOR ANY LOSS OR DAMAGE ARISING OUT OF, CONNECTED WITH, OR RESULTING 
FROM THE MANUFACTURE, SALE, DELIVERY, RESALE, REPAIR OR USE OF ANY 
PRODUCTS COVERED BY OR FURNISHED HEREUNDER, SHALL IN NO CASE 
EXCEED THE LESSER OF THE COST OF REPAIRING OR REPLACING PRODUCTS 
FAILING TO CONFORM TO THE WARRANTIES CONTAINED HEREIN, IF ANY, OR 
THE PRICE OF THE PRODUCTS OR PART THEREOF WHICH GIVES RISE TO THE 
CLAIM. IN NO EVENT WILL COMPANY BE LIABLE FOR ANY DIRECT, INDIRECT, 
INCIDENTAL, SPECIAL OR CONTINGENT DAMAGES, INCLUDING, BUT NOT LIMITED 
TO, DAMAGES FOR LOSS OF PROFITS, GOODWILL, USE OR OTHER INTANGIBLE 
LOSS (EVEN IF COMPANY HAS BEEN ADVISED OF THE POSSIBILITY OF SUCH 
DAMAGES), RESULTING FROM: (I) THE USE OR THE INABILITY TO USE PRODUCTS 
PURCHASED FROM COMPANY; (I!) THE COST OF PROCUREMENT OF SUBSTITUTE 
PRODUCTS RESULTING FROM ANY PRODUCTS PURCHASED OR OBTAINED FROM 
COMPANY; OR (Ill) ANY OTHER MATTER RELATING TO PRODUCTS PURCHASED 
FROM COMPANY. 


6. US GOVERNMENT CONTRACTS 

lf Customer's order is placed under a contract with the United States Government, 
Company agrees to comply with those contract provisions and regulations with which, 
pursuant to law, it must comply and of which Customer has, at the time of order placement, 
placed Company on notice. In no event will United States Government Cost Accounting 
Standards apply. No provision of Customer's contract with the government will be binding 
on Company except as expressly set forth in this paragraph. 


7. INDEMNIFICATION 
_ Customer agrees to defend and indemnify Company and its officers, directors, agents 
and employees of and from any and all claims or liabilities asserted against Company 


| or (d) any defect, including but not limited to defects in | 


or its officers, directors, agents and employees in co» action with the manufacture, 
sale, delivery resale or repair or use of any Products ecw red by or furnished hereunder 
arising in whole or in part out of or by reason of (a) the ailure of Customer, its agents, 
servants, employees or customers to follow instructiors, warnings or recommendations 
furnished by Company in connection with such Products, (b) the failure of Customer, its 
agents, servants, employees or customers to comply v th all federal, state and local laws 
applicable to such goods, or the use thereof, including th Dccupational Safety and Health 
Act of 1970, (c) the negligence of Customer, its agents, se: ‘ants, employees or customers, 
manufacture or design, of any 
Products produced, manufactured, distributed, sold, rés9\ repaired or used by Customer 
or its agents, servants, employees or customers. 


8. TAXES/DUTIES 

All prices are exclusive of all taxes and import or export c 
federal or other government authority. Liability for all { 
shall be assumed and paid by Customer. Customer furth 
Company against any and all liabilities for such taxes « 
incurred by Company in connection therewith. Any Cust 
must remit sales tax with any purchase order unless 2 \ 
has been provided. t 


9. ASSISTANCE AND ADVICE 
Upon request, Company in its sole and absolute scretion may furnish as an 
accommodation to Customer such technical advice 0 assistance as is available in 
reference to the Products. Company assumes no ub!’ ation or liability for the advice 
or assistance given or results obtained, all such advice >r assistance being given and 
accepted at Customer's sole risk. 


10. INTELLECTUAL PROPERTY 

All designs, data, drawings, software, or other technicai ini 
to Customer in connection with the sale of Products shai 
All specifications, drawings, designs, data, information, 
inventions, made, conceived, developed, or acquired t, 
and/or carrying out the delivery of Products to Customer 
sole benefit. Customer agrees that it will not use in any 
trade names, and it will not publish, or cause to be publ: 
or approve any advertising or practice, which may be 
trademarks, goodwill or reputation of Company or the F’ 


11. FORCE MAJEURE 

Company shall not be liable for delays in delivery or 
due to causes beyond its reasonable control, includir: 
acts of Customer, acts of military or civil authorities, fi 
riot, accident, delays in transportation, or inability to ¢ 
components or services through Company’s usual ai 
regular prices. 


12. EXPORT COMPLIANCE 

Customer shall not, directly or indirectly, export, re-expori 
in violation of any applicable export control laws or t! 
jurisdiction over the Products, including any and all U< 
controls. Customer agrees, at Customer’s own expe?; 
export laws and will, in accordance with the indemniti 
and Conditions, indemnify, defend and hold Company 

Company due to Customer's violation or alleged violatio 


13. GOVERNING LAW/VENUE AND JURISDICTION 
All Product purchases and these Terms and Conditions 
State of California without reference to conflict of law 
courts within Orange County, California will have exclu 
dispute arising out of these Terms and Conditions, or 
any Products. 


14. NON-WAIVER/SEVERABILITY 

Each provision of these Terms and Conditions is se 
provisions of these Terms and Conditions. In the event 

and Conditions is held to be invalid, the other provisions 
and the offending provision, to the extent practicable, sh 
its intended purpose. 


15. SURVIVAL 
The provisions of these Terms and Conditions that, by ‘ieir essence and context, are 
intended to survive performance by either or both parties = all also survive the completion, 
expiration, termination or cancellation of the purchase order 


16. ENTIRE AGREEMENT/MODIFICATION 

This agreement constitutes the entire contract between Customer and Company relating 
to the Products identified herein. No modifications hereof shall be binding upon Company 
unless in writing and signed by Company's duly authorized representative, and no 
modification shall be effected by Company’s acknowledgment or acceptance of Customer's 
purchase order forms containing different provisions. These Terms and Conditions shall 
solely and exclusively apply to all sales of Products and shall NOT be revised, modified or 
overridden by any terms or conditions contained in any Customer purchase order or other 
documentation or communication. Trade usage shall neither be applicable nor relevant to 
these Terms and Conditions, nor be used in any manner whatsoever to explain, qualify 
or supplement any of the provisions hereof. No waiver by either party of default shall be 
deemed a waiver of any subsequent default. 


17. SPECIFICATIONS ON ALL PRODUCTS ARE SUBJECT TO CHANGE 
WITHOUT NOTICE. 
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Send Mailing Address to: 
freesmawrench@brackemfg.com 


Free offer valid in USA ONLY - Limit 5 pieces 


phone: 949.756.1600 
\. ..www.brackemfg.com 


